Google 


This  is  a  digital  copy  of  a  book  that  was  preserved  for  generations  on  library  shelves  before  it  was  carefully  scanned  by  Google  as  part  of  a  project 

to  make  the  world's  books  discoverable  online. 

It  has  survived  long  enough  for  the  copyright  to  expire  and  the  book  to  enter  the  public  domain.  A  public  domain  book  is  one  that  was  never  subject 

to  copyright  or  whose  legal  copyright  term  has  expired.  Whether  a  book  is  in  the  public  domain  may  vary  country  to  country.  Public  domain  books 

are  our  gateways  to  the  past,  representing  a  wealth  of  history,  culture  and  knowledge  that's  often  difficult  to  discover. 

Marks,  notations  and  other  maiginalia  present  in  the  original  volume  will  appear  in  this  file  -  a  reminder  of  this  book's  long  journey  from  the 

publisher  to  a  library  and  finally  to  you. 

Usage  guidelines 

Google  is  proud  to  partner  with  libraries  to  digitize  public  domain  materials  and  make  them  widely  accessible.  Public  domain  books  belong  to  the 
public  and  we  are  merely  their  custodians.  Nevertheless,  this  work  is  expensive,  so  in  order  to  keep  providing  tliis  resource,  we  liave  taken  steps  to 
prevent  abuse  by  commercial  parties,  including  placing  technical  restrictions  on  automated  querying. 
We  also  ask  that  you: 

+  Make  non-commercial  use  of  the  files  We  designed  Google  Book  Search  for  use  by  individuals,  and  we  request  that  you  use  these  files  for 
personal,  non-commercial  purposes. 

+  Refrain  fivm  automated  querying  Do  not  send  automated  queries  of  any  sort  to  Google's  system:  If  you  are  conducting  research  on  machine 
translation,  optical  character  recognition  or  other  areas  where  access  to  a  large  amount  of  text  is  helpful,  please  contact  us.  We  encourage  the 
use  of  public  domain  materials  for  these  purposes  and  may  be  able  to  help. 

+  Maintain  attributionTht  GoogXt  "watermark"  you  see  on  each  file  is  essential  for  in  forming  people  about  this  project  and  helping  them  find 
additional  materials  through  Google  Book  Search.  Please  do  not  remove  it. 

+  Keep  it  legal  Whatever  your  use,  remember  that  you  are  responsible  for  ensuring  that  what  you  are  doing  is  legal.  Do  not  assume  that  just 
because  we  believe  a  book  is  in  the  public  domain  for  users  in  the  United  States,  that  the  work  is  also  in  the  public  domain  for  users  in  other 
countries.  Whether  a  book  is  still  in  copyright  varies  from  country  to  country,  and  we  can't  offer  guidance  on  whether  any  specific  use  of 
any  specific  book  is  allowed.  Please  do  not  assume  that  a  book's  appearance  in  Google  Book  Search  means  it  can  be  used  in  any  manner 
anywhere  in  the  world.  Copyright  infringement  liabili^  can  be  quite  severe. 

About  Google  Book  Search 

Google's  mission  is  to  organize  the  world's  information  and  to  make  it  universally  accessible  and  useful.   Google  Book  Search  helps  readers 
discover  the  world's  books  while  helping  authors  and  publishers  reach  new  audiences.  You  can  search  through  the  full  text  of  this  book  on  the  web 

at|http: //books  .google  .com/I 


2t  Jur-e  i9:c>. 


INTERNATIONAL 
LIBRARY  OF  TECHNOLOGY 


•  •  •  •      •      • 

•  •     •     • 

•  •       •   ■•  • 

•  ••  •• 

•  •  •       •     • 


•  •  < 


A  SERIES  OF  TEXTBOOKS  FOR  PERSONS   ENGAGED   IN   THE   ENGINEERING 

PROFESSIONS     AND     TRADES     OR     FOR     THOSE     WHO     DESIRE 

INFORMATION  CONCERNING  THEM.    FULLY  ILLUSTRATED 

AND     CONTAINING     NUMEROUS     PRACTICAL 

EXAMPLES  AND  THEIR  SOLUTIONS 


TELEGRAPHY 


(VOL.  II) 


SCRANTON : 
INTERNATIONAL  TEXTBOOK  COMPANY 


24 


-•»•     •  •      •      •••• 

•     -  •  •  •    •    •       • 

•  •••.      !••  ••••       •• 

■  ■   ■   ■  *      > 


THE-N^}5fY.QKK'..::--' 


I 


TILDE:  N  FOUNDATIONS 
R  1913 


^l  ••1 S  •• 

>N8.      I 


Copyright,  1901,  by  The  Colliery  Engineer  Company, 
under  the  title  of  A  Treatise  on  Telegraphy. 


Entered  at  Stationers'  Hall,  London. 


Telegraphy,  Parts  4,  5,  and  6:    Copyright,  1901,  by  THE  Coluery  ENGINEER 
Company.    Entered  at  Stationers'  Hall,  London.    All  rights  reserved. 


All  rights  reserved. 


BURR  PRINTING  HOUSE, 

FRANKFORT  AND  JACOB  STREETS, 

NEW  YORK. 


CONTENTS 


-  .'     :        Section.    Page. 

Telegraph  Repeaters           .......  5  1 

Button  Repeaters 5  4 

Automatic  Repeaters 5  9 

Double-Current  System 5  -il 

Polarized  Relays 5  42 

Multiplex  Telegraphy 5  56 

Differential,  Polar,   Bridge,  and  Morris 

Duplex  Systems 5  57 

Diplex  System 5  115 

Quadruplex  Telegraphy 5  119 

Western  Union  Battery  Quadruplex  .  5  141 

Western  Union  Dynamo  Quadruplex  5  143 

Jones  Quadruplex 5  163 

Healy  Quadruplex 5  181 

Roberson  Quadruplex 5  188 

Balancing  the  Quadruplex 5  196 

How  to  Locate  and  Remedy  Quadruplex 

Disturbances 5  203 

Branch  Offices  Connected  to  Multiplex 

Sets 5  217 

Combinations    of   Repeaters   and    Multi- 
plex Sets 6  1 

Polar  Duplex  Repeaters 6  1 

Quadruplex  Repeaters 6  5 

Arrangement  of  Local  Circuits  of  Cana- 
dian Pacific  Railroad <>  7 

Multiplex  Single- Wire  Repeaters  ...  6  \^ 

Downer  Repeater    .   T 6  11 

•  •  ■ 

m 


IV 


CONTENTS. 


Combinations   of    Repeaters   and    Multi- 
plex Sets — Continued, 

Moffat  Defective- Loop  Repeater  . 

Half-Millik^.R^^tec .. 

Dillon    Brii&h-pfficffe   yuidmpfex    Re 

peater     .     •»«%•.•• 

Double-Loop  R^ep^aff^l; 

Care  of  Singlc-JV-iye/JRep^atprst 

••  *» »  •  fc  *«•  •« •  •    • 

•  »*««t  •••  •*     • 

•  »  ••    ••  •*••••»• 

Branch-Office  Signaling  Devices 


•  •  •  • 

•  •       • 


ciiofi 

I.    Page, 

G 

13 

« 

10 

6 

24 

6 

30 

6 

3G 

6 


37 


Simultaneous     Telegraphy     and     Tele- 
phony        

Van  Rysselberghe  Method 

Cailho  Method 

System  Used  by  Telephone  Companies  . 
Pfund  Method 


6 

44 

6 

44 

6 

53 

6 

56 

6 

57 

Edison  Phonoplex 


G 


60 


Submarine  Telegraphy    .     . 

Terminal  Connections 
Simplex  Cable  Connections 
Cable  Duplex      .... 


High-Speed  Telegraphy      

Wheatstone  Automatic  System  ^ 

Delany   Synchronous  Multiplex  System 

Chemical  Telegraphy 


Delany  Chemical  Telegraph  System  . 
Crehore  and  Squicr  Sine-Wave  System  . 
Pollak-Virag  Telegraph  System     .     .     . 

Printing  Telegraphs 

Principle  of  Printing  Telegraph  Systems 

Stock-Ticker  Systems 

Murray  Page-Printing  Telegraph       .     . 


6 

08 

G 

84 

6 

84 

6 

87 

6 

94 

6 

95 

6 

111 

7 

1 

7 

3 

7 

10 

7 

28 

7 

40 

41 

42 

43 

CONTENTS.  V 

Sectioji.    Page. 

Automatic  Facsimile  Telegraphs    ...       7  55 

Hummell  Facsimile  Telegraph       ...       7  55 

Dun  Lany  Facsimile  Telegraph     ...       7  57 

American  District  Telegraph  Service    .       7  58 

Testing 7  73 

Rough  Tests 7  73 

Accurate  Tests 7  80 

Locating  Faults 7  94 

Battery  Testing 7  112 

Wireless  Telegraphy 7  119 

Early  Investigators  and  Methods  ...  7  119 

Marconi  System 7  125 

Syntonic  Systems 7  13G 

Theory  of  Wireless  Telegraphy      ...  7  139 

Utilizing  Electric  Railway  Current  for 

Telegraph  Circuits 7  145 

Questions  and  Examples  Section, 

Telegraphy,  Part  4 5 

Telegraphy,  Part  5 6 

Telegraphy,  Part  6 7 

Answers  to  Questions  Section, 

Telegraphy,  Part  4,  Answers  to  Ques- 
tions 1-83 5 

Telegraphy,  Part  5,  Answers  to  Ques- 
tions 1-29 6 

Telegraphy,  Part  6,  Answers  to  Ques- 
tions 1-20 7 


TELEGRAPHY. 

(PART  4.) 


TELEGRAPH  REPEATERS. 

1.  A  telegraph  repeater  consists  of  an  arrangement 
of  instruments  and  apparatus  whereby  signals  coming  over 
one  line  are  repeated  or  sent  forwards  on  another  line  by  a 
separate  battery.  A  common  relay  is  really  a  repeater,  for 
it  causes  the  sounder  in  the  local  circuit  to  repeat  the  sig- 
nals that  pass  through  the  relay  coils.  Thus,  if  the  relay  is 
placed  midway  between  two  end  offices,  and  if  the  line  on  one 
side  is  connected  to  the  relay  coils  and  the  line  on  the  other 
side  to  the  local  contact  points  of  the  relay,  it  becomes  a  one- 
way repeater;  that  is,  it  will  repeat  in  one  direction.  The 
simplest  form  of  a  repeater  would  consist  of  two  relays,  one 
for  repeating  in  one  direction  and  the  other  for  repeating  in 
the  other  direction. 

2.  Need  of  Repeaters. — As  the  length  of  a  line  in- 
creases, the  working  efficiency,  which  depends  on  the  rela- 
tion of  insulation  resistance  to  conductor  resistance,  de- 
creases until  it  becomes  so  small  that  satisfactory  signals 
cannot  be  transmitted  no  matter  how  much  the  battery 
power  may  be  increased.  Even  if  the  insulation  could  be 
made  sufficiently  perfect,  the  line  resistance  would  finally,  as 
its  length  increased,  become  so  great  that  it  would  require 
an  electromotive  force  so  high  in  order  to  force  the  necessary 
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current  through  the  circuit  that  it  would  be  neither  safe, 
practical,  nor  economical.  An  electromotive  force  above 
300  volts  requires  very  good  insulation  of  the  line  wire  and 
also  tends  to  develop  a  ground  or  leak  at  every  weak  point. 
Poorly  insulated  lines  that  may  work  fairly  well  with  a  low 
electromotive  force  may  act  as  if  permanently  grounded  at 
some  intermediate  station  if  too  high  an  electromotive  force  is 
employed.  Furthermore,  if  the  resistance  of  the  line  could 
be  kept  small  and  the  insulation  sufficiently  high,  and  an 
electromotive  force  of  sufficient  strength  could  be  used,  even 
then  the  electrostatic  capacity  of  a  long  line  would  be  so  high 
that  it  would  seriously  diminish  the  speed  of  signaling.  For, 
the  time  required  for  the  current  to  become  strong  enough 
to  affect  the  distant  relay  increases  as  the  electrostatic  ca- 
pacity K  increases,  and  if  the  resistance  R  also  increases,  as 
it  usually  does,  with  the  length  of  the  line,  then  the  time 
increases  as  the  product  K R  increases.  This  has  been  fully 
explained  in  preceding  pages.  On  account  of  this  retard- 
ing influence  of  the  electrostatic  capacity  of  the  line  and  the 
inductance  of  the  relay  coils,  both  of  which  tend  to  delay  the 
rise  and  fall  of  the  current,  the  duration  of  contact  at  the 
distant  relay  is  less  than  that  at  the  sending  key,  thus  caus- 
ing a  shortening  of  the  signals  and,  hence,  a  reduction  in 
the  number  of  good  signals  that  can  be  transmitted  in  one 
minute. 

3.  Firm  or  Heavy  Sending:  Required. — On  a  very 
long  line,  very  deliberate  and  firm,  and,  therefore,  slower 
sending  is  required  in  order  to  get  good  signals  on  account 
of  this  retardation.  In  such  a  case,  the  whole  line,  neglect- 
ing the  leakage  to  earth  at  the  insulators,  has  to  be  charged 
and  discharged  through  the  end  offices.  Now,  if  this  long 
line  be  divided  into  sections,  each  section  charges  and  dis- 
charges independently  of  the  others,  and  the  sections  being 
shorter  than  the  whole  line,  it  is  evident  that  they  will  all 
be  charged  and  discharged  quicker  than  if  connected  in  one 
continuous  line.  On  a  very  long  circuit  with  several  re- 
peaters, there  would  be  a  shortening  of  the  signals  at  the  far 
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end  due  to  the  fact  that,  as  each  circuit  is  closed,  a  short  de- 
lay occurs  in  the  transmission  of  a  signal,  because  each  arma- 
ture has  to  move  over  a  short  distance  from  the  rear  to  the 
front  stop  before  the  circuit  is  complete.  This  shortens 
the  dots  and  dashes  in  proportion  to  the  number  of  contacts 
to  be  closed,  and  thus  the  dots  are  sometimes  wholly  lost. 
Therefore,  in  operating  a  circuit  containing  one  or  more 
repeaters,  the  dots  and  the  dashes  should  be  made  firm  and 
longer,  or  as  operators  term  it,  the  **  sending  should  be 
heavy."  The  more  repeaters  there  are  in  a  circuit,  the 
heavier  should  be  the  sending. 

As  a  matter  of  fact  and  experience,  the  loss  in  speed  due 
to  this  latter  cause  is  not  so  great  as  is  the  gain  in  speed  due 
to  the  quicker  charging  and  discharging  of  the  shorter  sec- 
tions into  which  the  long  line  has  been  divided.  Thus  a 
long  line  can  actually  be  worked  faster  and  much  more  sat- 
isfactorily with  repeaters  than  without,  especially  in  wet 
weather,  when  the  working  efficiency  decreases. 

4.  Distance  Beti^een  Repeaters. — Moreover,  it  is 
possible  to  work  long  lines  in  this  way,  with  wires  of  a  rea- 
sonable size,  fair  insulation,  and  electromotive  forces  not 
unreasonably  high,  that  could  not  be  worked  as  one  contin- 
uous line.  In  this  country,  with  large  and  comparatively 
low  resistance  wires,  it  is  not  customary  to  operate,  directly, 
a  circuit  over  600  miles  in  length.  On  well-insulated  lines 
of  good  conductivity,  and  especially  through  dry  regions, 
circuits  are  sometimes  worked  much  longer  distances  with- 
out repeaters. 

The  line  from  San  Francisco  to  New  Orleans,  a  distance 
of  2,484  miles,  is  now  being  worked  with  only  one  repeating 
station,  which  is  at  El  Paso.  This  repeating  station  is  even 
cut  out  occasionally  and  the  line  worked  direct.  The  long 
stretch  of  country  through  Arizona,  New  Mexico,  and 
Western  Texas  is  unusually  well  adapted  to  long-distance 
telegraphy,  the  atmosphere  being  dry  and  rare.  The 
atmospheric  conditions  along  the  California  coast  and  in 
the   swamps   of    Louisiana   and    Eastern    Texas,    through 
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which  the  remaining  portion  of  the  line  runs,  are  not 
favorable  for  long-distance  telegraphy,  but  this  has  been 
overcome  by  using  copper  line  wire  and  by  taking  good  care 
of  the  insulators. 

Another  long  line,  that  from  Montreal  to  Vancouver,  a 
distance  of  2,898  miles,  was  to  be  worked,  according  to  last 
reports,  with  two  equally  distant  repeating  stations.  It  is 
quite  likely  that  during  part  of  the  year  only  one  repeater 
will  be  required.  The  line  will  be  worked  duplex,  and, 
later,  if  business  increases  sufficiently,  it  will  be  quadru- 
plexed.  The  entire  line  consists  of  hard-drawn  copper  wire, 
weighing  300  pounds  per  mile. 

5*     Lrons  Circuits  Worked  by  Use  of  Repeaters. — 

By  the  use  of  repeaters  it  is  possible  to  work  to  very  great 
distances.  A  line  from  London  to  Teheran,  a  distance  of 
3,800  miles,  is  worked  directly  by  the  aid  of  five  automatic 
repeaters.  In  this  country,  on  April  25,  1899,  the  Asso- 
ciated Press  combined  its  circuits,  and  formed  a  line  6,000 
miles  in  length.  The  matter  transmitted  from  New  York 
for  several  hours  was  received  in  all  the  leading  cities, 
requiring  the  services  of  41  operators  in  all. 


BUTTON  REPEATERS. 

6.  Repeaters,  requiring  that  a  button,  or  switch,  be 
turned  manually  by  an  attendant,  in  order  to  change  from 
repeating  in  one  direction  to  repeating  in  the  opposite 
direction,  are  usually  called  button  repeaters,  and,  occa- 
sionally, manual  repeaters.  With  such  repeaters  an 
operator  must  listen  to  what  is  passing  and  be  ready  at  any 
moment  to  turn  over  the  button,  or  switch,  in  order  to 
reverse  the  direction  in  which  messages  may  be  sent  and  so 
allow  the  operator  at  the  receiving  end  to  send,  and  vice 
versa.  A  button  repeater,  since  it  requires  the  constant 
attendance  of  an  operator,  is  generally  employed  for  tempo- 
rary purposes  only. 
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THB  ^WOOD  BVTTO:^   REPEATER. 

7.  The  arrangement  of  the  Wood  button  repeater  is 
shown  in  Fig.  1.  J/ is  a  switch  so  arranged  that  the  lever  k\ 
which  is  pivoted  at  the  center,  is  always  in  contact  with  one 
or  both  of  the  brass  pieces  c  and  d\  o,  ^,,  o^,  and  o^  are  bind- 
ing posts,  each  joined  to  the  respective  brass  pieces  a,  b,  d, 
and  r;  ^  is  a  ground  switch  connecting  the  lever  /'  of  the 
switch  iT/with  the  ground  at  G\   IV  is  the  western  and  E 
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the  eastern  main  line;  R  and  R^  are  the  western  and  eastern 
relays;  5  and  i'^  the  western  and  eastern  repeating  sounders, 
and  B  and  /?,  the  western  and  eastern  main-line  batteries. 
B  and  B^  vtust  be  arranged  in  series,  the  plus  pole  of  one 
being  connected  to  the  minus  pole  of  the  other,  for  this 
arrangement  allows  the  line  to  be  connected  straight 
across,  as  will  be  explained  later.  V  and  f,  are  local 
batteries. 
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8.  Operation. — If  the  ground  switch  g  is  closed  and 
the  lever  k  is  placed  so  as  to  connect  d  with  a^  the  western 
circuit  will  repeat  into  the  eastern.  If  the  western  key  is 
closed,  a  current  proceeds  from  the  plus  pole  of  battery  B^ 
goes  through  the  relay  R,  then  to  the  western  station, 
where  the  line  is  grounded,  back  through  the  earth  to  G^ 
through  lever  /  to  lever  k,  to  d^  o^,  2^  and  to  the  minus  pole 
of  battery  B.  By  this  current,  relay  R  is  caused  to  close  its 
local  circuit,  which  causes  sounder  5  to  close  the  circuit  of 
battery  B^,  \  This  circuit  may  be  traced  as  follows:  From 
the  plus  pole  of  battery  B^  through  5,  i,j,  S^  ^  ^,  ^,  lever  k^ 
through  lever  /  to  the  earth  at  G^  then  through  the  earth  to 
the  eastern  station  and  back  through  the  eastern  relay  R^  to 
the  negative  pole  of  B^  ^  The  sounder  5  repeats  the  mes- 
sage and  the  relay  R^  operates  the  sounder  5,.  No  circuit  is 
closed,  however,  by  the  armature  of  the  sounder  i\,  as  there 
is  a  break  between  b  and  k.  It,  therefore,  acts  merely  as  a 
reading  sounder.  \ 

If  the  lever  k  be  placed  so  as  to  connect  c  with  b  while 
switch  g  is  closed,  the  eastern  circuit  will  repeat  into  the' 
western,  and  the  circuits  may  be  traced  as  before,  begin- 
ning, however,  with  eastern  line  and  battery  B^,  The  single 
ground  at  G  will  serve  for  both  eastern  and  western  circuits. 

If  the  lever  k  connects  c  and  d  and  switch  g  is  opened,  the 
eastern  and  western  circuits  are  connected  straight  across. 
This  circuit  is  as  follows:  From  the  plus  pole  of  battery  B^ 
through  relay  R  to  the  western  station,  through  the  earth 
to  the  eastern  station,  then  to  relay  7?^,  and  to  the  minus 
pole  of  battery  7^,.  Batteries  B  and  7>\  are  connected  as  one 
battery  in  series  through  5-v^-c-k-d-o-2. 

If  k  connects  c  and  d,  and  switch  g  is  closed,  two  inde- 
pendent circuits  arc  formed,  namely,  B-R-W-G-l-k-d-o  — 
2-B  and  B^-5-o^-c-k^l^G-E^R-B^, 

9.  In  this  arrangement,  if  the  two  sounders  do  not  work 
in  unison,  the  lever  k  must  be  instantly  turned  by  the  oper- 
ator in  attendance,  so  that  the  person  receiving  may  be  able 
to  break  and  become  the  sender. 
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MODIFIED   ^VOOD  BUTTOIV   REPEATER. 

lO.  A  modified  form  of  the  Wood  button  repeater  that 
is  also  used  is  shown  in  Fig.  2.  No  provision  is  made  in 
this  arrangement  for  connecting  the  circuits  straight  across. 
This  is  not  necessary  in  a  repeater,  because  such  connec- 
tions can  be  made  directly  at  the  switchboard,  including  an 
ordinary  relay  in  the  circuit  if  desirable.  ^ 

When  the  switch  M  is  turned  to  the  left,  the  switch  blade 
connects  c  with  d  and  the  eastern  circuit  will  repeat  into 
the  western.  In  this  position  the  east  line  cannot  be  opened 
at  the  repeater  station  by  any  action  of  the  sounder  i>,. 
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When  the  switch  M  is  turned  to  the  right,  the  switch 
blade  ^  connects  a  with  b  and  the  western  circuit  will  repeat 
into  the  eastern.  In  this  position  it  is  impossible  for  the  op- 
erator at  the  western  office  to  open  the  western  circuit  at 
the  repeater  station. 

When  the  switch  J^/'is  in  the  center  position,  the  blade  con- 
nects c  with  ^  and  a  with  b  and  two  independent  circuits  are 
formed ;  namely,  G'-/>-.{-<*w/-A^-east  line  to  eastern  office  and 
back  through  the  ground  to  (7,  and  G  -H  -'t-a-b-R  -w^t^^x. 
line  to  western  office  and  back  through  the  ground  to  (7,. 
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The  operation  of  this  repeater,  outside  of  the  changes  in 
the  connections  that  can  be  made  by  means  of  the  switch  J/, 
is  precisely  the  same  as  in  the  Wood  repeater  previously 
described,  so  that  an  explanation  of  its  operation  in  the  act 
of  repeating  seems  to  be  unnecessary. 


AUTOMATIC  REPEATERS. 

11*  An  automatic  repeater  is  one  that  will  automat- 
ically  repeat  {neither  direction  without  the  necessity  of  turn- 
ing a  switch.  An  operator,  however,  is  always  needed  to 
adjust  the  armatures  of  the  relays  and  sounders,  and  to  care 
for  the  batteries,  but,  of  course,  his  time  may  be  largely 
devoted  to  other  duties. 


MILLIKEN    REPBATBR. 

1 2.  The  Mllliken  repeater,  although  one  of  the  ear- 
liest automatic  repeaters  used  in  telegraphy,  is  still  regarded 
in  the  United  States  as  the  standard  repeater;  it  is  shown  in 
Fig.  3.  R  and  R^  are  main-line  relays  mounted  on  metal 
standards  that  hold  them  rigidly  in  place  with  respect  to  the 
extra  magnets  J/  and  J/,.  The  levers  of  the  relays  and 
extra  magnets  are  pivoted,  as  shown  in  the  figure;  the 
springs  s  and  s^  are  so  much  stronger  than  s^  and  s^  that  the 
levers  g  and  g^  are  pressed  against  the  contacts  y  and  j, 
when  there  is  no  current  in  either  R  or  J/,  nor  in  R^ 
or  M^^  respectively.  The  telegraph  instruments  T  and  7", 
are  called  transmitters.  When  current  flows  through  the 
electromagnet  5,  the  armature  lever  /  is  attracted,  causing 
the  insulated  spring,  or  tongue  p^  as  it  is  called,  to  come  into 
contact  with  the  stop  a  slightly  before  the  other  end  of  the 
lever  /  touches  x.  When  the  current  stops  flowing  through 
the  coil  of  the  transmitter,  the  lever  is  released,  as  shown 
at  Tj,  causing  the  contact  at  .r^  to  be  broken  slightly  before 
the  contact  is  broken  at  a^.  The  bent-over  ends  of  the 
levers  of  the  transmitters  may  or  may  not  be  tipped  with 
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insulating  pieces  j  and  j^.  B  and  B^  are  main-line  batter- 
ies, V  and  F,  local  batteries,  and  E  and  £"„  so-called  extra 
local  batteries. 

13.  Normally,  all  circuits  are  closed.  The  western 
main-line  circuit  may  be  traced  from  the  western  office 
through  R^-p-a-B-G^  and  the  ground  back  to  the  western 
office.  The  eastern  main-line  circuit  is  from  the  eastern 
office  through  R-p^-a-B-G  and  through  the  ground  back 
to  the  eastern  office.  The  local  circuit  of  R^  includes 
V-y-g-S^^  and  the  local  circuit  of  R  includes  V-y-g-S. 
The  extra  local  circuits,  including  the  magnets  M  and  M^^ 
are,  respectively,  M-x-l^-c-E  and  M-x-l-c-E^. 

14.  Operation. — Suppose  that  all  circuits  are  in  their 
normal  condition,  that  is,  closed.  If,  now,  the  western  key 
is  opened,  the  relay  R^  will  lose  its  magnetism,  but  the 
magnet  M^  retains  its  magnetism ;  hence,  the  armature  g^  is 
released  by  the  relay  magnet  and  is  not  held  by  the  springs, ; 
therefore,  it  breaks  the  local  circuit  between  ^^  and  ^,,  caus- 
ing the  lever  /,  of  the  transmitter  T^  to  first  break  at  ;rjthe 
extra  local  circuit  containing  M,  and  then  to  break  the  east- 
ern main-line  circuit  between/,  and  a^,  ^  Thus  iT/ is  first  de- 
magnetized and  the  spring  s  presses  the  lever  o  against  the 
lever  g^  so  that  when  a  moment  later  R  is  also  demag- 
netized by  the  opening  of  the  circuit  between  a^  and /,y  the 
lever  ^  is  still  held  against  7,  since  the  spring  s  is  adjusted 
to  overcome  the  pull  of  the  spring  s^.  j  Thus,  the  opening  of 
the  circuit  containing  the  electromagnet  S  of  the  trans- 
mitter T  is  prevented.  \  The  opening  of  this  circuit,  when 
the  western  circuit  is  repeating  into  the  eastern  circuit, 
would  be  fatal  to  the  successful  operation  of  the  repeater. 
Therefore,  when  the  western  key  is  opened,  the  eastern  cir- 
cuit is  opened  without  opening  the  western  circuit  at  the 
repeating  station.  In  the  figure,  the  instruments  are  shown 
in  their  proper  position  when  the  western  key  is  open. 

15.  The  chief  function  of  an  automatic  repeater  is  to 
automatically  prevent  the  opening  or  breaking  of  the  sending 
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circuit  at  the  repeater  station.  For  instance,  the  trans- 
milter  that  controls  the  western  circuit  must  not  open  the 
western  circuit  at  the  repeating  station  when  the  western 
circuit  is  repeating  into  the  eastern  circuit.  The  opposite 
transmitter^  a  term  frequently  used,  may  be  defined  as  being 
the  one  controlled  by  the  relay  in  the  circuit  that  is  being 
repeated  into.  For  instance,  when  the  western  circuit  is 
repeating  into  the  eastern  circuit,  the  transmitter  T  is  the 
opposite  transmitter,  because  it  is  controlled  by  the  relay  R 
in  the  opposite  circuit,  and  this  transmitter  T  must  remain 
closed  while  the  western  is  repeating  into  the  eastern  circuit. 

1 6.  When  the  western  key  is  again  closed,  the  circuits  are 
closed  between  ^j  and  j,,  between  /^  and  a^,  and  between  /, 
and  x\  in  the  order  named.  Thus  a  signal  is  sent  into  the 
eastern  line  by  the  closing  of  the  eastern  circuit  between/, 
and  a^  and,  therefore,  the  western  circuit  repeats  into  the 
eastern.  To  repeat  from  the  eastern  into  the  western  cir- 
cuit, the  foregoing  actions  are  reversed. 

The  attendant,  if  necessary,  can  read  the  signals  from  the 
sound  made  by  the  lever  /,  or  /,.  If  it  is  desirable  to  know 
just  how  the  signals  are  being  transmitted  through  the  main- 
line circuits,  a  relay  controlling  a  local  sounder  may  be  cut 
into  either  main-line  circuit  by  inserting  a  double  wedge,  to 
the  two  sides  of  which  the  relay  is  connected,  into  either 
line  jack  at  the  switchboard. 

1  7.  Side-Cine  Repeater. — A  side-line  repeater  is  one 
that  has  been  arranged  to  repeat  from  a  through  main  line 
into  a  line  branching  off  from  the  repeating  station.  The 
Milliken  repeater  can  readily  be  used  for  this  purpose.  Sup- 
pose, for  instance,  that  there  was  a  through  line  from  New 
York  to  Buffalo,  and  that  it  was  desirable  to  send  the  same 
message  to  Syracuse  by  means  of  a  Milliken  repeater  at 
Elmira.  Suppose,  further,  that  the  eastern  line  in  Fig.  3  is 
the  one  coming  from  New  York.  The  battery  B  in  this  line 
may  or  may  not  be  removed,  but  the  line,  instead  of  being 
grounded  at  C,  would  extend  to  Buffalo,  where  it  would  be 
grounded  after  passing  through  a  relay  and  battery.     The 
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side  line  circuit  would  run  from  the  ground  (7,  through 
B,-a-p-R,  at  Elmira  through  the  west  line  in  this  figure  to 
Syracuse.  Thus  the  message  passing  over  the  main  line 
from  New  York  to  Buffalo  would  be  repeated  into  the  side 
line  running  from  Elmira  to  Syracuse.  Furthermore,  any 
one  of  the  three  operators  located  at  New  York,  Buffalo,  or 
Syracuse  could  send  while  the  other  two  received. 

18.  The  Milliken  repeater  is  considered  one  of  the  best 
repeaters  made,  and  its  operation  is  entirely  satisfactory.  It 
requires,  however,  more  local  batteries  than  almost  any 
other  repeater,  is  not  so  easy  to  keep  properly  adjusted, 
and  the  extra  local  batteries  must  be  kept  in  exceptionally 
good  condition. 

19.  Repeater  Relay  and  Extra  Magnet. — In  Fig.  4 
is  shown  the  repeater  relay  and  extra  magnet  commonly  listed 
and  sold  as  the  Mllllken-Hlcks  repeater.  The  relay  R  is 
adjusted  in  exactly  the  same  manner  as  an  ordinary  relay 


and  the  extra  magnet  J/"  will  .'Seldom  need  readjustment  if 
the  extra  local  batteries  are  kept  in  good  condition.  The 
spring  s  must  be  slightly  stronger  than  the  spring  j,  and  the 
annnture  of  the  magnet  M  must  have  no  mori;  movement 
than  is  necessary  to  allow  the  circuit  to  be  opened. 
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20.     Transmitter In   Fig.  5  is  shown  one   form  o£ 

transmitter.  The  dotted  lines  show  the  connections  between 
the  binding  posts  in  view  and  the  stop-screw  a  and  the 
tongue/.  The  tongue/  is  fastened  to  a  piece  of  insulating 
material  i  that  is  in  turn  secured  to  the  lever  /.  When  used 
as  part  of  a  Milliken  repeater,  this  transmitter  has  the  lower 
end  of  the  screw  //  tipped  with  insulating  material.  Some 
Milliken  transmitters  have  two  simple  switches  mounted  on 
the  base.  When  closed,  one  connects  (see  Fig.  3)  jc  with  c 
and  the  other  connects/  with  a  wire  running  to  the  positive 
pole  of  £,.     When  all  four  of  these  switches  (two  on  each 


transmitter)  are  closed,  the  two  extra  magnets,  including 
their  local  batteries,  are  on  closed  circuit  and  so  hold  their 
armatures  o  and  c,  permanently  away  from  the  relay  arma- 
tures £■  and  ^„  thus  allowing  the  relays  R  and  H^  to  operate 
as  simple  relays.  Furthermore,  the  east  and  west  lines  are 
permanently  closed  by  being  shunted  around  the  contact 
points  of  the  transmitters  to  their  respective  main-line  bat- 
teries and  to  the  ground,  and  so  prevent  the  movement  of 
the  transmitter  levers  from  opening  either  the  east  or  west 
line.  Thus,  each  side  of  the  repeater  may  be  used  as  an 
independent  circuit. 

21.  Adjustment  of  TransmltterH. — The  lever  of 
the  transmitter,  or  sounder,  as  it  Is  siunetiiiics  called, 
should  have,   in  order  to  secure  good  connections  at  the 
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contact  points,  only  movement  enough  to  break  the  circuit, 
and  the  spring  should  be  adjusted  to  have  a  very  moderate 
tension,  only  a  little  more  than  enough  to  raise  the  lever 
when  released  by  the  magnet.  The  lever  should  have  a 
play  of  about  ^j-  inch. 

It  often  happens  that  the  signals  will  pass  through  the 
repeater  all  right  and  yet  be  positively  unreadable  at  the 
distant  office,  causing  considerable  misunderstanding  be- 
tween the  operators  at  one  end  and  at  the  repeater  station. 
This  is  due  to  an  improper  adjustment  of  the  transmitter 
contact  points,  due  to  the  fact  that  the  tongue  /  does  not 
break  contact,  as  it  should,  at  the  instant  when  the  other 
end  of  the  lever  is  exactly  midway  in  its  travel  between  the 
lower  and  upper  stops.  This  incorrect  adjustment  causes 
the  tongue  to  cling  too  long  to  one  point  and  not  long 
enough  to  the  other.  The  signals  will  be  too  light,  that  is, 
too  short,  if  the  duration  of  contact  between  the  tongue  / 
and  lever  /,  as  the  tongue  end  of  the  lever  moves  up,  is  too 
long,  due  to  a  being  too  high;  and  the  signals  will  be  too 
sluggish,  heavy,  or  long  if  the  duration  of  contact  between/ 
and  ii,  as  the  tongue  end  of  the  lever  moves  down,  is  too  long, 
due  to  a  being  too  low.  Therefore,  a  should  be  adjusted  to 
break  just  as  the  lever  passes  through  the  horizontal  position 
and  is  midway  in  its  travel;  causing  the  duration  of  con- 
tact between  p  and  a  and  betzueen  p  and  I  to  be  equal.  These 
remarks  will  apply  to  the  adjustment  of  all  forms  of  trans- 
mitters wherever  used,  unless  something  to  the  contrary  is 
mentioned. 

22.     Mllliken    Repeater   Operated    by   DynamoH. 

In  Fig.  G  is  shown  the  actual  connections  of  the  Milliken 
repeater  when  the  main  and  local  circuits  are  all  supplied 
with  current  from  dynamos.  In  this  case,  one  machine  D^ 
supplies  the  four  local  circuits  and  another  D  the  two  main- 
line circuits.  The  lamps  Z.,  /,,  etc.  are  of  suitable  resistance 
to  allow  the  necessary  current  to  flow  in  each  circuit.  The 
two  main-line  circuits  from  the  repeater  go  to  wedges  /;  / 
and   b^i^    at   the  loop  switch,  then  by    **  flying"    loops  to 
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wedges  ^y and  d^f^dX  the  main  switch;  one  side  of  each 
circuit  then  goes  to  a  line,  the  other  side  through  vertical 
straps  ;;/  and  ;;/„  pin  plugs,  disks  ;/  and  ;/,,  lamps  Z,  Z, 
dynamo  />,  and,  finally,  to  ground  G,  Keys  k  and  k^  are 
included  in  the  main-line  circuits  in  order  to  enable  the  at- 
tendant at  the  repeater  office  to  communicate  with  either  of 
the  two  distant  operators.  The  six  circuits  may  be  traced  out 
as  follows:  West  line  to  d^-b-R-k-p-a-i-f-m-n-L-D-G 
back  through  the  ground  to  the  western  office  and  line;  east 
line  to  d'-b-R''k''p^-a-i'-f''in''n''L''D-G  back  through  the 
ground  to  the  eastern  office  and  line ;  the  extra  local  circuits 
D-V^-o-x^-l^-^-M'L-V^D^,  and  i9-{;-^-Z:-J/,-^-/-^-[ - 
D^\  and  the  local  circuits  D-V-j-L-y-g-S-V-D^^  and 
D-Vrti-S-g-y-L-V-D,. 

The  operation  of  this  repeater,  when  supplied  with  current 
from  dynamos,  as  shown  in  the  figure,  is  exactly  the  same 
as  has  already  been  explained  in  connection  with  Fig.  3, 
where  primary  batteries  were  used;  and,  consequently,  the 
student  should  readily  understand  this  one  without  further 
explanation.  All  circuits  are  shown  in  their  normal,  or 
closed,  position,  and  a  newer  type  of  transmitter  is  repre- 
sented in  this  figure. 


TOVB   RBPBATBR. 

23.  The  Toyc  repeater,  which  is  quite  extensively 
used  in  the  United  States,  and  especially  in  Canada,  is  very 
simple  indeed,  as  w^ill  be  seen  from  the  diagram  given  in 
Fig.  7.  The  only  apparatus  necessary  in  connection  with 
this  repeater  that  has  not  already  been  considered  are  two 
adjustable  resistance  boxes  }'and  F,.  These  are  adjusted,  as 
indicated,  by  means  of  brass  pegs  that  may  be  inserted  in 
holes  between  brass  disks  in  order  to  cut  out  one  or  more  of 
the  resistance  coils.  The  resistance  in  Y  must  be  kept  about 
equal  to  the  resistance  of  the  eastern  circuit  from  the  point  a 
to  the  ground  at  the  eastern  office,  and  the  resistance  in  F, 
must  be  kept  about  equal  to  the  resistance  of  the  western 
circuit  from  a^  to  the  ground  at  the  western  office.    R  and  7?, 
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are  ordinary  relays,  and  T  and  T^  are  standard  trans- 
mitters. ^  and  B^  are  the  main-line  batteries  and  Fand  V^ 
the  local  batteries.  The  connections  are  so  clearly  shown 
that  it  seems  unnecessary  to  enumerate  the  various  circuits. 
The  principle  of  this  repeater  consists  in  holding  the  send- 
ing circuit  closed  at  the  repeater  by  substituting  in  the  place 
of  the  receiving  line  at  the  instant  the  latter  is  opened,  a 
resistance  equal  to  the  receiving-line  circuity  thus  keeping 
the  relay  and  transmitter  that  control  the  sending  line 
closed. 

24.  Operation.  —  Suppose  all  circuits  to  be  closed. 
Then,  a^  presses  against  tongue  b^  and  holds  the  circuit 
open  between  b^  and  o^\  and,  similarly,  a  makes  contact  with 
the  tongue  b  and  keeps  b  and  a  separated.  When  the  west- 
ern operator  opens  his  key,  there  will  be  no  current  from 
the  western  office  through  a-b-R-B-G.  This  will  allow  R 
to  demagnetize  and  open  the  local  circuit  V-S-g-f  2Lt  f  and, 
in  turn,  allow  the  transmitter  7^  to  open  the  eastern  circuit 
at  a\  but  just  the  instant  before  th^  tongue  b  separates 
from  a  it  touches  o,  and,  thus,  the  current,  which  previously 
flowed  from  B^  through  R-b-a  to  east  line  and  through  the 
ground  to  6\  and  back  to  />',,  now  flows  from  B^  through 
R-b-o-c-Y-G  to  ground  to  6',  and  back  to  /?,.  These  two 
circuits  being  of  equal  resistance  and  the  rheostat  circuit  Y 
being  instantly  substituted  for  the  eastern  circuit  by  the 
opening  of  the  transmitter  7",  the  relay  A*,  is  not  only  not 
demagnetized,  but  the  strength  of  the  current  remains 
the  same,  and,  consequently,  the  local  circuit  of  the  relay  R^ 
is  kept  closed  and  the  liu  stern  circuit  is  therefore  not  opened 
at  a^.  When  the  western  key  is  closed,  current  again  flows 
through  /v,  and  then  through  S,  and  all  circuits  are  again 
closed,  which  is  their  normal  state.  Thus  the  western  cir- 
cuit repeats  into  the  eastern.  To  repeat  from  the  eastern 
into  the  western  circuit,  the  foregoing  actions  are  reversed. 

25.  The  special  advantages  of  this  repeater  are  its 
extreme  simplicity  and  the  fact  that  it  requires  compara- 
tively    few    pieces    of    only    standard    apparatus,    namely, 
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standard  transmitters,  relays,  and  rheostats.  However,  this 
repeater  is  very  severe  on  the  main  batteries,  for  they  are 
kept  closed  all  the  time.  Furthermore,  each  rheostat  must 
be  kept  adjusted  so  that  its  resistance  is  about  equal  to  that 
of  the  main-line  circuit  which  it  replaces,  otherwise  the  dif- 
ference in  the.  magnetic  strength  of  the  relay,  due  to  shift- 
ing the  battery  circuit  from  the  line  to  the  rheostat,  may 
throw  the  relay  out  of  adjustment  and  so  open  one  of  the 
circuits  at  the  transmitter  that  the  relay  controls. 

This  means  that  for  efficient  service,  every  change  in  the 
weather  or  resistance  of  the  wire  will  require  an  alternation 
in  the  value  of  the  rheostat  in  addition  to  the  usual  care  of 
the  relay  itself,  a  feat  not  easily  accomplished  in  extreme 
weather  or  on  a  wire  from  which  there  is  very  much  leakage. 

26.  The  Toye  repeater  is  adjusted  by  varying  the 
resi.stance  in  the  rheostat  until  the  magnetic  pull  of  the 
relay  is  the  same  whether  its  circuit  is  closed  at  the  opposite 
transmitter  through  the  line  or  the  rheostat.  The  Toye 
repeater,  without  modifications,  is  not  suitable  for  a  side- 
line repeater,  nor  is  it  as  satisfactory  for  all-around  work  as 
the  Milliken,  the  Neilson,  or  the  Weiny-Phillips,  and  per- 
haps some  other  modern  types.  Where  a  number  of  short 
lines  have  approximately  the  same  resistance,  such  as  the 
duplex  loops,  or  legs,  in  the  larger  cities,  the  Toye  repeater, 
slightly  altered  and  called  the  defective  loop  repeater^  gives 
excellent  service  as  a  side-line  repeater. 

27.  Bunnell  Transmitter. — A  form  of  transmitter 
made  by  Bunnell  &  Co.  that  may  be  used  in  the  Toye 
and  other  repeaters, 
and  in  some  multiplex 
systems,  is  shown  in 
Fig.  8.  The  tongue  b 
is  fastened  to  a  piece 
of  insulating  material  i 
that  is  in  turn  secured 
to  the  lever  c.  When 
the  magnet  releases  the  Pio,  g. 
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armature,  a  metal  contact  point  on  the  end  of  the  lever  c 
comes  in  contact  with  the  tongue  b  and  presses  the  latter 
away  from  the  contact  screw  a.  When  the  armature  is 
attracted  by  the  magnet,  the  tongue  b  touches  the  screw  a 
just  before  the  contact  point  on  the  tip  of  the  lever 
separates  from  the  tongue  b.  It  is,  therefore,  a  continuity- 
preserving  transmitter  because  one  circuit  is  closed  before 
the  other  is  opened,  a,  b^  and  c  are  connected  to  separate 
binding  posts  on  the  base  of  the  instrument. 

If  this  transmitter  is  used  in  the  Atkinson  repeater, 
which  will  be  described  presently,  it  is  only  necessary  to 
insulate  the  tip  of  the  screw  h  so  it  cannot  make  a  metallic 
contact  with  the  lever  r,  and,  also,  to  connect  d^  which  cor- 
responds to  d  in  the  diagram  for  the  Atkinson  repeater  (see 
Fig.  16),  to  a  separate  binding  post  upon  the  base. 


MODIFICATION  OP  THB  TOYB  RBPBATBR. 

28.  The  repeater  illustrated  in  Fig.  9  was  explained 
in  *'The  Telegraph  Age"  of  July  16,  1900,  by  Mr.  R.  J. 
Hewett.  Although  the  rheostat,  the  distinctive  feature  of 
the  Toye,  is  eliminated,  still  it  is  called  a  modification  of  that 
repeater.  All  that  is  necessary  to  fit  out  a  full  set  of  re- 
peaters are  two  common  relays  R  and  /?„  two  transmitters, 
or  two  pole  changers,  or  one  transmitter  and  one  pole 
changer  7"  and  7",,  two  2-point  table  switches  -Yand  A',,  two 
keys  K  and  A',,  and  two  auxiliary  batteries  B  and  B^  of 
about  7  cells  each.  Two  sounders  5  and  5,  had  better  be 
used  as  reading  sounders,  for  their  use  will  allow  the  trans- 
mitters to  be  adjusted  closely,  so  as  to  reduce  their  mechan- 
ical lag  to  a  minimum. 

**Pole  changers  may  be  used  instead  of  transmitters. 
This  is  shown  on  the  right  of  the  diagram.  The  stroke 
of  the  pole  changer  T^  should,  however,  be  shorter  than 
when  it  is  used  in  regular  quadruplex  service,  so  as  to 
reduce  the  no-current  interval,  which  occurs  when  the 
lever  F^  of  the  pole  changer  is  moving  from  one  position  to 
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another,  to  a  minimum;  and,  since  the  no-current  interval 
is,  in  this  case,  not  accompanied  by  a  reversal  of  current,  as 
in  regular  quadruplex  service,  there  is  no  excessive  sparking 
and  no  difficulty  in  maintaining  a  close  adjustment.  It, 
therefore,  makes  a  very  close  breaking  repeater,  being 
equally  as  close  as  the  Neilson  repeater." 

The  keys  K  and  K^  enable  the  attendant  at  the  repeater 
office  to  communicate  with  either  of  the  two  distant  oper- 
ators. The  switches  X  and  X^  are  in  the  proper  position 
in  the  diagram  for  the  use  of  the  apparatus  as  a  repeater. 
When  these  switches  rest  on  the  contact  buttons  o  and  ^,, 
the  relays,  sounders,  and  keys  constitute  two  independent 
office  sets.  The  eastern  circuit  is  shown  connected  through 
the  loop  switch  L  S  and  the  main  switchboard  M S^  one 
wire  being  connected  to  the  east  line  and  the  other  wire 
through  the  main-line  battery  M  B^  to  the  ground  G.  The 
western  circuit  would  be  connected  through  a  loop,  main 
switch,  west  line,  and  battery  in  the  same  manner.  The 
switchboard  loop  must  always  connect  to  the  main  line  in 
such  a  way  as  to  have  the  polarity  of  the  auxiliary  battery  B^ 
agree  with  the  polarity  of  the  main  battery  M B^^  otherwise 
there  will  be  a  reversal  of  the  current  through  the  relay  R 
when  the  transmitter  or  pole  changer  7",  opens,  and  this 
would  cause  a  kick,  or  break,  in  the  signals.  The  kick 
would  result  in  a  vibration  of  the  lever  of  the  relay  R.  When 
this  occurs,  it  is  only  necessary  to  reverse  the  wedge  at  the 
switchboard  to  correct  the  trouble. 

29.  As  a  makeshift,  ordinary  box  relays  may  be  used  in 
place  of  the  transmitter  or  pole  changer.  For  this  purpose, 
the  insulated  back  contact  is  supplied  with  a  platinum  point, 
and  a  third  binding  post  is  provided  for  it.  The  reading 
sounder  is  then  omitted,  as  it  cannot  be  worked  in  circuit 
with  the  high-resistance  box  relay. 

30.  Operation. — Suppose  the  eastern  operator  opens 
his  key;  then  the  relay  R  opens  its  local  circuit,  allowing 
the  sounder  S  and  transmitter  T  to  release  their  arma- 
tures and  the  hook  end  H  of  the  transmitter  /"descends 
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and  carries  with  it  the  spring  tongue,  thus  breaking  contact 
with  the  stop  C  and  opening  the  west  line.  At  the  same 
time  that  the  west  line  is  opened  at  this  contact  stop  C,  the 
spring  tongue  makes  connection  with  the  hook  //,  as  pre- 
viously explained,  and  this  connects  the  auxiliary  battery  />' 
in  a  closed  circuit  containing  the  relay  ^,,  key  A",,  wire  t\ 
battery  B,  wire  d,  transmitter  lever  7%  hook  //,  spring 
tongue,  switch  X,  and  wire  ;//.  The  relay  /^^  is  thus  held 
closed,  and,  consequently,  7\  will  be  held  closed  and  inac- 
tive, and  thus  prevent  breaking  back  into  the  sending  side. 

31.  When  the  circuits  are  idle,  the  auxiliary  batteries 
supply  current  to  their  transmitters  and  sounders  in  the 
usual  way,  but  when  the  circuits  are  working,  the  auxiliary 
battery  on  the  sending  side  will  supply  current  to  the  relay 
on  the  receiving  side  and  hold  it  closed  whenever  the  receiv- 
ing side  is  opened  at  the  transmitter.  The  auxiliary  battery 
is  thus  on  closed  circuit  all  the  time,  either  on  its  transmitter 
and  sounder  circuit  or  on  the  opposite  relay.  This  is  all 
right  for  gravity  cells,  because  it  is  better  to  have  them 
closed  too  much  rather  than  too  little  of  the  time.  Having 
them  closed  the  entire  time,  however,  means  considerable 
consumption  of  battery  material. 


NBILSON   RBPBATBR. 

32*     The  Nellson,  or  Neil»on  shunt  repeater,  as  it 

is  also  called,  has  given  entire  satisfaction  in  Canada.  It 
has  an  advantage  over  some  other  repeaters  in  that  it  only 
requires  one  local  battery  for  two  magnets.  It  may  also 
be  used  as  a  side-line  repeater. 

In  Fig.  10,  in  which  is  given  the  diaj^^ram  of  connections 
for  the  Neilson  repeater,  /v  and  A\  are  ordinary  relays;  RS 
and  RS^,  repeating  sounders,  each  of  40  ohms  resistance; 
^  and  ^,,  the  main-line  batteries;  /'and  /',,  the  local  bat- 
teries; and  T  and  7\  are  either  ordinarv  transmitters  or 
repeating  sounders,  each  of  4  ohms  resistance. 


« 
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33.  When  current  flows  in  the  two  main-line  circuits, 
the  armatures  of  the  relays  R  and  R^  hold  the  local  circuits 
closed  at  c  and  r^  and,  consequently,  currents  flow  through  the 
two  local  circuits  V-T-f-d-^-l-V 2inA  V-T-f^-d^-c^-l-V^. 
These  currents  energize  the  transmitters  7' and  7",,  and  keep 
the  two  main-line  circuits  closed  at  the  contact  points  of  the 
transmitters,  the  eastern  circuit  being  closed  at  b^  and  the 
western  at  b.  In  this  condition  the  magnet  coils  of  the  re- 
peating sounders  ^5 and  ^5,  are  short-circuited  or  shunted 
by  the  relay  armatures,  which  have  practically  no  resistance 
when  compared  to  the  40  ohms  in  the  repeating  sounders, 
and,  therefore,  practically  no  current  flows  through  the  re- 
peating sounders.    Consequently,  the  contact  points  ;/  and  n^ 

at  the  repeating  sounders  are  normally  open.     In  this  con- 

2 

dition  of  the  local  circuits,  the  transmitters  get  -— - — -  =  i 

**      4  +  4      * 

ampere,  assuming  each  cell  to  have  an  electromotive  force 

of  1  volt  and  an  internal  resistance  of  2  ohms. 

Suppose  the  circuit  through  the  relay  R  is  opened ;  then 

its  armature  opens  the  circuit  at  r,  thus  removing  the  short 

circuit  around  ^5  and  leaving  the  transmitter   7"  and  the 

repeating  sounder  ^5  in  series.     The  current  from   F' will 

now  flow  in  the  circuit   V-T-f-RS-l-V ,      The  current  in 

2 

this  circuit  is  ^^  .    ^    .    ^  =  A  ampere,  which  is  not  enough 

40  +  4-t-4      **        *^  *^ 

to  keep  the  transmitter  7"  closed,  but  is  sufficient  to  close 
the  40-ohm  repeating  sounder  RS  because  it  has  so  many 
more  turns  of  wire  in  its  coils  than  there  are  in  the  4-ohm 
transmitter  coils. 

If,  with  7^  open  and  i? 5  closed,  the  repeating  sounder  ^^S, 
on  the  other  side  should  by  any  means  close,  R  S  would 
be  again  short-circuited,  although  this  time  through  y-r/-//,- 
vi^-<-l^  instead  of  through /wZ-f-/,  as  before.  Still  the  re- 
sult would  be  the  same ;  R  S  would  open  and  enough  current 
would  flow  through  the  transmitter  7"  to  close  it.  This  must 
not  occur;  that  is,  RS^  must  not  close  nor  RS  open  while 
the  eastern  key  is  open;  and,  furtbi?rmore,  RS^  must  never 
close  while  the  eastern  circuit  is  repeating  into  the  western. 
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34,  Operation. — The  two  main  circuits  will  normally 
be  closed,  causing  the  two  transmitters  to  be  closed  and  the 
two  repeating  sounders  to  be  open.  Suppose  the  eastern 
key  is  opened.  There  now  being  no  current  through  the 
relay  R,  it  will  release  its  armature  and  thus  open  the  short 
circuit  around  R  S  at  c.  This  will  leave  the  repeating 
sounder  ^.S'  in  series  with  the  transmitter  T^  causing  R S to 
close  and  7"  to  open  at  the  same  moment.  The  opening  of  T 
opens  the  western  circuit  at  a^  allowing  R^  to  demagnetize, 
and  to  open  its  local  circuit  at  r,.  Furthermore,  as  soon  as  T 
opened,  the  repeating  sounder/?  5  closed,  thereby  closing  the 
short  circuit  f-d-n-m-c-l^  around  R  5,,  thus  preventing 
the  closing  of  RS^  or  the  opening  of  7^,,  and  so  preventing 
the  opening  of  the  east  line  at  b^.  Thus,  when  the  eastern 
key  is  opened,  the  east-line  circuit  is  not  opened  at  the  re- 
peater. When  the  eastern  key  is  closed,  current  will  flow 
from  the  positive  pole  of  B  through  b^-a-R  to  east  line,  to 
the  eastern  office,  the  ground,  and  back  through  the  ground 
to  G  and  to  the  negative  pole  of  the  battery  B.  This  will 
energize  R  and  so  close  the  local  circuit  at  r,  allowing  \  am- 
pere to  flow  through  the  circuit  V-T-f-d-c-l-V  and  caus- 
ing T  to  close  the  west-line  circuit  at  a.  The  repeating 
sounder  RS^  being  short-circuited  by  the  armature  of  the 
relay  /?,  loses  its  magnetism  and,  consequently,  opens  at  //  the 
short  circuit  f-d-n-m-c-l^,  around  RS^,  but  at  the  same 
instant,  since  R^  is  now  magnetized,  the  other  short  qax- 
c\x\t,  f-d^-c-i^^  around  RS^  is  closed  at  c^.  Thus  the  cur- 
rent through  T^  remains  the  same,  \  ampere,  and  T^  is  kept 
closed  and  A*  .S,  open,  that  is,  demagnetized,  no  matter 
whether  the  east  line  is  open  or  closed.  Consequently,  the 
transmitter  /',  remains  closed  all  the  time  that  the  eastern 
circuit  is  rei)eating  into  the  western — the  essential  feature 
of  a  repeater. 

To  repeat  from  the  western  into  the  eastern  circuit,  the 
above  operations  are  reversed.  In  this  repeater,  the  local 
batteries  are  closed  all  the  time  and  furnishing  the  maximum 
current,  ^  ampere,  except  when  the  eastern  or  western  key 
is  open  in  the  act  of  sending  a  space. 
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The  screw  /  and  its  supporting  post  //  are  insulated  from  all 
other  metal  parts,  except  one  binding  post  to  which  it  is 
connected.  The  tongue  a  is  connected  through  the  lever 
to  which  it  is  fastened  to  a  separate  binding  post.  By 
means  of  the  switch  ^,  the  circuit  may  be  permanently 
opened.  The  Western  Electric  Company,  also,  make  a 
repeating  sounder  similar  to  their  regular  sounder,  but  with 
a  spring  tongue. 


^WBINY-PHILLIPS  REPBATBR. 

37.  The  Welny-Phllllps  repeater,  used  by  the  Postal 
Telegraph-Cable  Company,  the  United  Press,  Great  West- 
ern Railway  Company,  and  probably  others,  is  shown  in 
Fig.  13.  T  and  T^  are  transmitters;  ^  and  -ff„  the  main- 
line batteries;  V B.nd  F'„  the  local  batteries  that  operate  the 
transmitters;  £  and  -£,,  extra  local  batteries  in  circuit  with 
the  extra  magnets  Af  and  Af^ ;  and  R  and  R^  are  the  main- 
line relays. 

By  means  of  the  extra  magnets  extra  local  batteries, 

the  continuity  of  the  line  that  is  repeating  into  the  other 
line  is  preserved,  resembling,  somewhat,  in  this  respect,  the 
Milliken  repeater,  except  that  the  extra  magnet  does  not 
have  a  separate  armature  lever  of  its  own,  but  acts  directly 
on  the  lever  of  the  line  relay  above  which  it  is  placed.  This 
extra  magnet  is  made  quite  different  in  shape  and  construc- 
tion from  the  ordinary  electromagnets  used  in  ordinary  re- 
lays and  sounders.  It  has  but  one  coil,  which  is  enclosed  in  a 
soft-iron  cylinder,  open  at  the  front  and  closed  at  the  rear 
except  for  a  hole  at  the  center  through  which  the  iron  core 
may  project.  In  the  ordinary  relay  magnet,  the  path  of  the 
lines  of  force  is  through  one  iron  core,  the  yoke,  the  other 
iron  core,  and  the  armature  back  to  the  first  iron  core,  thus 
completing  their  circuit.  In  this  magnet  the  path  of  the 
lines  of  force  is  through  the  iron  core,  the  rear-end  iron  plate, 
the  sides  of  the  iron  cylinder,  and  the  armature  back  to  the 
iron  core,  from  which  they  started. 
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38.  Differentially  Wound  Magnet. — The  winding 
and  construction  of  the  extra  magnet  is  the,  distinctive 
feature  of  this  repeater.  There  are  two  coils  of  the  same 
number  of  turns  and  resistance  on  the  magnet.  The  end  of 
one  coil  and  the  beginning  of  the  next  are  joined  together 
and  connected  to  a  binding  post  on  the  base  of  the  instru- 
ment. In  Fig.  14  is  shown  an  iron  core  over  which  two 
coils  are  wound  in  this  manner.  If  a  battery  is  connected 
between  the  first,  or  inside,  end  of  one  coil,  and  the  last,  or 
outside,  end  of  the  second  coil,  as  shown  at  (;«),  the  current, 
since  it  flows  through  both  coils  in  the  same  direction 
around  the  iron  core,  will  magnetize  it  as  usual  in  any  relay. 
But  if  the  battery  be  connected  as  shown  at  (;/),  the  current 


(m> 


(n) 


Fig.  14. 

from  the  positive  pole  of  the  battery  will  divide  into  two 
parts  at  b,  one  flowing  in  the  right-hand  coil  around  the 
iron  core  in  one  direction,  the  other  flowing  in  the  left-hand 
coil,  but  in  the  opposite  direction  around  the  iron  core. 
Consequently,  the  magnetizing  forces  of  the  two  coils 
oppose  each  other,  and  the  magnetism  created  in  the  iron 
core  will  be  due  to  the  difference  in  these  two  magnetizing 
forces.  If  both  coils  have  exactly  the  same  resistance,  the 
current  in  each  will  be  exactly  equal ;  and,  furthermore,  if 
there  are  also  exactly  the  same  number  of  turns  in  each  coil, 
then  the  ampere-turns  in  each  coil  will  be  equal  but  opposing 
each  other;  and,  consequently,  their  resultant  magnetizing 
force,  being  due  to  the  difference  of  two  equal  opposing 
forces,  will  be  zero  and  the  core  will  not  be  magnetized  at  all. 
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However,  should  the  key  a  in  the  diagram  (;/)  be  opened, 
the  core  will  be  magnetized  in  a  certain  direction  because 
the  current  now  circulates  only  through  the  right-hand  coil, 
and,  therefore,  the  magnetizing  effect  of  this  coil  is  not 
opposed,  as  before,  by  that  of  the  left-hand  coil,  whose  mag- 
netizing effect  is  now  zero.  If  a  is  closed  and  c  opened,  the 
core  will  be  magnetized  as  strongly  as  before,  but  in  an 
opposite  direction.  But  as  long  as  the  armature  is  made  of 
soft  iron  and  is  not  polarized  (that  is,  permanently  mag- 
netized) by  the  presence  of  a  permanent  magnet,  the  core 
will  attract  it  no  matter  in  which  direction  the  core  is  mag- 
netized. A  magnet  having  two  similar  coils  of  the  same 
number  of  turns  and  the  same  resistance,  and  connected  as 
shown  at  (;/),  is  said  to  be  differentially  wound.  This 
differential  method  of  winding  a  magnet  has  been  explained 
here  more  fully,  perhaps,  than  is  necessary  in  connection 
with  this  repeater,  but  it  should  be  thoroughly  understood 
because  many  of  the  present  duplex  and  quadruplex  systems, 
which  will  be  taken  up  later,  would  be  impossible  without 
differentially  wound  magnets. 

39«  When  the  transmitter  7",  Fig.  13,  is  closed,  the  cur- 
rent from  the  extra  local  battery  E^  will  flow  to  ^,,  where  it 
divides  equally^  because  the  two  circuits  are  equal  in  resist- 
ance, one  half  flowing  through  the  right-hand  coil  of  the 
magnet  M^  to  the  lever  /,  where  it  reunites  with  the  other 
half  that  flowed  through  the  left-hand  coil  on  J/,,  through  x 
to  /;  from  which  point  the  whole  current  returns  to  the 
battery.  Hence,  when  the  transmitter  is  closed,  as  shown 
at  J",  the  magnet  J/,  is  not  magnetized  and  it  exerts  no 
attractive  force  on  the  armature  lever  g^.  When  the  trans- 
mitter opens,  as  shown  at  J",,  the  left-hand  coil  of  M  is 
opened  at  jr,  and  current  then  flows  only  through  the  right- 
hand  coil  of  M,  This  energizes  the  magnet  and  causes  it  to 
pull  the  armature  lever  ^against  the  contact  stop  j',  in  spite 
of  the  spring  s. 

40.  Operation. — In  the  normal  condition,  all  circuits 
are  closed.     Suppose  the   western  key  is  opened,   thereby 
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depriving  the  relay  R^  of  current.  Since  current  is  flowing 
through  both  coils  on  M^  in  opposite  directions,  Af^  exerts 
no  attractive  force  on  its  armature  and,  therefore,  the  arma- 
ture lever  ^^  is  pulled  away  from  j,  by  the  spring  s^^  thus 
opening  the  local  circuit,  containing  the  battery  F„  and 
demagnetizing  the  transmitter  magnet  T^.  This  allows  the 
transmitter  T^  to  open,  at  ^,,  the  circuit  through  the  left- 
hand  coil  on  M^  thereby  allowing  the  right-hand  coil  on  Af 
to  energize  the  magnet.  The  magnet  M  will,  therefore, 
hold  the  armature  lever  ^  against  the  stop  y,  when,  a 
moment  later,  the  eastern  circuit  is  opened  at  /j,  and  so 
cuts  off  all  current  from  R.  Thus  the  opening  of  the  local 
circuit  containing  the  transmitter  magnet  T  is  prevented, 
thereby  preserving  the  continuity  of  the  western  circuit 
between/  and  a  and,  also,  preventing  the  magnet  J/,  from 
being  energized  and  attracting  its  armature  lever  g^. 
Therefore  the  eastern  circuit  remains  open  as  long  as  there 
is  no  circuit  in  the  western  line  and  relay  R^,  As  soon  as 
the  western  key  is  closed,  the  relay  R^  will  be  magnetized, 
thereby  attracting  the  lever  g^^  and  closing  at  y^  the  local 
circuit  through  V-y-g-T^.  This  in  turn  closes  at  p^  the 
eastern  circuit  through  R-p^-a-B-G^  through  the  ground 
back  to  the  eastern  office,  and,  also,  closes  at  x^  the  extra 
local  circuit  containing  the  left-hand  coil  on  AT^  thus  allow- 
ing the  lever  g  to  be  held  in  contact  with  y  by  R  alone. 
Thus  all  circuits  are  again  in  their  normal  condition,  that 
is,  closed. 

The  operation  of  repeating  from  the  eastern  into  the 
western  circuit  is  the  reverse.  Two  local  circuits  may  be 
supplied  from  the  same  battery,  that  is,  E^  and  F,  may  be 
replaced  by  one  battery  and  E  and  V  by  another  battery. 

41*  ArranKeinent  of  Weiny-Phllllps  Repeater 
Witli  Dynamos. — The  connections  for  this  repeater,  where 
dynamos  are  used  instead  of  primary  cells,  are  shown  in 
Fig.  15.  All  four  local  circuits  are  supplied  from  one  dy- 
namo D^  and  the  two  main  lines  from  another  dynamo  D. 
The  little  circles  represent  the  binding  posts  on  the  base  of 
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the  instruments.  L^.  Z,.  /,„  and  Z.,  are  lamps,  or  non-in- 
ductive resistance  coils,  of  the  proper  resistance  to  allow  the 
desired  current  to  flow  in  tlieir  respective  circuits. 

On  the  base  of  each  transmitter  there  is  a  switch.  With 
these  switches  iv  and  re,  in  the  positions  shown  in  this  figure, 
that  is,  w  connecting  b  with  e  and  u\  connecting  b^  with  .,. 
the  apparatus  is  properly  connected  to  automatically  repeat 
in  either  direction,  the  same  as  shown  in  Fig.  13,  but  with 
dynamos  substituted  for  primary  cells.  With  the  switches 
in  the  positions  shown,  the  various  circuits  may  be  traced  as 
follows:  The  western  circuit  is  from  the  west  line  through 
ihe  jacks  at  the  main  and  loop  switchboards,  through  k^ 
and  R^  to  the  eastern  transmitter,  then  through  the  tongue/*, 
contact  stop  a,  the  loop  and  main  switchboards,  lamp  /,„  dy- 
namo D,  and  ground  plate  G,  to  the  western  office  and  west 
line.  The  eastern  circuit  is  from  the  east  line  through  the 
jacks  at  the  main  and  loop  switchboards  to  k-R-f^-a^  through 
the  loop  and  main  switchboards  to  L-D-G  and  back  through 
the  ground  to  the  eastern  office  and  east  line.  The  circuit 
through  the  magnet  /,  of  the  western  transmitter  may  be 
traced  from  D^  through  l'-f',-y,-Sr^,-^'-D,.  The  circuit 
through  /  may  be  traced  from  /J,  through  V-L-t-g-y-V-D^. 
The  extra  local  circuit  through  J/,  is  from  D-V^-L,-<i„  at 
which  point  the  current  divides  into  two  equal  parts,  one 
part  going  through  the  right-hand  coil  on  M^  to  c-t  -f-I '-/?,, 
the  other  through  the  left-hand  coil  on  J/,  to  x  .-b-c-V-D^. 
The  extra  local  circuit  through  M  is  from  D^  throtigh 
V,-L^~(l,  at  which  point  the  current  divides  into  two  equal 
parts,  one  part  going  through  the  right-hand  coil  on  Af 
to  Cj-b^-e^-V—D  the  other  through  the  left-hand  coil  on  M 
to  .r ,-<,-# ,-*■,-  "  D  ^  The  repeating  operation  is  exactly  the 
same  as  that      ^       -d  in  connection  with  Fig.  13, 


■42.     Bysh.f.  ,ie  switch  iw  so  as  to  disconnect  (•       .n  b 

and  to  conned'  jj,  the  current  is  cut  off  from  both  coils 

of  the  extra  ■^'  -iS/,,  and  the  western  main-line  contact 

points /«;^       \.      Istern  transmitter  are  short-circuited. 
This  enaH        T    \  lern  transmitter  to  be  used  as  a  sim^ 
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sounder  for  the  relay  Ji,  and,  miirnivcr,  the  western  line 
still  repeals  into  tlie  eastern  line,  but  the  eastern  cannoi 
now  repeat  into  the  western  circnit.  The  reverse  is  the  case 
when  If,  is  turned  to  connect  i\  with/,  and  tc  is  in  its  pres- 
ent position  connecting  d  with  r.  When  hoth  switches  are 
ti  icd  so  as  to  connect  i  with  j  and  /,  with  j\,  the  eastern 
and  western  line  circuits  may  be  used  independently  of  each 
other,  the  transmitters  acting  merely  as  sounders. 


ATKINSON   RRPKATER. 

43.     The    AtklnHitii  repeater,  shown    in    Fig.    l(i,   re- 
quires two  ordinary  relays  H  and  A!,,  two  repeating  sound- 
ers ^i' and  ^,'^,,  two  transmitters  7"  and  7",,  two  main-line 
batteries  B  and  A,,  two  local  batteries  ("  and  h\,  and  two 
extra  local  batteries  /:  and  ^,.     After  the  transmitters  have 
I  once  been  adjusted  and  all  screws  firmly  locked  in  place,  they 
Lwill  need  no  further  attention  and  the  repeater  can  then  be 
readily  kept  in  proper  order  by  any  operator  that  is  able  to 
adjust  an  ordinary  relay  and  sounder.     This  repeater  has 
proved  quite  successful    for  this  reason.     The  transmitter 
shown  in  Fig.  H  may  be  used  in  this  repeater.     In  the  normal 
mdition.iht  two  main-line,  the   two   local,  and  the   two 
l^xtra  li'eSl  "ircuits  are  closed,  causing  the  armature  levers 
I'Of  all  six  ihagiiets  to  be  attracted,  and  all  their  local  contacts 
tto  be  closed  f.nY/>t /  and  /^,  wliich  arc  open. 

44*     Operation. — The  opening  of  tht  eastern  key  will 
B  ^  to  release  its  armature  and  to  oDen,at  ;«  the  local 
containing  V  and   I\  because  y     ■  »l»«ady  open  and 
s  so  as  long  as  '1\  remains  close         'i,-  —ill   be  shown 
7",  will  not  be  affected  at  all  by  t'  .    ■  ,ng  or  closing 

1.  [eastern  key  and  remains  closed       rift    iis  the  western 
s  closed.     The  opening  of  the  loca,   tWT      containing  7' 
irillcause  this  transmitter  to  release  its    ^eupp-,    and  to  open 
?»e  extra  local  circuit  at  d  and  to  open  if  grp '         later  the 
a  circuit  at  a.     The  opening  at  R.  \iw      ,jxtra  local 
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circuit  containing  RS^  and  E^  will  close  at/,  the  shunt 
circuit  h-g-f^-e^  around  the  armature  ^«j-«,  of  the  relay  R^ 
slightly  before,  or  at  the  same  instant  that  the  armature 
of  R^  opens  at ;//,,  on  account  of  R^  being  demagnetized  when 
the  west  line  is  opened  at  a.  Thus  the  western  circuit 
is  opened  at  a  and  the  transmitter  7",  is  kept  closed  in 
spite  of  the  fact  that  /?,  releases  its  armature.  Further- 
more, ^  5  is  kept  closed  at  d^^  thereby  preventing  the  closing 
at  f  of  the  local  circuit  containing  Fand  7",  which,  should 
it  happen,  would  interfere  with  the  signal.  When  the  east- 
ern key  is  closed  again,  R  will  close  its  local  circuit  at  w, 
causing  the  transmitter  T  to  close  the  western  circuit  at  a^ 
and  a  moment  later,  to  close  at  d  the  extra  local  circuit  con- 
taining E^  and  R  5,.  The  closing  of  these  two  circuits  first 
causes  R^  to  close  its  local  circuit  at  ;//,,  and  then  R  5,  to 
open  at  /".,  thus  restoring  all  the  circuits  to  their  normal 
condition  without  opening  the  sending  line  (in  this  case  the 
east  line)  at  the  repeating  station.  Therefore,  the  eastern 
circuit  is  not  opened  at  any  time  at  the  repeater  station 
while  the  eastern  is  repeating  into  the  western  circuit.  Evi- 
dently, the  operation  described  will  be  reversed  when  re- 
peating from  the  western  into  the  eastern  circuit. 


HORTON  RBPBATBR. 

45.  The  Horton  repeater,  which  was  introduced  in 
1896,  is  said  to  have  been  used  by  the  Lehigh  Valley  Rail- 
road, Philadelphia  and  Reading  Railroad,  the  National 
Transit  Company,  on  some  of  the  lines  of  the  Long  Dis- 
tance Telephone  Company,  North  American  Telegraph 
Company,  and  the  Pennsylvania  Railroad  lines  west  of 
Pittsburg. 

46.  The  distinguishing  feature  of  the  Horton  repeater 
is  the  method  adopted  for  preserving  the  continuity  of  the 
sending  circuit  while  repeating  into  the  opposite  line.  This 
is  accomplished  by  using  the  force  of  gravity,  dispensing 
with  extra  armatures  or  springs,  the  holding  force  being 
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obtained  by  the  withdrav;al  instead  of  the  application  of  a 
local  current.  In  Fig.  17,  illustrating  this  repeater,  7"  and  7", 
are  ordinary  repeating  transmitters  and  R  and  R^  are  main- 
line relays.  The  latter  have  inclined  bases  and  local  retract- 
ing magnets  AT  and  M^  that  are  placed  directly  behind  the 
relay  armatures.  The  retracting  magnet  acts,  when  ener- 
gized, on  the  armature  as  a  retractile  force  (in  place  of  the 
usual  spring)  to  draw  it  backwards  and  away  from  its  local 
contact  when  the  main-line  current  through  the  front  or 
relay  coils  is  interrupted.     On  account  of  the  inclined  base, 


Fig.  17. 

the  armature  will  retain  its  forward  position  by  gravity,  and 
so  keep  the  local  circuit  through  the  transmitter  closed  when- 
ever there  is  no  current  in  the  retracting  magnets,  regard- 
less of  the  presence  or  absence  of  a  current  through  the 
relay  coils  in  front.  When  both  the  relay  and  retracting 
magnets  are  energized,  the  pull  of  the  relay  on  the  armature, 
aided  by  gravity,  is  sufHcient  to  keep  the  armature  of  the 
relay  R  against  the  front  contact  y,^  and  thus  keep  the  trans- 
mitter 7' closed.  Consequently,  the  transmitter  7  can  only 
be  opened  when  there  is  current  in  the  retracting  magnet  M 
and  none  in  the  relay  magnet  R. 

The  retracting  magnet   may  be  moved  toward   or  away 
from    the    armature   as   desired,    in    order    to    increase   or 
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decrease  its  attractive  force  on  the  armature,  in  the  same 
manner  as  an  ordinary  relay  is  adjusted.  This  is  the  only 
part  of  the  repeater  requiring  adjustment  after  it  has  once 
been  properly  set  up,  and  for  this  reason  it  is  said  to  give 
better  results  than  some  other  repeaters  in  the  hands  of 
ordinary  operators. 

47,  Operation. — In  their  normal  condition,  all  circuits 
are  closed.  Opening  the  western  key  interrupts  thecurrent 
through  the  relay  A\  the  armature  of  which  is  thereby 
drawn  away  from  its  local  contact  y*  by  the  attraction  of  the 
retracting  magnet  M^  which  remains  closed,  as  will  be 
shown  presently,  thus  permitting  the  transmitter  T  to  open 
first  at  d  the  local  circuit  of  the  retracting  magnet  J/,  and 
then  at  a  the  eastern  circuit.  The  opening  of  the  local  cir- 
cuit at  d  demagnetizes  the  retracting  magnet  M^.  This 
prevents  any  movement  of  the  armature  of  the  relay  ./?,, 
which  continues  to  be  held  against  its  front  contact  stopy^ 
by  its  own  weight,  when,  an  instant  later,  the  east  main-line 
circuit  passing  through  the  relay  A\  is  opened  at  a.  Thus 
the  local  circuit  containing  the  magnet  of  the  trans- 
mitter 7",  is  kept  closed,  thereby  preserving  at  a^  the  conti- 
nuity of  the  western  main-line  circuit.  Thus  a  closed  path 
is  preserved  from  the  western  office  through  a-b-R-H-G 
back  through  the  ground  to  the  western  office,  thereby 
enabling  the  western  ()ffi(X'  to  again  close  the  relay  R. 
When  the  western  office  does  this  by  closing  his  key,  R  at- 
tracts its  armature,  closing  at  f  the  circuit  containing  T, 
which,  in  turn,  first  closes  the  east  line  at  /?,  causing  R^  to 
hold  on  to  its  armature  when,  a  moment  later,  the  local  cir- 
cuit containing  J/,  is  closed  at  d.  Now  all  circuits  are  again 
closed,  which  is  their  normal  condition.  Therefore,  the 
western  circuit  is  not  opened  at  any  tinje  at  the  repeater 
while  the  western  is  repeating  into  the  eastern  circuit.  Evi- 
dently the  operation  described  will  be  reversed  when  repeat- 
ing from  the  eastern  into  the  western  circuit. 

48.  It  is  claimed  for  the  Ilorton  repeater  that  it  is 
very  efficient  and  sensitive,  permitting  the  closest  possible 


40  TELEGRAPHY.  §  5 

adjustment  of  both  relay  and  transmitter  armatures,  the 
play  of  which  may  be  so  shortened  up  that  their  motion  is 
scarcely  perceptible,  which,  together  with  the  instantaneous 
application  of  the  holding  force,  increases  the  capacity  of 
the  repeater  for  rapid  work.  Any  marked  decrease  in  the 
strength  of  the  extra  local  current  can  be  quickly  compen- 
sated for  by  giving  the  adjustment  screw  of  the  retracting 
magnet. a  turn  so  as  to  bring  it  closer  to  the  armature. 
It  is  further  claimed  that  one  cell  is  sufficient  for  each  extra 
local  battery  E  and  E^^  as  against  six  in  each  extra  local  cir- 
cuit of  the  Milliken  repeater,  and  that  the  transmitter  can 
be  operated  with  less  battery  power  on  account  of  the  close 
adjustment  possible,  thus  saving  about  ten  cells  of  local  bat- 
tery where  this  repeater  is  used  in  place  of  the  Milliken. 

Like  the  Milliken  and  other  repeaters,  the  Horton  re- 
peater may  be  divided  into  half  sets  for  use  in  connection 
with  the  duplex  or  quadruplex  systems.  This  use  of  re- 
peaters cannot  be  well  explained  until  after  the  duplex  and 
quadruplex  systems  have  been  considered. 


SIDB-LINB  AND  MULTIPLB  REPEATERS. 

49.  Most  of  the  repeaters  described  can  be  readily 
adapted  to  repeat  from  a  main  line  at  an  intermediate 
station  into  a  branch  or  side  line.  Furthermore,  by  con- 
tinuing one  main  line  through  a  number  of  repeater  sets, 
the  one  main  line  will  repeat  into  all  the  branch  lines,  or 
one  transmitter  may  be  made  to  have  as  many  extra  tongues 
and  contact  points  as  there  are  lines  into  which  it  is  desir- 
able to  repeat.  Automatic  repeater  sets  arranged  to  do  this 
arc  sometimes  known  as  three-cornered  repeaters. 

Automatic  multiple  repeaters  have  also  been  devised  that, 
in  one  case,  will  repeat  into  eight,  and,  in  another,  into  an 
almost  unlimited  number  of  circuits.  However,  standard 
repeaters,  which  the  telegraph  companies  have  on  hand,  can 
be  arranged  as  explained  above  to  do  this,  and  to  our 
knowledge  no  special  multiple  repeaters  are  in  general  use. 
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DOUBLE-CURRBNT  SYSTEM. 

50.  The  Morse  open-circuit  and  closed-circuit  systems, 
explained  in  Telegraphy^  Part  1,  are  sometimes  called 
single-current  systems,  because  the  current  in  the  line 
and  relays,  while  a  message  is  being  transmitted,  flows  only 
in  one  direction.  A  dot  or  a  dash  is  caused  by  a  current  flow- 
ing through  the  relay,  while  a  space  is  caused  by  the  absence 
of  a  current.  It  makes  no  difference  in  which  direction  the 
current  flows  through  the  relay,  because  a  current  in  either 
direction  will  cause  the  relay  to  attract  its  armature. 

51*  The  double-current  system  is  one  in  which  re- 
verse currents,  or  currents  in  both  directions  through  the 
line  and  relays,  are  employed.  A  current  in  one  direction 
through  the  relays  produces  dots  and  dashes,  and  a  current 
in  the  opposite  direction  is  necessary  in  order  to  produce  a 
space.  The  double-current  system  is  used  on  all  submarine 
cables,  on  polar,  quadruplex,  Wheatstone  automatic,  and 
printing  telegraph  systems,  and  more  or  less  on  simplex  land 
lines  throughout  Europe.  A  simplex  circuit  is  one  over 
which  only  one  message  is  sent  at  one  time. 

52.  Polarized  Relays.  —  For  double-current  trans- 
mission, polarized  relays  are  necessary  in  place  of  the 
ordinary  relays  employed  on  single-current  systems.  A 
polarized  relay  is  one  that  requires  the  direction  of  the 
current  flowing  through  it  to  be  reversed  in  order  to  move 
the  armature  from  one  stop  to  the  other.  A  current  in  one 
direction  will  keep  the  local-sounder  circuit  closed  at  the 
front  stop  of  the  relay,  and  a  current  in  the  reverse  direc- 
tion is  necessary  before  the  local-sounder  circuit  can  be 
opened  at  this  point.  The  mere  absence  of  a  current  will 
leave  the  armature  of  the  relay  against  whichever  stop  the 
last  current  may  have  moved  it.  Dots  and  dashes  arc 
made  by  currents  flowing  in  one  definite  direction  and  spaces 
by  currents  flowing  in  the  opposite  direction.  A  battery 
reversing  key  must  be  employed  in  place  of  the  ordinary 
make-and-break  key. 
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S3.  The  polarized  relay  and  the  use  of  the  double  cur- 
rents will  be  fully  explained  because  of  their  importance  in 
duplex,  quadruplex,  and  other  systems.  In  telegraphing  by 
means  of  the  Morse  single-current  system,  the  opening  of 
the  key  leaves  the  line  charged.  This  charge  flows  to  earth 
through  the  path  of  least  resistance,  requiring  on  a  long  line, 
and  especially  on  submarine  cables,  an  appreciable  time  for 
the  total  charge  to  reach  the  earth  through  the  ground  con- 
nection at  the  distant  end.  If  the  key  is  so  constructed  that 
instead  of  simply  opening  the  circuit  it  connects  the  opposite 
pole  of  the  same,  or  a  similar  battery,  to  the  line,  then  the 
charge  of  opposite  polarity  rushing  from  the  battery  into  the  . 
line  will  neutralize  more  or  less  of  the  griginal  charge  re- 
maining on  the  line,  thus  reducing  the  latter  to  a  neu- 
tral, or  unchanged,  state  much  quicker  than  if  all  the  original 
charge  had  to  flow  to  earth  before  the  line  would  be  clear. 
Thus  the  line  is  ready  for  a  new  signal  in  a  shorter  time 
than  under  the  single-current  system  and,  consequently, 
more  rapid  transmitting  is  possible. 

S4m  By  the  use  of  polarized  relays  and  double  currents, 
190  words  a  minute  can  be  transmitted  by  the  Wheatstone 
automatic  system  between  New  York  and  Chicago,  whereas, 
on  the  ordinary  Morse  single-current  system,  80  words  is 
about  the  limit  on  a  line  only  350  miles  long.  However,  the 
greatest  advantage  of  the  double-current  over  the  single- 
current  system  is  probably  due  to  the  higher  efficiency  of 
the  polarized  relay  over  the  ordinary  relay,  especially  dur- 
ing wet  weather  when  there  is  a  large  amount  of  leakage 
from  the  line. 


THEORY   OF   THK   I>OLARIZBI)   RRLAV. 

55.  Polarity  of  Soft-Iron  Cores. — If  a  coil  of  insu- 
lated wire  is  wound  around  a  soft-iron  core  and  is  connected 
to  a  battery  so  that  the  current  circulates  around  the  iron 
core  in  the  direction  shown  by  the  arrows  in  Fig.  18  {a), 
the  iron  will  be  magnetized,  having  a  north  pole  /V  at  the 
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left-hand  end  and  a  south  pole  ..S'  at  the  right-hand  end.  If 
the  battery  be  reversed,  so  that  the  current  flows  in  the  oppo- 
site direction,  as  shown  by  the  arrows  in  Fig.  18  (d),  then 


the  magnetism  will  be  reversed,  having  now  a  south  pole  5 
at  the  left-hand  end,  and  a  north  pole  N  at  the  right-hand 
end. 

56.     A  Permanently  Masnetlzed  Armature.  —  It 

is  a  well-known  fact  that  similar  magnetic  poles  repel  each 
other  and  dissimilar  magnetic  poles  attract  each  other. 
Fig.  19  represents  a  bar  of  soft  iron,  bent  so  as  to  bring  the 
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two  ends  opposite  each  other.  Around  each  end  of  the  iron 
bar  is  wound  a  coil  of  insulated  wire,  the  two  coils  being 
wound  in  the  same  direction  around  the  iron  and  connected 
in  series  with  one  another  and  with  a  battery  />',  as  shown. 
r.  G.    U.—4 
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When  a  current  from  the  battery  circulates  in  the  direc- 
tion of  the  arrows  shown  in  Fig.  19  (^),  the  current  in  each 
coil  will  magnetize  the  iron  in  the  same  direction,  and  thus 
produce  magnetic  lines  of  force  in  the  direction  of  the  dotted 
arrows,  and,  consequently,  a  north  pole  at  N  and  a  south 
pole  at  5.  If  a  permanently  magnetized  piece  of  steel  be 
suspended  so  that  its  north  pole  n  is  free  to  move  between 
the  poles  of  the  electromagnet,  the  south  pole  5  of  the 
electromagnet  will  attract  the  north  pole  n  of  the  perma- 
nent magnet,  and  the  north  pole  N  of  the  electromagnet 
will  repel  the  north  pole  n  of  the  permanent  magnet.  Con- 
sequently, the  north  pole  n  of  the  permanent  magnet  will 
move  over  as  near  to  the  south  pole  5  as  the  stop  e  will  per- 
mit. If  the  battery  and,  as  a  result,  the  direction  of  cur- 
rent is  reversed  in  the  coils,  the  lines  of  force  in  the  soft 
iron  and  the  polarities  of  the  ends  of  the  soft-iron  core  will 
be  reversed,  as  shown  in  Fig.  19  {d).  Now  the  north  pole  n 
of  the  permanent  magnet,  being  attracted  by  the  south 
pole  5  and  repelled  by  the  north  pole  N  of  the  electromag- 
net, will  move  from  the  stop  r,  as  shown  at  {a),  to  the 
stop  y,  as  shown  at  {d).  If  the  current  be  reversed,  the 
permanent  magnet  will  move  back  to  e.  Thus  every  time 
the  direction  of  the  current  is  reversed,  the  permanent 
magnet,  or  armature,  as  it  is  called,  will  move  from  one 
stop  to  the  other. 

57*     Permanent    Magnet  of  a   Polarized   Relay. 

In  order  to  keep  the  armature  permanently  and  strongly 
magnetized,  and  in  order  to  otherwise  increase  the  efficiency 
of  the  instrument,  the  polarized  relay  has  a  strong  and 
rather  large  permanent  magnet.  A  skeleton  view  of  one 
form  of  a  polarized  relay  is  shown  in  Fig.  20.  /^is  a  curved 
piece  of  special  magnet  steel  that  has  a  very  strong  coercive 
force  and  which  is,  therefore,  quite  permanent  and  not 
easily  weakened  or  demagnetized.  In  the  rear  end  of  this 
permanent  magnet,  the  armature,  or  tongue,  as  it  is  also 
called,  is  loosely  pivoted,  and  on  the  front  end  of  the  per- 
manent magnet  is  placed  a  piece  of  iron  of  about  the  same 
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shape 


i  that  shown  in  Fig.  19.  This  rectangular  piece  and 
the  tongue  are  made  of  the 
very  best  quality  of  magnet- 
ically soft  iron.  On  the  ends, 
or  cores,  of  the  soft-iron  piece 
are  wound  the  coils  c  and  d. 
If  the  rear  end  of  the  perma- 
nent magnet  is  a  north  pole  n, 
and  the  front  end  a  south 
pole  J,  then,  when  there  is  no 
current  flowing  in  either  coil, 
the  soft-iron  parts  will  be 
magnetized  on  account  of 
their  contact  with  the  per- 
manent magnet,  so  as  to  have 
north  and  south  poles  where 
indicated  by  the  letters  jV 
and  S,  respectively. 

The  dotted  arrows  indicate 
the  direction  of  the  lines  of 
force  through  the  various 
parts  of  the  magnetic  circuit. 
In  (d)  the  lines  of  force  are 
due  entirely  to  the  perma- 
nent magnet.  If  the  tongue 
was  exactly  half  way  between 
the  faces  of  the  iron  cores,  it 
should,  theoretically,  remain 
there  because  each  core 
would  attract  it  with  exactly 
the  same  force.  But  the 
least  deviation  in  the  equal- 
ity of  these  two  forces,  due 
to  the  least  deviation  of  the 
tongue  from  the  exact  middle 
position,  will  cause  the 
tongue  ti)  fly  against  the 
stop  €  or  /",  toward  whichever 
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one  the  pull  is  the  greater.  To  get  the  tongue  to  remain 
in  an  intermediate  position,  where  the  two  forces  are 
exactly  in  equilibrium,  would  be  about  as  difficult  as  it  is 
to  stand  an  ordinary  Ggg  on  its  small  end.  Practically,  it 
is  impossible. 

SSm  Suppose  that  current  flows  through  the  coils  c  and  d, 
as  shown  at  (b).  As  in  Fig.  19  (a),  this  current  through 
the  coils  in  the  direction  shown  here  will  tend  to  make  the 
right-hand  end  of  the  core,  over  which  c  is  wound,  a  south 
pole  5,  but  the  permanent  magnet,  also,  tends  to  make  this 
end  a  south  pole;  hence,  it  becomes  a  stronger  south  pole 
than  when  there  is  no  current  flowing  through  c.  This 
same  current  tends  to  make  the  left-hand  end  of  the  core, 
over  which  d  is  wound,  a  north  pole,  but  the  permanent 
magnet  tends  to  make  it  a  south  pole;  hence,  it  becomes 
either  a  very  much  weaker  south  pole,  or  a  north  pole  N\ 
as  here  indicated.  It  is  not,  however,  so  strong  a  north 
pole  as  the  right-hand  end  of  the  opposite  core  is  a  south 
pole.  The  result  of  these  changes  in  polarities  will  be  to 
create  a  strong  attraction  between  .V  and  iV  and  a  weaker 
repelling  action  between  iVand  A'.  Hence,  the  two  cores 
no  longer  oppose  each  other,  but  both  tend  to  move  the 
tongue  in  the  same  direction.  If  the  tongue  was  originally 
against  the  stop  /*,  it  will  now  move  over  against  e  and 
remain  there  even  after  the  current  is  stopped.  For  the 
iron  will  return  to  its  normal  magnetic  state  when  the  cur- 
rent is  stopped,  as  shown  in  Fig.  20  {a),  in  which  the  oppo- 
site ends  of  both  cores  become  south  poles  again  and, 
therefore,  attract  the  tongue.  But  the  attractive  force  of 
each  core  for  the  tongue  varies  inversely  as  the  square  of 
the  distance  between  each  core  and  the  tongue;  h^nce,  the 
core  that  is  the  nearer  to  the  tongue  attracts  it  with 
a  very  much  greater  force  than  the  more  distant  core,  and 
the  tongue  is  consequently  held  firmly  against  the  stop  e. 

If  the  current  be  reversed  in  direction,  the  magnetic  con- 
dition  will  be  as  represented  in  Fig.  20  (r)  and  the  tongue 
will  move  from  the  stop  v  over  against  the  stop/,  because  S 
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attracts  and  N'  repels  yV.     Thus  a  reversal  of  the  current 
will  move  the  tongue  from  one  side  to  the  other. 

59*  Advantaf^es  of  Polarized  Relays. — A  polarized 
relay  is  a  very  efficient  instrument.  In  the  first  place  there 
is  no  spring  to  oppose  the  motion  of  the  tongue  or  arma- 
ture. Then  the  force  that  moves  the  tongue  in  one  direc- 
tion is  exactly  equal  to  the  force  that  moves  it  in  the  opposite 
direction,  because  the  current  has  the  same  strength  in  both 
directions.  If  the  current  in  one  direction  weakens,  it  also 
weakens  equally  in  the  opposite  direction  and,  hence,  no  ad- 
justment is  required  for  a  variable  current.  Furthermore, 
the  sending  of  reverse  currents  through  the  line  tends  to 
free  the  line  more  quickly  of  electrostatic  charges  and,  con- 
sequently, allows  more  rapid  sending.  Polarized  relays  can 
be  made  exceedingly  quick-acting  and  efficient. 

60.  In  stormy  weather  a  polarized  relay  will  continue 
to  give  satisfactory  service  long  after  the  ordinary,  or  neu- 
tral, relay  becomes  useless.  This  may  be  explained  as  fol- 
lows: In  Principles  of  Electricity  and  Magnetism^  under  the 
subject  of  **  Lifting  Magnets,"  it  was  shown  that  the  pull 
between  an  armature  and  a  core  is  proportional  to  the  square 
of  the  number  of  lines  of  force  per  square  inch  at  the  pole 
face.  Suppose,  for  example,  that  there  are  200  lines  of  force 
per  square  inch  through  the  armature,  or  tongue,  of  the 
polarized  relay  due  to  the  permanent  magnet  alone.  Half 
of  these  will  go  from  the  armature,  when  in  its  middle  posi- 
tion, through  each  core,  making  a  density,  say,  of  100  lines 
at  the  polar  surface.  Suppose,  also,  that  the  normal  cur- 
rent produces  in  each  core  a  density  of  200  lines  of  force  per 
square  inch,  then  the  total  density  in  one  core  will  be  100  + 
200  =  300,  and  in  the  other  200  —  100  =  100,  and,  hence,  the 
force  of  attraction  toward  one  core  may  be  represented  by 
300  X  300  =  90,000,  and  the  repelling  force  of  the  other  core 
may  be  represented  by  100  X  100=  10,000,  giving  a  result- 
ant pull  of  100,000.  If  in  wet  weather  the  effective  lines  of 
force  produ9ed  by  the  current  are  reduced  to  100,  then  the 
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pull  toward  one  side  will  be  represented  by  (100  +  100)'  = 
40,000  and  the  repulsion  from  the  other  side  by  (100  —  100)' 
=  0,  giving  a  resultant  force  toward  one  side  of  40,000. 
The  resultant  force  has,  therefore,  diminished  from  100,(K)0 
to  40,000. 

61.  In  order  to  get  the  same  normal  pull  in  the  neutral 
as  in  the  polarized  relay,  let  the  number  of  lines  of  force 
set  up  in  the  neutral  relay  by  the  normal  current  be  223.  G. 
Then,  in  fair  weather,  the  pull  between  one  core  and  the 
armature  will  be  represented  by  (223.6)',  and  between  the 
armature  and  both  cores  twice  this  amount,  or  2(223.0)*  = 
100,000.  Thus  the  neutral  relay  is  not  as  efficient  even  in 
fair  weather,  for  in  order  to  get  the  same  pull,  it  must  have 
enough  ampere-turns  to  develop  223.6  lines  per  square  inch, 
whereas  the  polarized  relay  required  only  enough  to  develop 
200  lines.  If  we  assume,  as  before,  that  in  wet  weather  the 
effective  number  of  lines  of  force  is  reduced  to  one-half  its 
fair-weather  value,  that  is,  to  111.8,  then  the  pull  will  be 
represented  by  2(111.8)*  =  25,098. 

In  the  polarized  relay  the  pull  is  reduced  from  100,000  to 
40,000,  whereas  in  the  neutral  relay,  the  pull  is  reduced 
from  100,000  to  25,998.  Thus  in  wet  weather  the  neutral 
relay  exerts  a  pull  of  only  a  little  more  than  one-half  that 
exerted  by  the  polarized  relay.  The  less  the  effective  cur- 
rent, the  better  does  the  polarized  relay  appear  in  comparison 
with  the  neutral  relay,  for  it  always  has  the  permanent  mag- 
netism to  assist  the  variable  magnetism.  Furthermore,  if 
the  force  that  moves  the  tongue  in  one  direction  decreases 
or  increases,  the  force  that  moves  it  back  again  in  the  oppo- 
site direction  also  decreases  or  increases,  respectively,  by 
exactly  the  same  amount,  and,  therefore,  there  is  no  re- 
tractile force  to  readjust.  The  tongue  may  be  pulled  hard 
one  moment  and  lightly  the  next,  but  it  will  still  move 
across  the  gap,  and  that  is  all  that  is  required.  Thus  the 
detrimental  effect  of  an  extra  flow  of  current  due  to  leaks  in 
wet  weather  is  almost  eliminated,  because  no  matter  how 
much  or  how  little  current  is  flowing,  its  direction  can  be 
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reversed,  and  it  is  on  these  alterations  in  the  direction 
of  the  current  that  the  operation  of  the  polarized  relay 
depends. 

62.  An  objection  to  the  ordinary  relay  is  the  fact  that 
the  current  through  the  relay  will  vary  in  strength  due  to 
variation  in  the  line  resistance  and  in  the  leakage  to  earth 
in  wet  and  dry  weather;  consequently,  there  is  a  variable 
magnetic  force  working  against  the  constant  pull  of  a  spring 
requiring  a  frequent  readjustment  of  the  spring  or  of  the 
cores  of  the  magnet  or  of  both.  The  polarized  relay,  on  the 
other  hand,  has  no  spring  for  the  electromagnet  to  over- 
come, and,  moreover,  the  action  of  the  cores  on  the  arma- 
tures is  a  double  one,  they  being  attracted  and  repelled  at 
the  same  time.  No  alteration  in  the  adjustment  is  required 
(except,  perhaps,  to  counteract  earth  currents,  not  leakage 
currents,  which  must  also  be  done  in  using  the  ordinary 
relay)  to  meet  varying  strengths  of  line  current,  and  for  this 
reason  the  polarized  relay  has  considerable  advantage  over 
the  ordinary  relay. 


WESTERN   UNION  POLARIZED  RELAY. 

63.  In  Fig.  21  is  shown  a  polarized  relay  used  by  the 
Western  Union  Telegraph  Company.  This  relay  was  for 
many  years  their  standard  polarized  relay.  M^  the  perma- 
nent steel  magnet,  is  semicircular  in  shape  and  3^  inches  in 
diameter  at  the  widest  part.  The  two  coils  c  and  d  are 
wound  upon  soft-iron  cores  between  which  the  armature,  or 
tongue  r,  made  of  a  soft-iron  tube,  moves.  This  armature, 
which  is  2^  inches  long,  is  loosely  pivoted  at  the  rear.  The 
supports/  and  o  for  the  front  and  rear  contact  screws^  and 
by  respectively,  form  part  of  a  piece  that  can  be  moved  a 
limited  distance  horizontally  inside  the  cylinder  h  by  the 
screw  k. 

The  play  of  the  armature  is  usually  adjusted  by  the  screw  ^, 
and  the  armature  is  centered  by  means  of  the  screw  k.     To 
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center  the  armature  of  a  polarized  relay  is  to  place  it  so 
that  it  can  move  an  equal  distance' on  each  side  of  a  point 


exactly  midway  between  the  faces  of  the  two  soft-iron  cores. 
The  cores,  over  which  the  coils  c  and  (/are  wound,  can  be 
moved  to  and  from  the  armature  by  the  screws _/" and  ^. 


IWE^  STANDARD    WESTBRN   UNION    POLARIZED   RBI.AY. 

64.  The  polarized  relay  shown  in  Fig.  21  was  for  many 
years,  as  has  already  been  stated,  the  standard  polarized 
relay  of  the  Western  Union  Telegraph  Company.  Now, 
however,  an  improved  polarized  relay,  snown  in  Fig.  22, 
has  become  their  standard,  and  is  displacing  the  other.  In 
this  connection  it  may  be  well  to  state  that  in  newly  designed 
relays,  and  other  apparatus  of  the  same  nature,  the  moving 
parts  are  being  made  light  by  the  liberal  nse  of  aluminum, 
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and  quick-acting  by  the  absence  of  iron  yokes  and  a  better 
arrangement  of  the  iron  parts. 

65.  In  Fig.  22,  illustrating  this  polarized  relay,  (x)  shows 
the  instrument  complete,  with  part  of  one  side  cut  away  so 
that  the  arrangement  of  the  parts  inside  can  be  readily  seen ; 
( j)  is  a  plan  view  showing  the  permanent  horseshoe  magnet 
N  A  Sy  the  two  coils  /i  and  /,  and  the  four  soft-iron  pole 
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pieces  s,  n,  s\  and  ?i'  that  project  from  the  soft-iron  cores 
to  which  they  are  fastened.  The  two  soft-iron  armatures 
stand  in  a  vertical  position  between  the  pole  pieces.  The 
armature  frame  is  shown  separately  at  (c).  It  consists  of 
two  soft-iron  armatures  .V  and  A^'  held  together,  as  shown, 
by  a  frame  of  aluminum  o. 
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The  permanent  magnet  N  A  S  lies  flat  in  the  base  of  the 
instrument.  Each  pole  has  a  short  iron  extension  r,  in  a 
recess  in  which  the  lower  ends  m  and  m'  [shown  in  (^)]  of 
the  vertical  iron  armatures  S'  and  N'  rest  loosely.  The 
iron  armatures  are  polarized  by  the  permanent  magnet.  If 
the  permanent  magnet  has  a  north  pole  at  N  and  a  south 
pole  at  5,  then  the  armature  will  be  polarized  as  indicated 
by  the  letters  S'  and  N',  assuming  that  the  end  m  rests  in 
the  extension  piece  r  fastened  to  the  south  pole  S  of  the  per- 
manent magnet,  and  w,  in  the  extension  of  the  north  pole  N. 
Each  iron  armature  extends  up  between  two  of  the  core 
pole  pieces,  as  shown  in  {x).  Both  armatures  are  attracted 
toward  the  same  side  by  the  two  pole  pieces  attached  to 
opposite  ends  of  the  same  core  and  both  are  repelled  in  the 
same  direction  by  the  two  pole  pieces  attached  to  opposite 
ends  of  the  other  core. 

When  a  current  circulates  in  one  direction  through  the 
coils,  the  core  extensions  will  have  the  polarities  indicated. 
When  the  current  is  reversed,  the  polarities  of  all  four  core 
extensions  are  reversed.  Thus  twice  as  many  poles  are 
utilized  in  this  instrument  as  in  the  older  type.  Further- 
more, the  cores  are  not  connected  by  any  yoke,  which  fact 
makes  the  relay  respond  more  quickly  to  a  change  in  the 
current. 

The  cores,  coils,  and  pole  pieces  may  be  moved  toward 
or  away  from  the  armatures  by  the  screws  d  and  e.  The 
front  and  back  stop-screws  a  and  b  are  mounted  on  a  frame 
that  can  be  moved  as  a  whole  by  the  screw  c.  As  much  of 
the  relay  as  may  be  convenient  is  placed  in  a  brass  case  with 
a  hard-rubber  top  in  order  to  protect  it  from  dirt  and  injury. 
However,  there  is  left  just  enough  of  an  opening  in  the  side 
to  allow  the  armatures  and  the  core  extensions  to  be  readily 
seen. 

The  coils  are  usually  wound  differentially  in  sections; 
half  of  each  differential  winding  being  wound  on  each  core, 
and  each  section  containing  about  2,850  turns  of  wire  having 
a  resistance  of  200  ohms,  thus  making  400  ohms  in  each 
differential  winding. 
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THBORBTICAL.  CONNBCTIONS  OP  DOUBLB-CURRBNT 

SYSTBMS. 

66.  The  use  of  polarized  relays  for  simplex  working  is 
illustrated  in  Fig.  23.  Two  terminal  and  one  intermediate 
offices  are  shown.  P^  represent  polarized  relays,  and  K^ 
double-current  transmitting  keys.  The  key  at  each  station 
normally  rests  on  the  back  stop  r,  and  the  switch  /  normally 
connects  c  with  a.  In  this  position  all  batteries  are  cut  out 
of  the  line  circuit,  resembling  in  this  respect  the  Morse  open- 
circuit  system.  When  an  operator  wishes  to  send,  he  moves 
the  lever  /  so  as  to  connect  c  with  ^,  as  shown  at  station  E, 
With  the  key  resting  on  the  rear  stop  r,  negative  current 
flows  from  E  to   W  through  the  line  wire,  causing  each 


Pig.  S8. 

polarized  relay  to  hold  its  armature  against  the  back  stop/*, 
thus  keeping  the  local-sounder  circuits  open.  When  the  key 
is  depressed,  the  negative  charge  on  the  line  is  first  neutral- 
ized by  a  positive  charge  from  the  battery  B\  then  the  cur- 
rent rises  to  its  maximum  value  and  a  positive  current  flows 
from  E  to  PF  through  the  line,  causing  each  polarized  relay 
to  move  its  armature  against  the  front  stop  c.  This  closes 
the  local-sounder  circuits  and  sooner  than  would  be  the  case 
if  the  single-current  system  were  used.  Current  will  con- 
tinue to  flow  in  the  local-sounder  circuits  not  only  until  the 
key  breaks  away   from  the   front  contact  d^   but  until  it 
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touches  the  rear  contact  c.  Then  a  negative  current  first 
having  neutralized  or  cleared  out  the  positive  charge,  flows 
from  E  to  Wthrough  the  line  and  polarized  relays  and  opens 
the  local  circuits. 

67.  In  single-current  systems,  a  current  in  one  direc- 
tion causes  dots  and  dashes  and  no  current  produces  the 
Spaces.  In  double-current  systems  it  ip  evident  that  start- 
ing a  current  in  one  direction  starts  a  dot  or  dash,  and  a 
current  in  the  opposite  direction  is  required  to  terminate  the 
dot  or  dash  and  start  a  space.  The  key  here  shown  requires 
two  batteries  at  each  station,  but  there  are  keys,  which  will 
be  shown  later,  that  in  one  position  connect  the  positive 
pole  of  a  battery  to  the  line  and  the  negative  pole  to  the 
earth,  and  in  the  other  position  will  reverse  the  connections 
of  the  same  battery  so  that  the  negative  pole  of  the  battery 
is  put  to  the  line  and  the  positive  pole  to  the  earth.  Such 
a  key  requires  only  one  battery. 


POLARIZED   RRt.AVS  Att  RBPRBSBNTBD  IN  DIAGRAMS. 

68.     In  Fig.  24  are  shown  three  additional  ways  in  which 
polarized  relays  are  represented,  and  whenever  any  one  of 


these  occurs   in  a  diagram   hereafter,  the   student   should 
immediately  recognize  it  as  a  polarized  relay.      The  way  in 
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which  the  polarized  relay  was  drawn  in  Fig.  23  and  in  (a) 
and  (^)  in  Fig.  24  are  conventional  diagrams;  (c)  is  a  plan 
view  of  the  Western  Union  polarized  relay,  showing  six 
binding  posts.  Numbers  1  and  2  are  the  binding  posts  to 
which  the  local-sounder  circuit  is  connected.  Binding 
posts  3,  4,  5,  and  6  are  the  terminals  of  the  four  ends  of  the 
two  coils.  For  use  as  a  simple  polar  relay,  4,  and  5  are  con- 
nected together  by  a  short  stout  wire  and  3  and  6  form  the 
two  line  terminals  of  the  instrument.  The  use  of  the  bind- 
ing posts  4.  and  5  will  be  apparent  when  the  polar  duplex 
and  quadruplex  systems  have  been  described. 

69*  Polarized  Relay  Used  as  a  Sin 8:le-Cur rent 
Relay. — A  polarized  relay  may  be  adjusted  so  that  it  will 
close  the  local-sounder  circuit  when  the  main-line  current 
flows  through  it  in  one  direction  and  open  the  local  circuit 
when  the  main-line  current  is  interrupted.  That  is,  it  may 
be  used  in  place  of  an  ordinary  relay.  To  use  it  in  this  way, 
the  two  stops  a  and  d  in  Fig.  21  must  be  so  adjusted  that 
the  whole  play  of  the  armature  is  on  one  side  of  the  middle 
point  between  the  two  soft-iron  cores.  Then,  when  no  cur- 
rent flows,  the  armature  will  always  be  drawn,  due  to  the 
normal  magnetic  polarity  of  the  cores  produced  by  the  per- 
manent magnet,  to  the  nearer  core  and  the  corresponding 
stop.  When  the  key  is  closed,  the  current,  in  order  to  send 
a  dot  or  dash,  must  circulate  in  such  a  direction  around  the 
cores  as  to  reverse  the  normal  polarity  of  the  nearer  core 
and  increase  the  strength  of  the  normal  polarity  of  the  other 
core.  Then  when  current  flows,  the  two  cores  will  combine 
to  move  the  armature  toward  the  middle,  but  the  one  stop 
is  so  adjusted  that  the  armature  cannot  pass  or  even  qiiite 
reach  this  middle  position,  and,  consequently,  as  soon  as 
the  current  stops,  the  armature  flies  back  toward  the  nearer 
pole,  and  against  the  corresponding  stop.  Thus  the  making 
and  breaking  of  a  current,  which  must  flow  in  one  particular 
direction  with  reference  to  the  direction  of  the  winding  on 
the  polarized  relay,  will  move  the  armature  and  so  open  and 
close  the  local-sounder  circuit. 
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MULTIPLEX  TELEGRAPHY. 

70.  Thus  far,  methods  for  transmitting  only  single  mes- 
sages over  a  line  have  been  discussed.  Such  systems  are 
frequently  called  simplex  to  distinguish  them  from  niiilti' 
plex  systems.  Multiplex  teleffrapliy  is  the  transmission 
of  two  or  more  messages  over  the  same  wire  at  the  same 
time.  It  is  quite  obvious  that,  if  instruments  can  be 
arranged  so  that  two  simultaneous  messages  can  be  sent 
through  the  same  wire,  the  work  of  the  system  is  equal  to 
that  of  two  lines.  If  four  messages  can  be  sent  simul- 
taneously over  the  same  line,  the  system  is  equivalent  to  a 
four-wire  system.  In  these  two  cases  a  good  ground  return 
is  assumed.  If,  then,  one  line  can  be  made  to  do  the  work 
of  four  lines,  the  expense  of  erection  and  maintenance  of 
three  lines  is  avoided. 

71.  The  transmission  of  two  telegraphic  messages  simul- 
taneously in  opposite  directions  over  the  same  wire  is  called 
the  duplex  system.  This  system  is  sometimes  called  con- 
traplex  telegraphy,  to  imply  that  the  messages  are  being 
sent  in  contrary  or  opposite  directions.  On  a  duplex  system 
there  is  one  sending  and  one  receiving  operator  at  each  end 
or  office,  i.  e.,  four  operators  in  all. 

72.  The  transmission  of  two  telegraphic  messages  simul- 
taneously in  the  sawc  direction  over  the  same  wire  is  called 
the  dlplex  system.  This  term  is  the  opposite  of  contraplex. 
On  a  diplex  system  there  are  two  sending  operators  at  one 
end  and  two  receiving  operators  at  the  other  end,  or  four 
operators  in  all. 

73.  The  simultaneous  transmission  of  four  independent 
messages,  two  in  one  direction  and  two  in  the  other,  is 
termed  the  quadruplex  system. 

On  a  (juadrupU'x  system  there  are  two  sending  and  two 
receiving  operators  at  each  end,  eight  operators  in  all. 
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DUPLEX  TELEGRAPHY. 

74.     There  are  three  systems  of  duplex  telegraphy:  the 
differential^  polar ^  and  bridge  duplex. 


DIFFBRBNTIAL  DUPLBX. 

75«  The  differential  duplex  is  also  known  as  the 
Stearns  duplex.  The  essential  feature  of  this  system  is  a 
differentially  wound  relay,  the  principle  of  which  has  already 
been  explained.  In  Fig.  25,  the  differential  relay  R  has  the 
two  outside  ends  of  the  coil  extended  to  a  distant  station 
through  two  line  wires  ^  A  and  e  f.  In  one  line  is  connected 
the  relay  R^  and  in  the  other  a  resistance  r  equal  to  the 
resistance  of  the  relay  R^^  both  circuits  then  being  grounded 


PlO.  26. 

at  C,.  The  winding  on  the  relay  R  has  a  connection  m^de 
at  its  middle  point,  so  that  the  two  coils  c  and  d^  into  which 
the  whole  winding  is  divided,  have  an  equal  number  of  turns 
and  an  equal  resistance.  The  two  line  wires  ^^y  and  gh  have 
equal  resistances  and,  also,  equal  electrostatic  capacities. 
Consequently,  the  resistance  and  electrostatic  capacity  from 
the  point  m  through  d-c-f-R-G^  is  equal  to  that  through 
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c-g-h-r-G^.  Therefore,  when  the  key  K  is  closed,  the  cur- 
rent will  divide  equally  at  ;//,  one-half  flowing  to  G^  through 
each  of  the  above  two  circuits,  and  the  relay  core  R  will  not 
be  magnetized  because  two  equal  currents  flow  around  it  in 
opposite  directions.  The  magnetizing  effect  of  one  coil  is 
completely  neutralized  by  that  of  the  other  coil.  Such  a  dif- 
ferentially wound  non-polarized  relay  is  commonly  called  a 
neutral  relay.  Not  only  will  the  steady  or  final  current 
strength  in  both  coils  be  the  same,  but  since  the  capacities, 
as  well  as  the  resistances,  in  the  two  circuits  are  equal,  the 
currents  in  both  coils  of  the  neutral  relay  will  rise  and  fall 
at  exactly  the  same  rate.  If  the  current  should  reach  its 
maximum  value  or  fall  from  its  maximum  value  to  zero 
much  quicker  in  one  coil  than  in  the  other,  the  armature  of 
the  relay  would  be  momentarily  affected  every  tir 
home  key  was  closed  or  opened.  By  the  arrangement 
shown  in  this  figure,  however,  the  /tome  relay  R  is  not 
affected  by  the  operation  of  the  home  key  K.  This  is  one  of 
the  conditions  that  must  be  fulfilled  in  any  successful  duplex 
system.  At  the  distant  end,  the  current  that  flows  over 
the  line  ef  \\\\\  flow  through  the  relay  R^,  and,  consequently, 
that  relay  will  respond  every  time  the  key  K  at  the  other 
end  is  closed,  provided,  of  course,  that  the  current  has 
sufficient  strength. 

76«  Instead  of  extending  the  end  of  the  coil  c  through 
the  linc^//  and  the  resistance  r  to  the  ground  6\at  the  dis- 
tant end,  let  it  be  grounded  at  G  at  the  home  station, 
as  shown  in  Fig.  20,  including  between  g  and  G  a  resist- 
tance  r  equal  to  the  resistance  from  e  through  the  line  ef 
and  the  coil  d^  to  the  ground  6',,  and  a  condenser  C  having 
a  capacity  equal  to  that  of  the  line  ef  and  so  arranged  that 
it  will  charge  and  discharge  at  the  same  rate  as  the  line. 
Evidently,  the  opening  and  closing  of  the  key  A' w^ill  have 
no  effect  on  the  home  relay  A\  but  it  will  operate  the 
distant  relay  /v,.  The  condenser  C  is  a  very  necessary  part 
of  this  equipment.  For  if  no  condenser  is  ns(ul,  the  current 
will  rise  to  its  ma.xinuim  value  in  one  coil  of  R  l)efore  it  does 
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in  the  other,  causing  a  movement,  or  momentary  kick^  as  it 
is  called,  of  the  armature  every  time  the  home  key  is 
opened  or  closed.  This  kick  of  the  armature  would  cause 
false  signals  every  time  the  home  key  was  operated  and 
would  seriously  interfere  with  incoming  signals  and  render 
the  method  useless,  except,  perhaps,  on  very  short  lines. 


Pig.  36. 

The  application  of  the  condenser  to  the  artificial  line  in 
order  to  give  it  a  capacity  equivalent  to  that  of  the  line, 
was  first  made  by  Stearns  in  1872.  Without  this  discovery 
of  Stearns,  who  was  a  pioneer  inventor  in  duplex  telegraph 
work,  the  duplex  and  quadruplex  systems  at  present  in  use 
would  not  be  practicable. 


77.  In  order  to  transmit  messages  in  both  directions 
simultaneously,  the  arrangement  of  apparatus  at  each  end 
must  be  similar,  as  shown  in  Fig.  27.  The  keys  have  rear 
and  front  contacts  and,  normally,  the  levers  of  the  keys  rest 
on  the  rear  contacts,  which  are  connected  to  the  ground. 
Thus  the  key  arrangement  resembles  that  used  on  the 
Morse  open-circuit  system.     The  resistance  and  capacity  of 

T 

the  circuit  from  ;//  through  the  coil  c  and    -r,  to  G  should 
be  equivalent   to  the  resistance  and  capacity  of  the  circuit 
T.  G.    II.— 5 
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from  w(  through  d-€-/-d-u-a-/-G,.  Similarly,  the  resist- 
ance and  capacity  of  the  circuit  from  n  through  c,  and  jr 
to  G-  should  be  equivalent  to  that  of  the  circuit  from  n 
= f 


through  d-f-€-d-m-a-J~G.  The  circuit  from  g  to  G,  con- 
taining r  and  C,  and  the  circuit  from  //  to  6",,  containing  r, 
and  t"„  are  called  the  artificial  lines ;  the  coils  c  and  f,,  the 
artificial-line  coils ;  and  the  coils  (/and  i/,,  the  line  coils  of 
the  relays. 

78.  A  resistance  /  equal  to  the  internal  resistance  of 
the  battery  B  must  be  inserted  between  the  ground  plate  G 
and  the  rear  contact  a  uf  the  key.  This  will  give  a  path  of 
equal  resistance  from  in  to  the  ground  G,  whether  the  key  K 
rests  on  the  front  or  rear  contact.  J^  is  a  similar  resistance, 
equal  t<)  the  internal  resistance  of  B^.  If  such  resistances 
are  not  used,  the  home  relay,  assuming  the  distant  key  to 
be  dosed,  will  be  more  striinj^ly  magnetized  when  the  home 
key  is  itpen  than  when  closed,  because  the  current  through 
the  line  coil  li  of  the  home  relay  will  be  greater  when  the 
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home  key  K  is  open  than  will  be  the  current  through  the 
artificial-line  coil  c  when  the  key  K  is  closed.  The  unequal 
magnetization  of  the  relay  will  produce  an  inequality  in  the 
signals  that  it  is  very  desirable  to  avoid. 

79.  The  capacity  at  C  and  C,  should  be  arranged  to 
resemble  the  distributed  capacity  of  the  line  wire.  A  sim- 
ple condenser  will  charge  and  discharge  more  quickly  than 
a  line  wire,  in  which  the  capacity  is  distributed  throughout 
its  length.  The  longer  the  line  and  the  larger  its  capacity, 
the  more  care  must  be  taken  to  make  the  artificial  line 
resemble  it.  The  way  in  which  this  is  accomplished  will  be 
explained  in  connection  with  the  practical  arrangement  of 
the  various  systems. 


VARIOUS  POSITIONS  OP  THE  TWO  KEYS. 

80«  When  messages  are  being  transmitted  simultane- 
ously in  both  directions,  the  two  keys  may  be  in  such  posi- 
tions as  to  form  any  one  of  the  following  four  combinations: 
both  keys  may  rest  on  their  rear  contacts,  both  on  the  front 
contacts,  K  on  the  rear  and  A",  on  the  front  contact,  and 
vice  versa.  It  remains  to  be  shown  that  no  matter  which 
position  K  occupies,  the  operation  of  K^  will  not  affect 
its  home  relay  R^^  but  will  operate  the  distant  relay  R. 
When  this  has  been  shown,  it  will  be  evident  that,  similarly, 
no  matter  which  position  K^  occupies,  the  operation  of  K 
will  not  affect  its  home  relay  A^,  but  will  operate  the  distant 
relay  A,. 

81  •  One  Key  Cloned. — Suppose  that  K^  rests  on  the 
back  contact  a^  and  that  K  is  pressed  against  the  front  con- 
tact ^,  or  closed,  as  it  is  called.  Current  then  flows  from 
the  positive  pole  of  B^  charging  both  the  line  and  con- 
denser Cy  and,  when  it  reaches  its  maximum  value,  flows 
steadily  through  b  to  ;;/,  where  it  divides  equally,  one  half 
flowing  through  c  and  r  back  to  the  battery  />*,  and  the  other 
half  flowing    through   d-c-f-d-u-a-J-G^    to   the   ground 


G2  TELEGRAPHY.  §  5 

plate  Gy  and  back  to  the  battery  B,  There  is  also  a  closed 
circuit  from  ;/  through  r,  and  r,  to  G^^  but  the  resistance  of 
this  path  is  so  very  large,  compared  to  that  of  the  path 
through  ^j  andy^  to  6",,  that  it  need  hardly  be  considered. 
Moreover,  even  if  there  is  an  appreciable  current  in  the 
artificial-line  coil  r^,  it  flows  in  the  proper  direction  in  this 
case  through  the  coil  t\  to  help,  and  not  to  oppose,  the  mag- 
netizing influence  of  the  current  through  the  line  coil  d^. 
Thus  the  closing  of  the  key  K  will  not  magnetize,  tempo- 
rarily or  permanently,  the  relay  7?,  because  the  currents 
through  the  two  coils  c  and  ^/are  equal  and  circulate  in  op- 
posite directions  around  the  iron  core  of  the  relay,  produ- 
cing, therefore,  no  resultant  magnetizing  force.  However, 
the  relay  R^  is  magnetized  because  the  currents  through  the 
two  coils  c^  and  d^  are  not  equal  and  opposite  in  direction, 
and,  furthermore,  the  current  in  the  coil  d^  is  strong  enough 
to  cause  the  armature  to  be  attracted.  Hence,  the  relay  R 
is  not  magnetized,  but  R^.'xs  magnetized  when  the  battery^ 
is  connected  in  the  circuit  by  closing  the  key  K. 

82.  Both  Key»  Closed. — If,  while  the  key  K  is 
against  the  front  contact  b^  the  key  A',  is  closed,  then 
the  batteries  B  and  />,  will  be  in  opposition  in  the  circuit 
B-b-m-d-c-f-d  -n-b  -B  -G  -G-B .  These  two  batteries  con- 
tain the  same  number  of  cells  and  have  the  same  electro- 
motive force;  consequently,  in  the  circuit  just  traced,  the 
current  will  be  zero,  since  their  electromotive  forces  are 
opposed  to  one  another.  With  both  keys  closed,  the  cur- 
rents in  the  artificial-line  circuits,  that  is,  in  B-b-fft-c—g- 
r-G-B  and  in  B-b-n-t\-/t-r-(r-B^,  are  due  to  the  electro- 
motive force  of  only  one  battery  in  each  circuit;  hence, 
these  currents  will  have  their  normal  strength.  Conse- 
quently, there  is  no  current  in  the  line  coils  d  and  d^  but 
there  is  sufficient  current  in  the  artificial-line  coils  c  and  c^ 
to  magnetize  both  relays  A^  and  A\.  Thus,  when  both  keys 
are  closed  at  the  same  time,  both  relays  will  he  closed.  Al- 
though current  from  the  home  battery  really  closes  the  home 
relay,   nevertheless  it  is  the  distant  key  that  controls  the 
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opening  and  closing  of  the  home  relay.     The  home  key  has 
no  control  over  the  home  relay. 

83.  Thus  it  has  been  shown  that  the  distant  relay  R^  is 
energized  and  the  home  relay  H  unaffected  when  only  the 
home  key  K  is  closed,  and  that  both  relays  are  energized 
when  both  keys  are  closed,  and  it  is  evident  that  the  relay  A^ 
is  energized  and  7?,  unaffected  when  only  K^  is  closed,  and 
that  neither  relay  is  magnetized  when  both  keys  are  open, 
because  both  batteries  are  then  cut  off. 

84.  Let  us  consider  that  whenever  a  current  flows  from 
the  home  key  through  the  two  coils  on  the  home  relay  to- 
ward the  line  and  artificial  line,  respectively,  it  is  a  pos- 
itive current;  and,  conversely,  that  whenever  the  current 
flows  from  the  line  or  artificial  line  through  the  coils  of 
the  home  relay  toward  the  key,  it  is  a  negative  current. 
Furthermore,  let  the  current  that  is  flowing  through  one 
artificial-line  circuit  due  to  one  battery  be  considered  as  hav- 
ing a  strength  of  1  unit.  Then  the  four  possible  combina- 
tions of  key  and  relay  positions  and  the  currents  in  each 
coil  may  be  summarized  in  Table  1. 

TABLE    1. 


West 

East 

Key 

Key 

K. 

K,. 

Open 

Open 

Closed 

Open 

Open 

Closed 

Closed 

Closed 

Western  Office. 


Current  in 

u 

Coil 

Coil 

d. 

c. 

0 

0 

0 

+1 

+1 

0 

-1 

0 

1 

0 

+1 

1 

Eastern  Office. 


Current  in 

a3 

Relay 

V4 

A'. 

Coil 

Coil 

d,. 

1 

5 

0 

Open 

! 

0      0 

Open 

-1 

0 

1 

Closed    +1    +1 

0 

Closed 

0 

+1 

1 

Relay 


Open 
Closed 
Open 
Closed 


It  will  be  noticed  in  the  above  table  that  whenever  the  dif- 
ference between  the  currents  in  the  two  coils  of  one  relay  is 
not  zero,  the  relay   is   closed   and,   furthermore,   that  the 


64  TELEGRAPHY.  §  5 

distant  relay  is  open  or  closed  corresponding  to  whether  the 
home  key  is  open  or  closed. 

85.     Cause  and  Prevention  of  False  Signals. — If, 

at  the  same  moment,  both  keys  should  be  in  an  intermediate 
position,  touching  neither  the  front  nor  the  rear  contact, 
there  would  be  no  current  in  any  of  the  relay  coils.  Conse- 
quently, both  relays  would  open  every  time  this  occurred, 
causing  false  signals  and  confusion,  if  means  were  not  taken  to 
prevent  them.  When  gravity  cells  are  used,  false  signals 
may  be  easily  avoided  by  using  a  continuity-preserving 
transmitter  that  is  so  constructed  that  when  it  closes,  con- 
tact is  made  with  one  stop  before  the  contact  with  the  other 
stop  is  broken.  A  continuity-preserving  transmitter  that 
is  much  used  in  repeaters  and  in  duplex  and  quadruplex 
systems  was  described  and  illustrated  in  Fig.  5.  Where 
dynamos  that  furnish  current  at  a  high  potential  are  used, 
such  a  transmitter  is  not  very  satisfactory,  on  account  of  the 
injurious  sparking  that  occurs  every  time  the  transmitter 
opens  the  short  circuit  it  has  made  around  the  dynamo. 

If  a  transmitter  is  used  that  does  not  perfectly  preserve 
the  continuity  of  the  circuit,  the  false  signals  may  be  avoided 
by  connecting  a  repeating  sounder  in  a  circuit  through  the 
back  stop  of  the  differential  relay,  and  an  ordinary  sounder 
in  another  circuit  through  the  hack  stop  of  the  repeating 
sounder.  This  arrangement  will  give  the  signals  properly, 
provided  the  interval  of  no  current  in  the  relay,  although 
long  enough  to  allow  the  armature  to  break  contact  with  the 
regular  front  stop,  is  still  too  short  to  allow  the  armature  to 
cross  the  gap  and  make  contact  with  the  back  stop.  For  it 
is  evident  that  the  circuit  of  the  second  sounder  is  not  closed 
until  the  armature  of  the  repeating  sounder  touches  its 
own  back  stop.  This  arrangement,  which  was  first  devised 
by  Edison,  is  successfully  used  on  the  neutral-relay  side  of 
some  quadruplex  systems,  in  connection  with  which  it  will 
be  more  fully  explained. 

86*     Method    of    IndicatinfB:    Various   Circuits. — 

Whenever  it  is  not  especially  inconvenient  or  confusing  to 
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do  so,  the  following  system  of  drawing  in  the  various  circuits 
in  the  diagrams  for  the  multiplex  systems  will  be  employed: 
The  main-line  circuit  will  be  drawn  in  full  lines;  the  arti- 
ficial-line circuit,  in  two  dots  and  one  dash ;  the  local  receiv- 
ing circuit,  in  dots;  the  local  sending  circuit,  in  dashes;  and 
the  balancing  ground-coil  circuit  in  the  polar,  duplex,  and 
quadruplex  systems,  in  one  dot  and  one  dash.  This  plan 
will  help  the  student  to  readily  distinguish  and  trace  out 
the  various  circuits. 

87«  Practical  Arrangement.  —  The  practical  ar- 
rangement of  the  Stearns,  or  differential,  duplex  is  shown 
in  Fig.  28.  The  arrangement  at  the  two  ends  was  made 
slightly  different  in  order  to  show  both  in  one  figure.  A* 
andi^j  are  the  differential  relays;  5  and  »S\,  the  local  sound- 
ers; T  and  7",,  continuity-preserving  transmitters;  and  K 
and  A',,  ordinary  telegraph  keys  connected  in  local  circuits 
with  batteries  and  the  magnet  coils  of  the  transmitters.  By 
using  the  ordinary  key  and  a  transmitter  connected  as  shown 
here,  operators  can  send  better  and  faster  than  tlfey  could 
by  using  such  a  key  as  is  shown  in  Fig.  27.  In  all  multiplex 
systems  where  manual  transmission  is  employed,  excepting 
perl^aps  on  cables,  an  ordinary  key  connected  in  a  local  cir- 
cuit is  used  to  control  some  form  of  a  transmitter  or  pole 
changer.  The  circuit  containing  the  transmitter,  or  pole- 
changer  magnet,  and  the  telegraph  key  is  called  the  send- 
ins  circuit,  the  sending  side,  or  the  sendins  Ick  when 
it  is  extended  to  a  branch  office.  The  resistance  of  the 
transmitter  magnet  is  usually  about  the  same  as  the  sounder 
magnet,  and  the  local  transmitter  circuits  are  supplied  with 
current  in  the  same  manner  as  are  the  sounders. 

88.  Rh  and  Rh^  are  rheostats  usually  containing  between 
6,000  and  7,000  ohms,  adjustable  by  steps  of  100  ohms  or  less, 
thus  permitting  them  to  be  used  on  lines  of  No.  6  B.  W.  G. 
iron  wire  that  do  not  exceed  about  GOO  miles  in  length.  For 
a  No.  6  B.  W.  G.  line  wire  COO  miles  long,  as  much  as  9  micro- 
farads may  be  required  in  the  condenser  C.  At  the  Scran- 
ton  end,  an  adjustable  resistance  t>,  called  a  ret ardijig  coil ^ 
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is  placed  in  series  with  the  condenser  in  order  that  the  arti- 
ficial line  may  be  made  to  charge  and  discharge  as  slowly 
as  does  the  line.  For,  if  the  condenser  discharged  before 
the  line,  although  the  total  discharge  may  be  exactly  the 
same,  there  would  be  a  false  signal  due  to  the  inequality  in 
the  rate  of  discharge  of  the  two  circuits.  To  avoid  making 
this  false  signal  the  artificial  line  must  be  arranged  and 
adjusted  to  charge  and  discharge  at  exactly  the  same  rate 
as  does  the  line,  neither  faster  nor  slower.  - 

The  condenser  and  resistances  are  arranged  in  another 
way  at  the  Philadelphia  end.  The  adjustable  rheostat  Rh^ 
has  a  brass-center  strip  n  to  which  one  terminal  of  the  con- 
denser is  joined.  A  plug  may  be  placed  as  shown  at  «,  so 
as  to  connect  one  terminal  of  the  condenser  to  any  coil  in 
the  rheostat. 


89.  Adjusting  Artificial  Line. — When  a  current  of 
electricity  is  flowing  through  a  wire,  the  difference  of  poten- 
tial between  two  points  that  are  near  together  is  less  than 
that  between  the  points  that  are  farther  apart.  Hence,  as 
the  charge  that  a  condenser  receives  depends  on. the  differ- 
ence of  potential  at  its  terminals,  the  charge  that  the  con- 
denser C,  will  take  may  be  regulated  by  connecting  the 
terminal  a  bf  the  condenser  to  different  coils  of  the  rheo- 
stat Rh..  In  this  figure,  it  is  shown  connected  to  a  coil 
through  the  plug  at  w.  The  nearer  this  connection  is  made 
to  the  line,  the  greater  will  be  the  resistance  between  the 
terminals  of  the  condenser;  and,  hence,  the  greater  will  be 
the  charge  taken  by  the  condenser.  The  nearer  it  is  made 
to  the  ground,  the  less  will  be  the  charge  taken  by  the  con- 
denser. If  the  plug  is  placed  in  the  hole  ^,  the  condenser 
receives  the  largest  charge  possible  in  this  arrangement, 
while  if  the  plug  is  placed  in  the  hole/,  the  condenser  will 
receive  no  charge,  as  both  terminals  of  the  condenser  are, 
practically,  connected  together.  Thus,  by  adjusting  the 
number  and  position  of  the  plugs  along  a  and  the  position 
of  the  plug  //,  and,  further,  by  adjusting  the  total  amount 
of  resistance  in  Rh^^  this  artificial  line  may  be  adjusted  to 
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charge  and  discharge  at  exactly  the  same  rate  as  the  line 
and,  furthermore,  to  have  the  same  total  resistance  and 
capacity. 

90.  Spark  Coll. — The  resistance  F,  which  corresponds 
toy  in  Fig.  27,  is  adjusted  to  equal  the  internal  resistance 
of  the  battery  B,  so  that  the  resistance  from  the  tongue  of 
the  transmitter  to  the  ground  at  the  same  station  shall  be 
the  same  in  both  the  open  and  closed  positions  of  the  trans- 
mitter. This  is  the  purpose  for  which  the  resistance  Y  is 
used,  but  it  is  usually  called  the  spark  coll  because  it  also 
diminishes  the  intensity  or  quantity  of  current  in  the  spark 
when  the  short  circuit  around  the  battery  is  broken  at  the 
continuity-preserving  transmitter  T,  The  resistance  w  is 
necessary  when  low  internal-resistance  batteries  or  dynamos 
are  used  in  place  of  the  battery  B^^  in  order  to  prevent  too 
large  a  current  from  flowing  and  injuring  the  contact  points 
of  the  transmitter  or  the  dynamo.  In  case  such  a  resist- 
ance w  is  used,  then  the  resistance  Y^  must  be  equal  to  that 
of  w  plus  the  internal  resistance  of  the  battery  B^.  In  this 
arrangement  w  is  sometimes  called  the  spark  coil  and  F,  the 
ground  coll. 

91.  The  diagram  is  drawn  to  show  the  condition  of 
affairs  when  both  keys  K  and  K^  are  closed,  causing  both 
relays  R  and  R^  and  both  sounders  5  and  5,  to  be  closed. 
The  arrows  represent  the  direction  and  the  figures  on  the 
arrows  the  relative  magnitude  of  the  currents  in  the  various 
parts  of  the  circuit. 

Practically,  it  makes  no  difference  which  pole  of  the  main- 
line batteries  is  connected  to  the  home  ground.  The  posi- 
tive of  one  and  the  negative  of  the  other  main-line  battery 
may  be  connected  to' the  ground,  as  shown  here,  or  the  posi- 
tive or  negative  terminals,  as  shown  in  Fig.  27,  of  both 
batteries  may  be  joined  to  the  ground. 

92.  Adjustable  rheostats  are  made  in  various  forms. 
In  Fig.  20  is  shown  the  construction  and  arrangement  of 
the  coils  in  one  form  of  rheostat  in  which  the  adjustment 
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is  made  by  means  of  brass  plugs,  or  pegs.  The  coils  are 
wound  back  upon  themselves  on  wooden  spools  so  they  shall 
have  no  inductance.  When  wound  in  this  manner,  they 
are  called  non -Inductive  resistance  colls.  If  they 
were  wound  continuously  around  the  spool  in  one  direction, 
like  an  ordinary  relay  coil,  their  inductance  would  often  be 
a  very  serious  and  annoying  factor.  It  will  be  evident  that 
the  insertion  of  the  plug  P  in  the  hole  between  the  brass 
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blocks  e  and  d  short-circuits  the  fourth  coil,  or  "cuts  it 
out  "as  it  is  frequently  expressed.  Thus,  by  the  use  of 
enough  plugs,  any  number  of  coils  may  be  cut  out,  thereby 
reducing  the  resistance  as  much  as  may  be  desired.  The 
blocks  are  usually  mounted  on  hard  rubber  and  the  resist- 
ance of  each  coil  in  ohms  is  usually  stamped  on  the  cover 
opposite  the  hole,  or  on  the  adjacent  brass  block  or  disk. 
This  figure  shows  only  one  row  of  coils,  but  larger  boxes 
frequently  contain  several  rows, 

93.     In  Fig.  30  is  shown  the  top  of  a  very  convenient 
form  of  adjustable  rheostat  for  use  in  artificial-line  circuits. 


Pio.  so. 
Between  the  two  binding  posts  a  and  c,  when  all  plugs  are 
removed,  there  will  be  the  resistance  of  the  thirteen  coils  in 
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series;  that  is,  the  sum  of  all  the  coils  whose  values  are 
stamped  on  the  brass  disks  or  on  the  ebonite  cover  opposite 
the  holes.  If  a  plug  is  inserted  at  ;«,  for  instance,  coil  12  is 
cut  out.  If  a  plug  is  inserted  at  o  and  another  at  ;/,  the  in- 
tervening coils  7,  8,  and  9  are  cut  out.  Where  this  box  is 
used  oo  duplex  and  quadruplex  systems,  the  middle  brass 
strip/"  is  connected  through  the  middle  binding  post  ^  to  a 
condenser.  By  means  of  a  plug,  the  strip  f  and,  hence, 
one  terminal  of  the  condenser  may  be  connected  to  any  coil 
in  the  rheostat.  In  such  a  case,  f  would  usually  be  con- 
nected to  one  disk  and  coil  by  plugging  only  one  hole,  the 
resistance  being  adjusted  by  plugging  between  disks. 

94*  Adjustable  Condenser. — One  form  of  adjustable 
condenser  used  in  connection  with  various  telegraph  sys- 
tems is  shown  in  Fig.  31.  The  total  capacity  is  divided  into 
five  sections ;  the  capacity  of  the  first  section  is  4  per  cent. 
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of  the  total  capacity.  The  percentage  capacity  of  each  sec- 
tion is  plainly  marked  on  the  disk  to  which  the  section  is 
joined.  If  the  total  capacity  of  the  condenser  is  2.5  micro- 
farads, then,  by  placing  a  plug  in  the  hole  h.  Fig.  31  (;/), 
the  capacity  of  the  condenser  between  L  and  the  ground  G 
will  be  8  per  cent,  of  2.5;  that  is,  .2  microfarad.     By  placing 
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plugs  in  the  holes  a^  c^  and  d,  the  capacity  will  be  4  -f  16  + 
32  =  52  per  cent,  of  2.5,  that  is,  1.3  microfarads.  The  con- 
denser can  be  adjusted  by  steps  of  .1  microfarad  from  .1  up 
to  2.5  microfarads.  The  finished  appearance  of  the  con- 
denser is  shown  at  (;//). 

95.  Differentially  Wound  Neutral  Relays. — Neu- 
tral and  polarized  relays  may  be  differentially  wound  in 
several  ways.  The  idea  to  be  kept  in  mind  in  winding  such 
relays  is  to  so  arrange  the  two  coils  that  the  resistance  and 
the  number  of  turns  in  each  winding  shall  be  exactly  equal, 
and  that  the  effect  of  equal  currents  in  each  coil  on  the 
movable  part  of  the  relay  shall  be  the  same  in  intensity. 
The  best  way  would  be  to  wind  the  coils  with  two  wires, 
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Fig.  32. 

side  by  side,  as  indicated  in  Fig.  32  {a).  Thus  the  two 
wires,  being  insulated  from  each  other,  form  two  coils  as 
near  alike  in  every  way  as  it  is  possible  to  get  them.  The 
wires  composing  the  two  windings  on  each  core  being  side 
by  side,  cause  the  differential  action  to  be,  largely,  directly 
between  currents  in  the  windings,  rather  than  between  mag- 
netisms produced  in  the  cores  by  such  currents.     But  this 
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is  not  a  convenient  nor  a  profitable  way  to  wind  them.  The 
other  extreme  is  to  wind  one  coil  on  each  core  of  the  mag- 
net. This  is  not  a  good  way,  because,  although  the  two 
coils  may  be  very  much  alike,  they  do  not  neutralize  each 
other  very  well.  A  compromise  th^t  has  proved  satisfac- 
tory consists  in  winding  four  separate  coils,  two  on  each 
core,  the  rear  coil  on  one  core,  together  with  the  forward 
coil  on  the  other  core,  forming  one  half  of  the  differential 
winding,  and  the  forward  coil  on  the  first  core,  together  with 
the  rear  coil  on  the  second  core,  forming  the  other  half. 
This  method  of  winding  is  shown  in  Fig.  32  (b).  When  the 
current  circulates  in  the  coils  in  the  direction  shown  by  the 
arrows,  the  magnetizing  forces  due  to  current  in  the  two 
windings  neutralize  each  other.  The  ends  of  the  coils  are 
brought  out  to  the  binding  posts  a,  *,  r,  and  d.  Evidently, 
an  excess  of  current  in  one  winding  over  that  in  the  other 
will  magnetize  the  relay.  The  Stearns  differential  relay, 
which  is  somewhat  larger  than  the  ordinary  relay,  has  about 
200  ohms  in  each  winding. 


BALANCING  THB  STBARNS,  OR  DIFFBRENTIAL,    DUPLBX. 

96.  Balancing  a  duplex  or  quadruplex  system  includes 
the  adjustment  of  the  various  instruments  and  of  the  resist- 
ance and  the  capacity  of  the  artificial  line  to  exactly  equal 
that  of  the  main  line,  so  that  sending  on  the  home  key  will 
not  interfere  in  any  way  with  the  signals  that  are  received 
at  the  home  office  from  the  distant  office. 

To  balance  the  Stearns,  or  differential,  duplex,  ask  the 
distant  office  to  open  his  key.  If  Philadelphia,  Fig.  28,  is 
the  distant  office,  the  line  will  then  be  grounded  through 
the  tninsmitter  and  the  rheostat  K,.  Now,  turn  the  retrac- 
tile spring  of  your  home  relay  R  down  and  adjust  the  mag- 
nets, as  would  be  done  with  an  ordinary  relay,  for  a  weak 
current,  in  order  to  make  the  relay  sensitive  to  the  slight- 
est inequality  in  the  division  of  the  current  through  its  two 
coils. 


§  5  TELEGRAPHY.  73 

Make  dots  with  your  own  key  and  vary  the  resistance  in 
your  rheostat  Rh  until  your  relay  no  longer  responds  to 
your  own  signals.  Then  ask  the  distant  office  to  make  dots 
and  readjust  your  home  relay  to  properly  respond  to  his 
signals,  as  would  be  done  with  any  ordinary  relay.  If  a 
momentary  kick  follows  each  signal,  it  may  be  eliminated  by 
varying  the  capacity  of  the  condenser  C  and  the  resistance 
of  the  rheostat  Cr,  To  eliminate  the  kick  at  an  office 
where  the  arrangement  is  like  that  shown  at  the  Philadel- 
phia end,  the  capacity  of  the  condenser  is  adjusted  and  the 
position  of  the  plug  n  varied  until  the  kicks  disappear. 
Leakage  from  the  line  wire  to  the  ground  is  equivalent  to  a 
line  wire  of  lower  resistance,  and  when  the  leakage  from 
the  line  increases,  the  resistance  in  Rh  will  have  to  be 
diminished  and  the  condenser  may,  also,  need  readjusting. 

If  the  signals  from  the  distant  office  are  stronger  when 
your  key  is  open  than  when  it  is  closed,  there  is  not  enough 
resistance  in  the  rheostat  F,  and  vice  versa.  The  adjust- 
ment is  not  complete  until  the  incoming  signals  are  perfect 
with  the  home  key  held  open  or  closed,  or  when  writing 
with  it. 


POLAR  DUPLBX. 

97«  Superiority  of  Polar  Duplex. — In  good  weather, 
the  differential  or  single-current  duplex  gives  satisfaction, 
but  its  efficiency  falls  in  proportion  to  the  increase  in  the 
current  that  leaks  from  the  line  wire  down  every  pole  and 
support  to  the  earth.  If  this  leakage  current  would  disap- 
pear whenthe  distant  key  is  open,  all  would  be  well;  but  it 
does  not,  and,  consequently,  the  effective,  or  surplus,  cur- 
rent in  wet  weather  becomes  too  weak  to  overcome  the 
already  high  tension  of  the  retractile  spring  attached  to 
the  armature  of  the  relay.  The  polar  duplex  overcomes 
this  difficulty  to  a  great  extent,  and  will  continue  to  work 
satisfactorily  long  after  rain  storms  have  rendered  the 
single-current  systems  useless. 
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98.  Differential  Polarized  Relay. — The  essential 
feature  of  the  polar  duplex  is  the  differentially  wound 
polarized  relay.  Fig.  33  represents  a  polarized,  or  polar, 
relay,  as  it  is  also  called,  with  the  two  coils  connected  in 
three  different  ways  with  the  same  battery.  In  (x)  the  cur- 
rent circulates  only  in  the  coil  t.  The  direction  of  the  cur- 
rent and  the  resultant  direction  of  the  lines  of  force  and  the 
polarity  of  the  poles  are  clearly  indicated.  Although  there 
is  no  current  in  the  coil  d,  still  the  lines  of  force  created  in 
the  core  by  the  current  in  the  coil  c  will  return  to  their  orig- 
inal starting  point  through  the  path  offering  the  least  re- 
sistance to  them,  and  this  path  of  least  resistance  is  through 
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the  soft  iron,  as  shown  by  the  dotted  arrows,  and  not  through 
the  steel  magnet,  which  has  been  omitted  in  this  figure 
for  the  sake  of  simplicity.  Thus  the  necessity  of  using  the 
best  quality  of  soft  iron  for  this  part  of  the  relay  is  evident. 
On  account  of  the  lines  of  force  produced  by  the  permanent 
magnet,  shown  by  means  of  arrows  drawn  with  dashes,  which 
make  a  north  pole  at  «  on  the  tongue,  and  those  produced 
by  the  current  in  the  coil  c,  shown  by  dotted  arrows,  there 
will  be  a  strong  south  pole  at  5,  and  a  weaker  north  pole 
at-V.  This  will  cause  thearmaUire  to  rest  against  the  stopc. 
If  the  battery  be  reversed,  the  tongue  will  be  drawn  against 
the  stop/". 

In  (v)  the  same  battery  is  connected  so  that  the  current 
flows  through  both  coils,  but  the  strength   of  the  current 
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will  only  be  about  one-half  what  it  was  in  (x),  because  the 
two  coils  will  have  twice  the  resistance  of  one. 

The  currents  circulate  through  the  two  coils  around  the 
iron  in  the  same  direction,  tending,  therefore,  to  help  and 
not  to  oppose  each  other  in  magnetizing  the  soft-iron  core. 
Therefore,  the  intensity  and  direction  of  the  magnetism  pro- 
duced in  ( j)  will  be  the  same  as  that  in  {x)  and  the  arma- 
ture will  be  held  against  the  stop  e. 

In  {s)  the  two  coils  are  connected  differentially,  so  that 
the  current  from  the  battery  divides  into  two  equ^i  portions, 
one  portion  flowing  through  each  coil,  but  in  opposite  direc- 
tions, around  the  iron.  Consequently,  the  coils  tend  to 
magnetize  the  iron  with  equal  forces  in  opposite  directions, 
the  result  being  that  they  neutralize  each  other  and  produce 
no  magnetism;  but  the  permanent  steel  magnet  polarizes  the 
soft-iron  parts  the  same  as  if  there  was  no  current  in  either 
coil.  Hence,  both  cores  equally  attract  the  armature  and  it 
remains  against  whichever  stop  it  happened  to  be  previously. 
If  the  battery,  in  this  case,  be  reversed,  the  two  coils  will 
still  oppose  and  neutralize  each  other.  Consequently,  with 
the  coils  connected  as  shown  in  (js),  they  have  no  influence 
at  all  on  the  tongue,  no  matter  what  may  be  the  strength 
or  the  direction  of  the  current  through  the  two  coils. 

99.  Metbod  of  ^Wlndins  a  Differential  Polar 
Relay. — The  differential  polar  relay  is  wound  with  two  coils 
on  each  core  in  the  manner  explained,  and  for  the  same  rea- 
sons that  were  given  in  the  article  on  ''  Differentially  Wound 
Neutral  Relays."  A  diagrammatic  view  of  a  differentially 
wound  polar  relay  is  given  in  Fig.  34.  The  ends  of  the 
coils  are  brought  out  to  the  binding  posts  a,  b,  c,  and^/. 
When  current  circulates  in  the  coils  in  the  direction  shown 
by  the  arrows,  the  magnetizing  forces  due  to  the  current  in 
the  two  windings  neutralize  -each  other  and  an  excess  of 
current  in  one  winding  over  that  in  the  other  will  magnet- 
ize the  relay. 

Each  of  the  four  coils  has  about  2,400  turns  of  wire  and  a 
resistance  of  200  ohms.     Thus  the  line  winding,  or  line  coil^ 

T.  G.    IL—o 
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as  it  is  called,  although  it  consists  of  two  coils,  has  a 
resistance  o(  400  ohms,  and  the  artificial-line  winding, 
which  also  consists  of  two  coils,  has,  likewise,  a  resistance 


of  400  ohms.  Polarized  relays  on  duplex  circuits  require 
about  25  milliamperes,  while  on  quadruplex  circuits  the 
minimum  current  required  to  work  them  varies  from  15  to 


18  millia 


ipere 


lOO.     Theoretical  Connections  of  Polar  Duplex. 

The  theoretical  connections  of  the  polar  duplex  are  shown 
in  Fig.  35.  P/^  and  PA",  are  the  differentially  wound  polar 
relays,  and  A'  and  A',  are  the  battery  reversing  keys.  The 
resistances  A'A  and  Cr  and  the  condenser  C  represent  the 
artificial  line  at  the  left-hand  station;  A7i,  and  C,  repre- 
sent the  artificial  line  at  the  right-hand  station.  Al!  four 
main-line  batteries,  two  at  each  end,  contain  the  same 
number  "f  ceils,  the  negative  poles  of  /J  and  /J,  being  con- 
nected to  the  rear  contacts  «  and  «,,  and  the  positive  poles 
of  />'  and  y?,  Id  the  front  contacts  d  and  d,  of  the  keys  A' 
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and  A',,  respectively.  Since  A",  is  shown  closed,  the  circuit 
containing  the  local  battery  LB^  should  also  have  been 
shown  closed  between  the  armature  and  the  stop  e^. 

The  levers  of  the  keys  K  and  A',  normally  rest  on  the 
rear  contacts  a  and  ^,,  and,  since  the  negative  poles  of  two 
equal  batteries,  one  at  each  end,  are,  in  this  open  position 
of  the  two  keys,  connected  to  the  line,  there  will  be  no 
current  flowing  in  the  line  or  in  the  line  coils  d  and  d^. 
However,  there  will  be  current  in  the  two  artificial-line 
coils  c  and  r„  and  the  direction  in  which  the  current  flows 
around  the  soft-iron  cores  will  be  such  as  to  hold  the  arma- 
tures of  both  polarized  relays  against  their  back  stops  f 
and  f^.  The  current  in  either  artificial-line  coil  due  to 
the  home  battery  may  be  represented  as  having  a  strength 
of  1  unit. 

OPERATION. 

101«  Key  K  Closed. — If  the  western  operator  com- 
mences to  send  by  pressing  his  key  K^  the  positive  pole  of  B 
will  be  connected  to  the  relay  and  line,  in  place  of  the  neg- 
ative pole  of  D,  This  will  reverse  the  direction  of  the  cur- 
rent through  the  artificial-line  coil  r,  but  its  strength  will 
remain  the  same,  namely,  1  unit.  The  current  in  the  line 
coils  d  and  d^  and  in  the  line  will  now  have  a  strength  of 
2  units,  because  the  resistance  is  the  same  as  that  of  the 
artificial-line  circuit,  but  the  electromotive  force  is  twice  as 
great,  because  the  two  batteries  B  and  D^  are  now  connected 
in  series  in  the  line  circuit,  instead  of  opposing  each  other 
as  did  D  and  D^  in  the  normal  position  of  both  keys. 
Hence,  in  the  polarized  relay  PR^  a  current  of  1  unit 
flows  through  the  artificial-line  coil  c  and  a  current  of 
2  units  through  the  line  coil  d\  but  the  direction  of  the  cur- 
rents in  the  two  coils,  as  indicated  by  the  arrows,  is  such 
that  their  magnetizing  forces  oppose  each  other,  and  the 
result  is  equivalent  to  a  current  of  1  unit  flowing  through 
the  line  coil  d  in  the  direction  shown  by  the  arrow  at  that 
coil.  This  will  produce  a  north  pole  at  the  left-hand  end  of 
the  core  on  which  the  coil  d  is  wound  and  a  south  pole  at  the 
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right-hand  end  of  the  core  on  which  c  is  wound  and,  conse- 
quently, the  tongue,  assuming  it  to  have  a  south  pole 
between  the  two  cores,  will  remain  against  the  back  stop/. 
Thus  it  has  been  shown  that  the  closing  of  the  key  K  does 
not  affect  the  home  relay  as  long  as  K^  remains  on  the  rear 
contact  ^,. 

At  the  east  end,  the  current  in  the  artificial-line  coil  r,  has 
not  changed  in  strength  or  direction.     It  has  a  strength  of 
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1  unit.  In  the  line  coil  ^,,  however,  there  is  now  a  current 
of  2  units.  The  direction  of  the  currents  in  the  two  coils, 
as  indicated  by  the  arrows,  is  such  that  their  magnetizing 
forces  oppose  each  other,  and  the  result  is  equivalent  to  a 
ctirrent  of  1  unit  through  the  line  coil  li^  in  the  direction 
shown  by  the  arrow  in  that  coil.  This  will  j)r()duce  a  south 
pole  at  the  right-hand  end  of  the  core  on  which  the  coil  d^  is 
wound  and  a  north  pole  at  the  left-hand  end  of  the  core  on 
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which  the  coil  c^  is  wound.  Consequently,  the  tongue, 
assuming  it  to  have  a  north  pole  between  the  two  cores,  will 
move  against  t he  front  stop  ^,,  although  not  so  shown  in  the 
figure,  and  close  the  local-sounder  circuit  at  the  eastern 
office.  Thus  it  has  been  shown  that  the  closing  of  the 
key  K  when  the  key  K^  is  open  operates  the  polar  relay  PR^ 
at  the  distant  office,  but  does  not  affect  the  home  relay.  If 
the  tongue  of  PR^  is  polarized  the  same  as  the  tongue  of  PR^ 
as  is  usually  the  case,  it  would  only  be  necessary,  in  order 
to  make  the  relay  work  properly,  to  connect  the  line  to  the 
coil  r,  and  the  artificial  line  to  the  coil  d^, 

102.  Both  Keys  Closed. — If  the  key  K^  is  closed 
while  the  key  K  is  also  closed,  the  relay  PR  will  be  closed, 
but  the  relay  P R^  will  not  be  affected  and  its  armature  will 
continue  to  remain  against  the  front  stop  e^  until  the  key  K 
is  released.  For  when  both  keys  are  closed  and  rest  on  their 
front  contacts,  the  two  batteries  B  and  i)\  are  connected  in 
opposition  in  the  line  circuit.  Consequently,  no  current 
flows  in  either  of  the  line  coils  d  or  d^.  The  current  in 
the  artificial-line  coil  e^  is  reversed  and  will  produce  a  north 
pole  at  the  left-hand  end  of  the  core  on  which  it  is  wound, 
and  a  south  pole  at  the  right-hand  end  of  the  core  on  which 
the  coil  d^  is  wound.  But  this  polarity  is  the  same  as 
before  and,  therefore,  the  tongue  of  the  polar  relay  PR^ 
remains  against  the  front  stop  e^^  being  unaffected  by  the 
change  in  the  currents  caused  by  closing  the  home  key  A",, 
although  the  latter  has  reversed  the  polarity  of  the  home 
batteries. 

At  the  western  office  the  current  in  the  artificial-line  coil  e 
has  not  changed  in  strength  or  direction,  but  there  is  now  no 
current  in  the  line  coil  d.  The  direction  of  the  current  is 
such  that  it  reverses  the  polarity  of  the  cores,  producing  a 
north  pole  at  the  right-hand  end  of  the  core  on  which  e  is 
wound  and  a  south  pole  at  the  left-hand  end  of  the  core  on 
which  d  is  wound.  Consequently,  the  tongue  of  the  relay  PR 
moves  against  the  front  stop  e  and  closes  the  local-sounder 
circuit.     Thus  the  closing  of  the  key  K^  when  the  key  K 
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is  closed,  closes  the  polar  relay  PR  at  the  distant  office,  but 
does  not  affect  the  home  relay  PR^, 

103«  Key  K^  Closed. — If  the  western  key  K  is  now 
released,  K^  remaining  closed,  the  two  batteries  D  and  B^ 
will  be  in  series  in  the  line  circuit,  the  current  in  the  line 
coils  of  both  relays  will  have  a  strength  of  2  units,  and  the 
current  through  the  artificial-line  coil  c  will  be  reversed  in 
direction,  but  will  have  the  same  strength  as  before,  namely, 
1  unit.  The  direction  of  the  currents  in  the  coils  c  and  d  is 
such  that  their  magnetizing  forces  oppose  each  other,  and 
the  result  is  equivalent  to  a  current  of  1  unit  flowing  through 
the  line  coil  d.  This  produces  a  south  pole  at  the  left-hand 
end  of  the  core  on  which  the  coil  d  is  wound  and  a  north 
pole  at  the  right-hand  end  of  the  core  on  which  c  is  wound. 
Consequently,  the  polarity  is  such  that  the  tongue  of  the  re- 
lay PRy  which  has  south  polarity,  remains  against  the  front 
stop  e  when  the  key  K  at  the  western  office  is  released. 
Thus,  the  opening  of  the  key  K  has  not  affected  the  home 
relay  PR.  At  the  eastern  station  the  effect  of  a  current 
of  2  units  flowing  from  the  battery  B^  through  the  coil  d^ 
to  the  line,  and  a  current  of  1  unit  from  the  same  battery 
flowing  through  the  coil  r,  to  the  artificial  line,  is  equivalent 
to  a  current  of  1  unit  flowing  from  the  battery  B^  through 
the  line  coil  d^.  This  produces  a  north  pole  at  the  right- 
hand  end  of  the  core  on  which  d^  is  wound  and  a  south  pole 
at  the  left-hand  end  of  the  core  on  which  c^  is  wound;  thus 
causing  the  tongue  of  the  relay,  which  has  north  polarity, 
to  move  from  the  front  stop  e^  to  the  rear  stop^^.  Thus, 
the  opening  of  the  key  K  while  the  key  /f,  is  closed,  pro- 
duces no  effect  upon  the  home  relay  PR,  but  does  open  the 
distant  relay  PR^. 

104.  It  has,  therefore,  been  shown,  no  matter  what 
may  be  the  position  of  the  distant  key,  that  the  operation 
of  the  home  key  does  not  affect  the  home  relay  but  that  it 
does  properly  operate  the  distant  relay. 

105.  Let  us  consider,  as  we  did  in  connection  with  the 
differential  duplex,  that  whenever  a  current  flows  from  the 
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home  key  through  either  coil  on  the  home  relay,  toward 
the  line  or  artificial  line,  respectively,  it  is  a  positive 
current;  and,  conversely,  that  whenever  the  current  flows 
from  the  line  or  artificial  line  through  either  coil  of  the 
home  relay,  toward  the  key,  it  is  a  negative  current.  Fur- 
thermore, let  the  current  that  flows  through  one  artificial- 
line  circuit  due  to  one  battery  be  considered  as  having  a 
strength  of  1  unit.  The  student  should  remember  that  we 
assume  the  portion  of  the  tongue  between  the  cores  of  the 
relay  PR  to  be  a  south  pole  and  the  portion  of  the  tongue 
between  the  cores  of  the  relay  PR^  to  be  a  north  pole. 
Then  the  four  possible  combinations  of  key-and-relay  posi- 
tions and  the  currents  in  each  coil  may  be  summarized  in 
Table  2. 

TABLE   2. 


East 
Key 

Western  Office. 

Eastern  Office. 

West 
Key 

Current  in 

1         Difference. 

Relay 
PR. 

Current  in 

+       Difference. 

Relay 

PRy. 

K. 

Coil 
d. 

0 

Coil 
c. 

-1 

Coil 
du 

0 

Coil 

-1 

Open 

Open 

Open 

Open 

Closed 

Open 

+2 

+  1 

+  1 

Open 

-2 

-1 

-1 

Closed 

Open 

Closed 

-2 

-1 

-1 

Closed 

+2 

+1 

+  1 

Open 

Closed 

Closed 

0 

1 

+  1 

-1 

Closed 

6 

+1 

-1 

Closed 

It  will  be  noticed  in  the  above  table  that  whenever  the 
current  in  the  line  coil  minus  the  current  in  the  artificial- 
line  coil  of  the  same  relay  is  +1,  the  relay  is  open;  and 
that  whenever  it  is  —1,  the  relay  is  closed.  Furthermore, 
it  will  be  noticed  that  the  distant  relay  is  open  or  closed 
according  to  whether  the  home  key  is  open  or  closed. 

106«     Keys  In  Intermediate  Positions. — It  may  be 

well  to  consider  what  happens  to  the  relay  during  the  short 
interval  between  the  opening  of  the  circuit  at  one  contact 
of  the  key  and  the  closing  of  the  circuit  again  at  the  other 
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contact  of  the  same  key.  Suppose  the  key  K^  rests  on  the 
rear  stop  ^,,  and  that  the  key  A',  in  moving  from  the  rear 
to  the  front  contact,  remains  in  an  intermediate  position, 
touching  neither  a  nor  b.  In  this  position  D^  is  the  only 
battery  in  the  circuit.  It  supplies  a  current  of  1  unit  to 
the  coil  c^.  The  artificial  line  Rh  at  the  western  office,  the 
coils  c  and  d^  the  line,  and  the  coil  d^  are  in  series  with  the 
battery  D^.  The  resistance  of  this  circuit  is  double  that  of 
the  line  and  the  two  line  coils  d  and  rtf,,  and,  consequently, 
the  current  in  this  circuit  will  have  a  strength  of  \  unit. 
The  current  of  a  strength  of  \  unit  in  coil  d^  will  oppose  the 
current  of  1  unit  in  c^\  but  the  magnetism  due  to  a  negative 
current  of  \  unit  in  coil  c^  tends  to  hold  the  tongue  of  the 
relay  P  R^  against  the  back  stop  f,  where  it  is  already. 
Thus  the  relay  P R^  will  not  be  affected  until  the  key  A' 
touches  the  front  stop  b.  A  current  of  \  unit  flows  in  the 
same  direction  through  both  coils  c  and  </,  so  that  their  mag- 
netizing forces  help  each  other,  and  furthermore  this  current 
is  in  the  same  direction  through  c  as  the  current  of  unit 
strength  that  flowed  only  in  c  when  K  rested  on  the  rear 
contact  a\  hence  there  is  produced  a  resultant  magnetism 
of  the  same  polarity  and  strength  as  when  the  key  K  rested 
on  the  rear  stop  a.  Consequently,  the  home  relay  is  not 
affected,  and  the  tongue  remains  stationary  against  the  rear 
stop  / 

Suppose  that  both  keys  are  in  an  intermediate  position  at 
the  same  instant.  Evidently  all  four  batteries  are  cut  off 
and  there  is  no  current  in  any  part  of  the  system.  But, 
now,  the  magnetism  produced  in  the  soft  iron  by  the  per- 
manent steel  magnet  will  hold  the  tongues  on  whichever 
side  they  may  be,  thus  preventing  any  false  signals. 


POLE  CHANGBRS. 

107.  A  very  essential  instrument  in  the  polar  duplex 
and  quadruplex  systems  is  the  pole  chan^^er.  This  is  a 
device    for    reversing    the    battery    and,    consequently,    for 
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reversing  the  direction  of  the  current  in  the  circuit.  It 
shifts  the  line  from  one  pole  of  a  battery  to  the  opposite  pole, 
and,  simultaneously,  does  the  same  with  the  wire  connected 
to  the  ground.  Where  dynamos  are  used,  it  shifts  the  line 
from  one  pole  of  one  dynamo  to  a  pole  of  opposite  polarity 
on  another  dynamo.  Poles  of  opposite  polarity  of  the  two 
dynamos  are  permanently  grounded.  Thus  the  operation  of 
a  pole  changer  changes  the  direction  of  the  current  in  some 
part,  at  least,  of  the  circuit. 

A  device  that  will  reverse  the  direction  of  the  current  in 
the  circuit  without  opening  the  circuit  is  called  a  contlnu- 
Ity-preservlns,  or  circuit-preserving:,  pole  changer. 
Such  a  pole  changer  is  preferable  to  one  that  opens  the 
circuit  when  shifting  the  line  from  one  pole  of  the  battery 
to  the  opposite  pole.  While  continuity-preserving  pole 
changers  are  generally  used  where  gravity  cells  are  employed 
for  main-line  batteries,  they  are  not  practicable,  and  are  not 
used  where  dynamos  have  replaced  gravity  batteries. 

108.     Continuity- Preserving  Pole  Changer. — The 

principle  of  the  continuity-preserving  pole  changer  is  shown 
in  Fig.  36.  The  battery  B  is  connected  to  two  movable 
spring  contact  strips  a  and  d.  The  line  wire  is  connected 
to  the  lever  of  the  key  K,  and  the  fixed  piece  ^,  to  the 
ground.  In  the  normal,  or  open,  position  of  the  key,  as 
shown  in  (jt),  the  positive  pole  of  the  battery  is  connected 
through  the  strip  a  and  contact  c  to  the  key  lever  and 
to  the  line;  the  negative  pole  of  the  battery  is  connected 
through  the  strip  d  and  the  fixed  contact  piece  b  to  the 
ground  G.  In  this  position  of  the  key,  the  direction  of 
the  current  through  the  circuit  is  shown  by  the  arrows.  If 
the  key  is  depressed,  or  closed,  as  shown  in  ( j),  the  direc- 
tion of  the  current  in  the  line  and  in  the  ground  circuit,  as 
shown  by  the  arrows,  is  the  reverse  of  that  shown  in  (x). 
The  key,  in  passing  from  one  extreme  position  to  the  other, 
momentarily  short-circuits  the  battery.  For  the  spring 
strips  ^and  a  may  be  made  flexible  enough  and  so  adjusted 
that,  as   the  key  in  (x)  is  pressed  down  and  c  moves  up, 
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c  first  touches  d^  then  a  touches  h,  then  c  parts  from  // 
and  finally  pushes  rtf'away  from  h^  giving  the  position  of 
the  contacts  shown  in  (y).  The  reverse  happens  when  the 
key  moves  in  the  opposite  direction.  Thus,  the  piece  c 
momentarily  short-circuits  the  battery  and  preserves  an 
uninterrupted  path  from  the  line  to  the  ground.  This  short- 
circuiting  does  not  injure  a  gravity  battery,  on  account  of  its 
rather  high  internal  resistance.     It  may  be  a  little  hard  on 
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the  contacts,  due  to  the  arc  that  is  formed  when  the  short 
circuit  is  opened,  but  it  is  not  so  serious  as  to  render  the 
method  impracticable.  The  desirable  feature  of  this  pole 
changer  lies  in  the  fact  that  the  battery  is  reversed  with  the 
least  possible  interference  with  the  line  current.  In  practice, 
the  lever  of  the  key  is  never  manipulated  directly  by  hand, 
but  by  means  of  an  electromagnet,  as  will  be  shown  pres- 
ently. 
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1 09.  B.  &  O.  Pole  CbanKer. — In  Fig.  37  are  shown  the 
two  positions  of  a  pole  changer  known  as  the  B.  &  O.  (Balti- 
more and  Ohio  Railroad)  pole  changer.  The  contact 
screw  b  is  placed  behind  the  lever  f  and  never  touches  it. 
When  the  key  k  is  closed,  the  magnet  M  draws  down  the 
lever  PC  oi  the  pole  changer,  causing  the  piece  e  to  push  d 
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away  from  the  contact  screw  ^,  and  allowing  a  to  rest  against 
the  contact  screw  ^,  thus  giving  the  position  of  the  contacts 
shown  in  (;r).  The  springs  d  and  a  may  be  made  long  and 
flexible  enough  and  so  arranged  that,  as  the  lever/* moves 
up,  the  spring  a  first  touches  the  screw  ^,  then  e  touches  d^ 
then  e  parts  from  ^,  and,  finally,  c  pushes  d2i\iz,y  from  c.    The 
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end  of  an  armature  lever  and  moves  up  and  down.  When 
down,  as  shown  in  {x),  the  positive  pole  of  the  battery  B 
is  connected  through  the  strip  a  and  the  stop  6  to  the 
line ;  the  negative  pole,  through  the  strip  d  and  the  movable 
contact  c  to  the  ground  G.  The  arrows  show  the  direction 
of  the  current  flowing  in  the  various  parts  of  the  circuit. 
The  reverse  position  is  shown  in  (y).  This  is  a  continuity- 
preserving  pole  changer.  It  momentarily  short-circuits  the 
battery  in  the  intermediate  position  and  preserves  a  closed 
circuit  at  all  times  between  the  line  and  the  ground  G;  for 


as  e  moves  upwards,  the  spring  </ first  touches  the  stop  c, 
then  e  touches  the  spring  a,  then  c  pushes  the  spring  «  away 
from  It,  and,  finally,  e  parts  from  the  spring  (/.  The  mov- 
able piece  e  is  in  contact  with  both  springs  a  and  rf  only  mo- 
mentarily; in  fact,  all  these  changes  follow  one  another  very 
rapidly  and  the  battery  is  short-circuited  for  only  an  instant. 
When  c  moves  downwards,  the  contacts  are  made  and  broken 
in  a  similar  manner.  The  parts  shown  in  both  Figs.  'M 
and  40  are  similarly  lettered.     In  Pig.  It!),  «  is  the  armature 
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lever,  on  the  front  end  of  which  is  fixed  the  movable  contact  e. 
The  stops  b  and  c  are  in  contact  with  the  case  and  connected 
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Pig.  40. 


to  one  binding  post  on  the  base.  The  springs  a  and  d  and 
the  lever  n  are  all  insulated  and  connected  to  separate  bind- 
ing posts. 

11 2.  Dynamo  Pole  ClianKers.  —  The  continuity- 
preserving  pole  changer  is  not  suitable  for  use  with  dynamos. 
Where  dynamos  are  used,  the  same  machine  supplies  all  cir- 
cuits requiring  the  same  polarity  and  voltage.  Hence, 
where  more  than  one  line  is  supplied  from  the  same  machine, 
it  is  not  practicable  to  reverse  the  direction  of  the  current  in 
one  line  without  also  reversing  it  in  the  other  lines.  This 
can  readily  be  done  with  gravity  batteries,  because  a  sepa- 
rate battery  is  used  in  each  line  circuit.  Where  dynamos 
are   used   for   duplex   and   quadruplex   systems   to   supply 
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positive  and  negative  currents,  a  separate  machine  is  re- 
quired for  each  polarity,  and  one  pole  of  each  machine  is 
permanently  grounded. 

With  dynamos  it  has  been  found  advisable  to  use  a  pole 
changer  that  does  not  short-circuit  the  machines,  but  which 
opens  the  circuit  connected  to  one  pole .  of  one  dynamo 
slightly  before  it  connects  the  circuit  with  the  opposite  pole 
of  the  other  dynamo.  If  a  continuity-preserving  pole 
changer  were  used,  it  would  at  every  reversal,  where 
350-volt  machines  are  employed,  short-circuit  700  volts 
and  cause  the  formation  of  bad  arcs  at  the  contact  points. 
This  would  soon  put  the  contact  points  in  very  bad  con- 
dition. 

113.  TValklns-Beam  Pole  Clianser. — To  avoid  the 
difficulties  referred  to  in  the  preceding  article,  the  so-called 
^w^al kins-beam  type  of  pole  changer,  shown  in  Fig.  41,  is 
used  in  connection  with  dynamos.  The  line  is  connected  to 
the  lever,  or  beam,  ah  oi  the  pole  changer.  The  positive 
pole  of  one  dynamo  C  is  connected  to  the  contact  stop  e 
under  the  a  end  of  the  beam,  or  lever;  and  the  negative  pole 
of  the  second  dynamo  D  is  connected  to  the  contact  stop  f 
under  the  b  end  of  the  beam.  The  positive  pole  of  the 
dynamo  D  and  the  negative  pole  of  the  dynamo  C  are  per- 
manently grounded  at  G.  Thus,  when  the  key  K  is  closed, 
the  positive  pole  of  dynamo  C  is  connected  to  the  line 
through  the  lever,  and  when  the  key  is  open,  the  negative 
pole  of  D  is  connected  to  the  line.  The  beam  ^  ^  in  moving 
from  one  position  to  the  other,  momentarily  opens  the  line 
circuit  when  in  its  intermediate  position,  as  is  shown  in  this 
figure,  but  the  dynamos  are  never  short-circuited. 

In  circuit  with  each  machine  is  a  non-inductive  resistance  /, 
either  an  incandescent  lamp  or  a  non-inductively  wound  coil 
of  German-silver  wire.  This  resistance  serves  two  pur- 
I>oses.  It  reduces  sparking  at  the  contact  points,  because  it 
limits  the  strength  of  the  extra  current  when  the  pole 
changer  opens  the  circuit.  It  prevents  injury  to  the  dynamo 
due  to  overheating  in  case  there  is  a  short  circuit.     For 
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quadruplex  circuits,  the  resistance  of  this  lamp  is  usually 
about  600  ohms. 

114.  Theoretically,  there  should  be  no  difference  in  the 
efficiency  of  a  duplex  or  quadruplex  circuit  whether  supplied 
from  dynamos  or  gravity  cells  in  strictly  first-class  condition. 


I  G 


Fig.  41. 

The  arrangement  with  gravity  batteries  possesses  the  advan- 
tage of  permitting  the  employment  of  the  superior  continu- 
ity-preserving pole  changer,  which  is  less  liable  to  interfere 
with  the  signals  on  the  neutral  relay  in  the  quadruplex 
system  than  is  the  dynamo  walking-beam  pole  changer.    On 
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the  other  hand,  the  dynamo  is  more  economical  and  so  much 
mor«  reliable  than  a  gravity  battery  that  the  dynamo  ar- 
rangement gives  the  most  satisfactory  results,  all  things 
being  considered. 

115.  Table  Switch.— A  form  of  switch  that  is  exten- 
sively used  on  the  tables,  or  desks,  in  connection  with  duplex 
and  quadruplex  systems  is 
shown  in  Fig.  42.  Along 
the  top  is  a  row  of  seven 
screws,  or  binding  posts, 
to  which  all  wires  running 
to  the  switch  are  fastened. 
Along  the  bottom  is  a  row 
of  six  contact  buttons. 
The  buttons  1,  S,  4,  and  5  ''"'■  **■ 

are  connected  under_the  switch  to  the  binding  posts,  as 
shown  by  the  dotted  lines.  The  buttons  H  and  6  are  idle 
buttons;  that  is,  they  have  no  wires  connected  to  "them. 
The  switch  arm  A  may  rest  on  button  I  or  button  2,  B  on 
S  or  ^.,  and  C  on  5  or  6.  This  makes  a  very  convenient 
switch  and  one  whose  use  will  be  apparent  when  diagrams 
for  the  dynamo  duplex  and  quadruplex  systems  are  given. 

116.  Polar    Duplex   Operated    by   Gravity    Bat- 


lent  of  the  polar  duple; 
:  used  is  shown  in  Fig.  43. 
:ctioiis  have  already  been 
iwitch  //and  the  resistance 
is  resistance  need  not  neces- 
nply  a  coil  having  a  fixed 


tery. — The  practical  arr 
an  office  where  gravity  cells  art 
All  the  apparatus  and  conm 
explained  except  the  use  of  the 
Gc,  called  l\\e.  ground  coil.  Th 
sarily  be  adjustable;  it  may  be 
resistance.  The  resistance  from  r  through  the  ground  coil 
Gc  to  G^  should  be  equal  to  that  of  the  circuit  from  p 
through  the  pole-changer  contacts  and  main  battery  B  to 
the  ground  G.  When  the  duplex  set  is  in  operation,  the 
switch // rests  on/;  but  in  order  to  balance  the  set,  it  is 
desirable  to  cut  off  the  pole  changer  and  the  battery  }i,  but 
to  keep  the  resistance  of  the  circuit  the  same.  This  is 
accomplished  by  turning  the  switch  H  to  r.  The  resistance 
J.  C.    U.-7 


— , 

9  fl  ?   9  (^  9 

i 

i-i 

6    0^6 

6 

o 


§  5  TELEGRAPHY.  95 

of  Gc  should  be  equal  to  the  internal  resistance  of  the  main 
battery  B.  PC  represents  a  continuity-preserving  pole 
changer  suitable  for  use  with  gravity  cells,  such  as  already 
shown  in  Figs.  38  and  39.  K  is  the  sending  key  and  5  is 
the  receiving  sounder. 

117*     Polar   Duplex  Operated   by  Dynamos. — In 

Fig.  44  is  shown  the  arrangement  of  the  polar  duplex  when 
dynamos  are  used  to  operate  the  system.  The  walking- 
beam  type  of  pole  changer  and  the  switch  M  replace  the 
continuity-preserving  pole  changer  and  the  simple  switch  H 
shown  in  Fig.  43  in  which  gravity  main-line  batteries  were 
used. 

In  order  to  avoid  confusion,  the  local  receiving  and  send- 
ing circuits  will  be  shown  separately  in  Fig.  45.  The  con- 
tact buttons  u  and  s  on  the  switch  M^  Fig.  44,  are  idle,  or 
insulated,  and  are  used  merely  upon  which  to  rest  the  arms 
o  and  q  when  it  is  desirable  to  entirely  cut  off  the  main-line 
dynamos  D  and  F.  When  the  system  is  in  operation,  the 
switch  arms  ^,  /,  and  q  rest  upon  the  buttons  /,  v^  and  r, 
respectively.  When  p  rests  upon  the  button  7t',  the  main 
circuit  is  connected  through  the  ground  coil  Gc  to  the  ground 
at  G^  instead  of  through  the  pole  changer  and  dynamo  F  ox 
D  to  the  ground  G.  Thus,  the  polar  relay  is  entirely  dis- 
connected from  the  home  dynamos.  This  is  the  position  of 
the  switch  arm/  for  balancing  the  system.  The  resistance 
of  the  circuit  from  w  through  the  ground  coil  Gc  to  the 
ground  G^  is  made  equal  to  that  of  the  circuit  from  v  through 
the  pole-changer  contacts,  one  lamp  /,  and  one  dynamo  to 
the  ground  G.  Gc  is  practically  equal  in  resistance  to  that 
of  one  of  the  lamps  /.  N  is  the  form  of  switch  used  where 
a  dynamo  is  employed  to  operate  the  local  sending  and 
receiving  circuits. 

118*     Local  Circuits  Supplied  From  One  Dynamo. 

In  Fig.  45  is  shown  the  connections  for  the  sending  and 
receiving  circuits  in  Western  Union  offices  where  a  23-vc)lt 
dynamo  Z  -ff  is  used  to  supply  current  for  the  pole  changer 
and  sounders  in  both  the  sending  and  receiving  sides  of  the 
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circuit.  All  sounders  in  the  receiving  side  are  controlled 
by  the  polar  relay  PR,  and  the  pole  changers  and  sounders 
in  the  sending  side  are  controlled  either  by  the  key  K  or  K^ 
at  the  main  office,  or  by  the  key  K^  at  the  branch  office. 

Sounders  are  included  in  the  sending  circuit  at  the  branch 
office  to  enable  the  branch-office  sending  operator  to  hear 
his  own  writing  and,  also,  to  enable  the  main-office  and 
branch-office  operators  to  communicate  with  each  other 
over  the  sending  side.  Sometimes  a  sounder  is  placed  in 
the  sending  circuit  at  the  main  office,  especially  when  the 
pole  changer  is  adjusted  so  close  that  it  is  difficult  for  the 
main-office  operator  to  read  from  the  sounds  made  by  it. 
The  receiving  side  cannot  well  be  used  for  communication 
between  the  main  and  branch  offices,  and,  consequently,  no 
keys  are  included  in  that  side.  For  the  convenience  of  the 
operator  on  the  receiving  side  at  the  main  office,  the  send- 
ing side  is  often  extended  over  to  the  receiving  table,  where 
an  extra  key  K^  is  inserted  in  the  sending  circuit.  This 
enables  the  receiving  operator  to  communicate,  without  leav- 
ing his  desk,  with  the  distant  main  office.  Of  course  he 
cannot  do  this  if  the  sending  side  is  in  use  at  that  time. 
The  pole-changer  and  sounder  coils  have  the  same  resist- 
ance, usually  4  ohms,  in  each  instrument.  The  branch- 
office  loop,  containing  on  the  receiving  side,  or  receiving 
leg,  as  it  is  called,  the  sounder  S^,  and  on  the  sending  leg 
the  sounder  S^  and  the  key  K^,  is  connected  through  a 
wedge  and  spring  jack  LS  at  the  loop  switchboard  in  the 
main  office  with  the  table  switch  N^  as  shown  in  the  figure. 
When  the  switch  arms  o  and  q  rest  on  the  buttons  i  and  x, 
respectively,  the  main-office  sending  and  receiving  circuits 
are  in  series  with  the  branch-office  sending  and  receiving 
circuits,  respectively. 

By  means  of  various  resistance  lamps  /',  /',  all  loop  cir- 
cuits are  made  to  have  about  the  same  resistance,  so  that 
any  branch  office  may  be  connected  through  the  loop  switch 
to  the  duplex  set,  and  the  23-volt  dynamo  will  still  furnish 
the  proper  amount  of  current.  The  branch-office  loop  may 
be  readily  cut  off  by  moving  the  switch  arms,  o  to  j  and 
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q  to  J/.  This  substitutes  two  locally  grounded  circuits,  each 
containing  a  lamp  /,  for  the  branch-office  sending  and  receiv- 
ing legs.  These  lamps  /,  /  have  the  proper  resistance,  so 
that  shifting  the  switch  arm  o  from  /  to  j  and  the  switch 
arm  q  from  x  X.o  y  does  not  change  the  strength  of  the  cur- 
rent. By  means  of  the  switch  W^  the  23- volt  dynamo  L  B 
may  be  cut  off  and  the  circuit  connected  to  the  ground  G^ 
through  the  lamp  l^.  This  is  convenient  when  there  is  a 
battery  or  dynamo  in  the  circuit  at  the  loop  switch  or  else- 
where, or  when  another  duplex  set  connected  to  this  same 
dynamo  is  repeating  into  this  set. 

119*  Several  Loops  in  One  Circuit. — It  is  practica- 
ble to  connect  several  offices  in  one  circuit  on  either  or  both 
the  sending  or  receiving  legs  of  a  duplex  or  quadruplex  cir- 
cuit. In  Fig.  46  the  regular  office  set  operated  by  local  grav- 
ity batteries  L  B  and  L  B^  is  shown  connected  with  the  two 
branch  offices  A  and  B  through  the  loop  switches  L  S  and  L  5,. 
IB  and  I B^  are  intermediate  gravity  batteries  connected  in 
the  sending  and  receiving  sides  of  the  circuit,  respectively. 
These  batteries  must  have  their  poles  so  connected  at  the 
switch  X  5,  as  shown  in  the  figure,  that  IB  will  be  in  series 
with  LB^  and  I B^  in  series  with  LB^^  otherwise  they  will 
be  opposing  instead  of  assisting  one  another.  In  offices 
where  only  dynamos  are  used,  there  would  be  no  gravity 
batteries  at  Z  ^,  L  ^„  I B^  and  I B^,  The  resistance  of 
the  loop  circuits  would  then  be  so  adjusted  that  the  local- 
circuit  dynamo,  such  as  LB  in  Fig.  45,  would  furnish 
the  desired  amount  of  current.  Or,  two  small  dynamos  of 
proper  voltage  used  as  intermediate  batteries,-  one  in  place 
of  IB  and  the  other  in  place  of  I B^^  could  be  employed. 
In  this  case  there  would  be  no  batteries  2it  L  B  and  L  B^, 

With  the  switch  arm  O  resting  upon  the  contact  button  /, 
the  sending  leg  may  be  traced  from  the  ground  6",  through 
K^y  5„  IB,  LS,  LB,  the  magnet  of  the  pole  changer  PC, 
K,  K^,  the  switch  arm  O,  i,  L  5,,  5^,  K,  G^,  and  through 
the  ground  back  to  6\.  With  the  switch  arm  Q  resting  on 
;r,  the  receiving  leg  may  be  traced   from    the   ground    G^ 
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through  5p  /Z?j,  L  5,  L  1\,  S,  the  contact  points  of  the 
polar  relay  PR^  the  switch  arm  Q,  x,  LS^,  S^,  G^,  and 
through  the  ground  back  to  G^. 

Extra  main-office  sending  and  receiving  circuits  may  be 
easily  included  by  inserting  the  wedge  C  in  the  spring 
jack  Z5,  on  the  receiving  side,  and  the  wedge  D  on  the 
sending  side  of  the  wedge  already  in  the  jack.  The 
switches  E  and  F  must  be  turned  to  the  left.  By  turning 
either  or  both  of  these  switches  to  the  right,  either  or  both 
of  the  receiving  and  sending  legs  extending  to  the  branch 
office  B  may  be  cut  off.  By  turning  the  switch  arm  O  to  j 
and  the  switch  arm  Q  to  y,  all  the  loop  circuits  are  cut  off, 
leaving  only  5  and  L  B^  in  the  receiving,  and  A',  the  magnet 
of  PC,  and  LB  m  the  sending  sides. 


TO  BAL.ANCB  THB  POLAR   DUPLBX. 

120.  In  explaining  how  to  balance  ttie  polar  du- 
plex, we  will  consider  that  a  line  between  Scranton  and 
Philadelphia  is  to  be  worked  on  this  system  and  that  Scran- 
ton, Fig.  43,  is  the  home  office  and  Philadelphia,  Fig.  44,  is 
the  distant  office,  and  suppose  that  we  desire  to  balance  the 
home  set. 

1.  To  Center  Armature  of  Polar  Relay., — Scranton  will 
first  request  Philadelphia  to  ground  his  circuit.  Philadel- 
phia  will  do  this  by  turning  the  switch  arm/  to  w,  thus  cut- 
ting off  all  source  of  current  at  Philadelphia  by  inserting  the 
ground  coil  Gc  between  the  polar  relay  and  the  ground  in 
place  of  the  pole  changer  and  the  dynamos.  Then  the  home 
office  will  ground  his  set  by  turning  the  switch  H  to  r,  thus 
cutting  off  the  battery  at  the  home  end.  Now,  with  all 
source  of  current  cut  off,  adjust  the  polar-relay  armature 
until  it  will  remain  against  either  stop,  or  move  with  equal 
force  from  the  middle  position  toward  one  side  or  the  other. 
This  adjustment,  called  ecntering  the  armature  of  the  polar 
relay,  is  to  make  the  pull  due  to  the  permanent  magnetism 
equal  on  each  side. 
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2.  To  Obtain  Resistance  Balance. — Having  centered  the 
armature,  turn  on  the  home  battery,  in  this  case  by  turning 
the  switch  H  to/.  If  there  is  now  more  current  in  one 
winding  of  the  differentially  wound  polar  relay  than  in  the 
other,  the  armature  will  be  held  more  firmly  against  one 
contact  point  than  against  the  other,  which  must  be  over- 
come by  adjusting  the  amount  of  resistance  in  the  artificial 
line  by  changing  the  plugs  in  the  rheostat  ^A  until  the  arma- 
ture will  again  remairi  against  either  contact  point,  or  move 
with  equal  force  toward  one  side  or  the  other  from  the  mid- 
dle position,  as  before.  When  this  is  done,  the  resistance 
of  the  line  and  artificial  circuits  are  equal.  This  adjustment 
is  called  the  resistance  balance.  Although  this  is  usually 
the  case,  still,  strictly  speaking,  it  is  not  necessarily  the 
resistances  of  the  two  circuits  that  are  made  equal,  but, 
rather,  it  is  the  magnetizing  effects  of  the  line  and  the  arti- 
ficial-line coils. 

If  the  rheostat  is  incorrectly  adjusted,  the  signals  from 
the  distant  office  may  be  too  light  in  one  position  of  the 
home  key  and  too  heavy,  or  **  sticky,**  in  the  reverse  posi- 
tion. Hence,  it  is  important  to  test  and,  if  necessary,  to 
alter  the  adjustment  of  the  rheostat  until  the  incoming  sig- 
nals are  equally  good  when  the  home  key  is  open  or  closed. 
Furthermore,  the  incoming  signals  should  still  be  good  when 
dots  are  being  rapidly  made  on  the  home  key.  The  rapid 
manipulation  of  the  home  key  alone  may  not  show  that  the 
rheostat  was  improperly  adjusted.  This  method  of  obtain- 
ing a  resistance  balance  should  always  be  followed,  especially 
in  wet  weather  and  on  poor  wires. 

3.  To  Obtain  a  Static  Balance. — If  the  capacity  of  the 
artificial  line  does  not  balance  that  of  the  line,  there  will  be 
a  kick  at  the  instant  the  home  battery  is  reversed,  due  to 
opening  or  closing  the  home  key.  A  kick  indicates  that  the 
line  and  artificial  line  have  not  the  same  capacities,  or  that 
one  charges  and  discharges  more  quickly  than  the  other. 
To  eliminate  this  kick,  it  is  necessary  to  adjust  the  capacity 
of  the  condenser,  or  its  point  of  connection  with  the  rheo- 
stat, by  means  of  the  plug  o  until  the  kick  disappears.     The 
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best  way  to  do  this  is  to  ask  the  distant  office  to  cut  in,  that 
is,  to  shift  the  switch  arm  /  from  2V  to  v,  and  to  close  his 
key  A',,  Fig.  44.  This  will  close  the  home  (Scranton)  polar 
relay  PR,  If  the  kick  does  not  appear  when  the  relay  con- 
tact is  closed,  it  surely  cannot  cause  trouble  at  any  other 
time,  for  that  is  the  actual  position  of  the  home  relay 
armature  when  the  distant  office  is  making  a  dot  or  dash 
and  when  the  home  relay  armature  must  remain  closed,  that 
is,  in  contact  with  its  front  stop  to  which  the  local  battery 
is  connected.  Hence,  with  the  distant  key  closed,  adjust 
the  capacity  of  your  condenser  and  then,  if  necessary,  adjust 
the  position  of  the  plug  o  in  the  rheostat  so  as  to  retard  or 
hasten  the  discharge  from  the  condenser,  until  the  kick  dis- 
appears entirely.  This  adjustment  is  called  the  static  bal- 
ance. The  nearer  the  peg  o  is  placed  to  the  end  of  the 
rheostat  that  connects  with  the  artificial  coil  of  the  relay, 
that  is,  the  less  resistance  that  there  is  between  the  peg  o 
and  the  relay,  the  quicker  will  the  condenser  charge  and 
discharge. 

121*     Adjustment  of  a  Battery  Pole  Clianser. — 

The  proper  adjustment  of  the  pole  changei"  is  very  essential 
to  the  successful  operation  of  the  system  in  which  it  is  used. 
The  method  of  adjusting  the  clock-face  pole  changer,  illus- 
trated in  Fig.  39,  is  as  follows:  Adjust  th«  lever  n  by  means 
of  the  limit  screw  oyund  the  one  below  it,  which  is  not  shown 
in  the  figure,  so  that  it  will  have  a  play  of  -^^  inch,  which  is 
about  the  same  as  is  ordinarily  given  to  a  sounder,  care 
being  taken  that  the  armature  cannot  strike  the  iron  cores. 
Then,  by  means  of  the  screw  o,  reduce  this  play  to  -^  inch. 
This  will  hold  the  movable  contact  e  on  the  forward  end  of 
the  lever  in  its  middle  position.  Now  raise  the  screw  c  until 
the  spring  d  barely  touches  r,  being  careful  not  to  turn  the 
screw  c  too  far.  Similarly,  lower  the  screw  b  until  the 
spring  a  barely  touches  e.  Finally,  raise  the  screw  o  until 
the  leVer  has  its  working  play  of  ^  inch.  The  contact  e  in 
moving  from  one  extreme  position  to  the  other  should 
momentarily,  in  about  its  middle  position,  touch  one  spring 
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before  parting  from  the  other.  If  it  leaves  one  before  touch- 
ing the  other,  the  circuit  will  be  momentarily  opened.  On 
the  other  hand,  it  must  not  remain  in  contact  with  both 
springs  any  longer  than  is  absolutely  necessary,  because  the 
battery  is  short-circuited  from  the  instant  e  touches  one 
spring  until  it  parts  from  the  other.  This  period  during 
which  the  battery  is  short-circuited  can  be  reduced  almost 
to  nothing  by  carefully  adjusting  the  instrument. 

The  student  should  have  no  difficulty  in  adjusting  the 
B.  &  O.  pole  changer,  illustrated  in  Fig.  38,  if  he  thoroughly 
understands  the  principle  of  this  pole  changer  and  the  ad- 
justment just  explained. 

122*  Remarks  Concerning:  Dynamo  Pole  Cban- 
Sers. — The  dynamo  walking-beam  pole  changer  is  apt  to 
require  more  attention  than  any  other  one  instrument  in 
either  the  polar  duplex  or  quadruplex  system.  The  method 
of  adjusting  and  caring  for  it  is  the  same  for  both  systems. 
The  contact  points  of  the  dynamo  pole  changer  cannot 
be  adjusted  as  closely  as  those  used  with  gravity  bat- 
teries. The  dynamo  pole  changer  uses  two  dynamos  of,  say, 
350  volts  each,  one  positive  and  the  other  negative ;  whereas, 
the  battery  pole  changer  uses  only  one  battery  of  350  volts. 
With  the  dynamos  there  is  a  pressure  of  700  volts  tending 
to  jump  across  the  air-gap  between  the  contact  points.  The 
introduction  of  dirt  or  the  slightest  jar  between  these  two 
points  will  aid  the  electromotive  force  to  establish  an  arc 
that  acts  as  a  fair  conductor  for  the  current,  which  at  once 
flows  through  the  beam  from  one  dynamo  to  the  other.  In 
the  gravity-battery  arrangement,  the  highest  pressure  that 
can  be  short-circuited  is  350  volts. 

With  the  pole  changer  properly  adjusted  there  is  a  spark 
at  the  break,  but  this  legitimate  spark  is  not  nearly  so  harm- 
ful as  the  arc  that  hangs  on  when  the  instrument  is  so 
adjusted  as  to  break  improperly. 

The  tension  of  the  spring  may  be  so  great  that  when  the 
magnet  releases  the  armature,  the  lever  will  fly  to  the  other 
contact  with  such  momentum  that  it  rebounds  more  or  less, 
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causing  an  arc  to  form  at  this  insecure  contact.  An  arc  will 
also  be  formed  if  the  lever  is  not  promptly  released.  This 
inability  to  promptly  release  the  lever  may  be  due  either  to 
the  trunnion  being  too  tight  or  to  the  weak  tension  of  the 
spring  necessary  when  the  local  battery  is  too  weak.  The 
first  may  be  remedied  by  properly  adjusting  the  trunnion; 
the  second,  by  strengthening  the  battery  and  increasing  the 
tension  of  the  spring. 

123«     Adjusting:    a    Dynamo    Pole   Chancer. — A 

dynamo  pole  changer  may  be  properly  adjusted  in  the  fol- 
lowing manner:  First,  be  certain  that  the  current  through 
a  4-ohm  pole  changer  is  not  less  than  250  milliamperes. 
For  fast  work,  a  current  of  275  milliamperes  is  not  too 
strong.  Then  adjust  the  contact  points  so  that  you  can 
scarcely  hear  your  own  signals  on  your  own  pole  changer 
when  you  send  on  the  key  controlling  it.  Next  adjust  the 
tension  of  the  spring  so  that  the  down  stroke  will  be  just  a 
little  heavier  than  the  up  stroke,  and  see  that  the  trunnion  is 
neither  loose  nor  binding.  The  expert  quadruplex  attend- 
ant adjusts  the  pole  changer  almost  entirely  by  sound,  be- 
cause sight  adjustment,  aside  from  the  preliminaries,  is 
very  deceptive.  When  the  pole  changer  has  been  adjusted 
to  have  minimum  play,  and  gives  at  the  same  time  low  but 
distinct  signals,  the  tendency  to  arc  is  reduced  to  a  minimum. 
With  the  pole  changer  adjusted  to  have  a  minimum  play, 
a  sounder  is  often  connected  in  series  with  the  pole-changer 
magnet  and  key  in  order  that  the  operator  may  hear  his 
own  signals.  When  there  is  a  sounder  in  series  with  the 
pole  changer,  it  will  be  necessary  to  hold  down  the  sounder 
lever  while  adjusting  the  pole  changer  in  order  to  hear  onb 
the  signals  on  the  latter. 

124.  Mr.  Willis  H.  Jones,  in  **  The  Telegraph  Age 
makes  the  following  remarks  concerning  the  way  some  o] 
erators  balance  the  polar  duplex : 

**  Many  operators  adjust  the  cond-^  "*^ile  the  armatur 

of   the  home  relay  rests  upon  the  "t  point,  an< 

seem  to  be  satisfied  when  the  kick  be  heard. 
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They  apparently  forget  that  the  *  sound  *  of  the  kick  will  dis- 
appear with  a  less  amount  of  'static  '  eliminated  when  the 
lever  rests  upon  the  back  stop  than  when  it  rests  upon  the 
contact  point,  because  in  the  former  position  the  armature 
must  cross  the  intervening  space  before  it  can  produce  a 
signal,  while  in  the  latter,  it  needs  but  make  a  start. 

**  Some  operators  believe  that  they  are  equally  success!  ul 
in  equating  by  giving  the  armature  a  temporary  bias  in 
order  to  make  it  more  sensitive,  but  no  one  will  deny  that  by 
this  plan  the  magnetic  line  balance  is  practically  destroyed. 
Of  course  an  endeavor  is  made  to  replace  the  lever  in  its 
former  position,  but  such  an  action  is  plainly  mere  guess- 
work. If  there  are  any  that  doubt  this  statement,  let  them 
try  the  plan  on  a  poor  w^re,  and,  after  having  recentered 
the  lever,  as  they  believe,  again  ground  the  circuit  at  each 
end.  It  will  be  found  that  the  experiment  may  have  to  be 
repeated  many  times  before  the  armature  can  be  found 
sufficiently  *  centered  *  to  remain  where  placed  without  fur- 
ther adjustment. 

*'To  make  matters  worse,  after  having  destroyed  the 
magnetic  equilibrium  of  the  main  and  artificial  line  on  the 
displaced  armature,  frequently  attempts  are  made  to  mend 
matters  by  readjusting  the  rheostat  while  the  distant  office 
writes. 

**  When  the  apparatus  is  finally  considered  to  be  balanced, 
what  are  the  actual  conditions  under  which  the  operator  is 
expected  to  work  ?  Simply  this — a  practically  lopsided 
relay,  and  a  false  line  balance.  It  may  work  satisfactorily 
at  the  start,  but  the  margin  is  very  small,  and  a  slight 
change  in  the  atmospheric  conditions  may  necessitate 
another  balance." 

1 25.  The  insulation  of  a  line  will  vary  with  the  weather, 
and  the  lower  the  insulation,  the  lower  will  be  the  apparent 
resistance  and  capacity  of  the  line.  Hence,  a  change  in  the 
weather  that  is  sufficient  to  alter  the  insulation  of  the  line 
may  require  a  readjustment,  to  a  greater  or  less  extent,  of 
both  the  rheostat  and  the  condenser.     This  remark  applies 
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with  even  more  force  to  a  quadruplex  than  to  a  duplex  cir- 
cuit, and  the  student  should  not  forget  this  fact  when  he  is 
at  work  on  such  systems.  Polar  relays  on  duplex  cirduits 
require  25  milliamperes  to  properly  work  them.  ' 


BRIDGE  DUPLEX  SYSTEM. 
126.  The  bridge  system  shown  in  Fig.  47  is  similar  in 
its  action  to  a  Wheatstone  bridge.  5  is  a  rheostat  so 
arranged  that,  as  the  lever  is  turned  upwards,  resistance  is 
taken  out  of  the  rtr.arm  of  the  bridge  and  is  added  to  the 
ad  arm,  and  vice  versa  if  the  lever  is  moved  in  the  other 
direction.     The  four  arms  of  the  bridge  are  a  d,  ae,  dG^,  and 


from  c  through  the  line  and  apparatus  at  the  other  station 
to  the  grounds  G'  and  G,.  Hence,  the  resistance  of  the 
artificial  line  at  each  end  must  be  equal  to  the  resistance  of 
the  line  wire  plus  the  resistance  from  the  distant  end  of  the 
line  to  the  ground  through   the  apparatus  at  the  distant 
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station,  assuming,  as  is  usually  the  case,  that  the  resistance 
oiacis  equal  to  that  of  a{/.  In  any  case,  the  following 
proportion  must  be  satisfied:  Resistance  of  ac  :  resistance 
of  ad  ::  line  resistance  +  resistance  from  c'  through  all 
paths  at  right-hand  station  to  grounds  G'  and  G^  :  resist- 
ance of  the  artificial  line  dG^.  When  this  is  the  case,  there 
is  no  difference  of  potential  between  the  points  d  and  c. 

127.  M,  M\  iV,  and  N'  are  adjustable  resistances  and 
K  represents  a  continuity-preserving  transmitter.  When 
the  key  is  pressed  down,  the  lever  o  lifts  the  lever  v  off  the 
contact  point/,  momentarily  short-circuiting  the  battery  in 
order  to  avoid  opening  the  circuit  between  the  ground  G 
and  the  line.  In  practice,  the  continuity-preserving  trans- 
mitter illustrated  in  Fig.  5  may  be  employed  on  a  land  line. 
The  adjustable  resistance  Rh  and  condenser  C  constitute  an 
artificial  line,  and  Z"  is  a  resistance  that  is  adjusted  to  equal 
the  internal  resistance  of  the  battery  B. 

The  resistance  Z^  key  K,  and  battery  B  are  arranged  and 
used  in  the  same  manner  as  already  explained  in  connection 
with  the  Stearns  differential  duplex.  The  apparatus  and 
connections  at  the  two  stations  are  similar. 

128.  From  Fig.  47,  it  will  be  seen  that  \i  a  c  bears  the 
same  relation  to  <^?^/that  the  circuit  from  c  through  the  line 
and  apparatus  at  the  distant  station  to  ground  bears  to  //C,, 
then  the  relay  K^  which  in  this  case  corresponds  to  the  gal- 
vanometer in  a  Wheatstone  bridge,  will  not  be  affected  by 
the  outgoing  current  from  the  battery  />,  for  the  same  rea- 
son that  the  galvanometer  in  the  Wheatstone  bridge  will 
not  be  deflected  when  the  bridge  is  balanced.  If  the  key  K' 
at  the  distant  station  is  pressed  down  and  K  is  up,  i.  e., 
open,  some  current  will  pass  along  the  line  and  at  the  points 
will  divide,  a  part  of  it  passing  through  and  operating  the 
relay  R.  The  position  of  the  key  K  will  in  no  wise  affect 
the  operation  of  the  relay  /v,  because  the  position  of  the 
key  A"  does  not  alter  the  resistance  of  the  circuit  between 
a  and  G.  Thus  the  relay  at  one  station  will  be  operated 
only  by  the  key  at  the  distant  station. 
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129*  AilJustineiit  of  reslntances  is  made  inac  and 
a  d^  first  by  the  resistance  boxes  M  and  A^,  and,  finally,  by  the 
rheostat  S.  If  the  resistance  from  c  through  the  line  and 
apparatus  at  the  distant  station  to  the  ground  is  4,000  ohms, 
then  a  resistance  of  1,000  ohms  in  ac^  2,000  in  AV/,  and  500 
in  ad  would  properly  balance  the  bridge.  The  connection 
between  the  condenser  C  and  the  resistance  box  Rh  should 
be  adjusted  until  the  artificial  line  charges  and  discharges 
in  the  same  manner  as  the  line,  so  that  no  momentary  kick 
would  be  made  by  the  relay. 

1 30.  Comparison  Bet^ween  Bridge  and  Differen- 
tial Duplex. — The  bridge  duplex  is  superior  to  the  differ- 
ential duplex  in  that  it  requires  less  condenser  capacity  in 
the  artificial  line,  and  the  resistances  and  condensers  can  be 
more  readily  adjusted  to  suit  the  varying  conditions  of 
the  line.  However,  the  bridge  duplex  is  inferior  to  the 
differential  duplex  in  that  it  requires  more  battery  power 
to  produce  the  same  strength  of  current  in  the  relay.  This 
inferiority  of  the  bridge  duplex  has  excluded  it  from  use  on 
long  land  circuits.  On  short  lines  of  low  resistance,  where 
an  excessively  high  electromotive  force  would  not  be  required 
and  when  batteries  of  low  resistance  can  be  used,  it  is  prefer- 
able to  the  Stearns  differential  duplex,  but  it  is  not  preferable 
to  the  polar  duplex. 

131*     Bridge  Duplex  Used  on  Submarine  Cables. 

The  bridge  principle  is  used  wherever  submarine  cables 
are  duplexed;  but,  while  the  principle  is  the  same,  the 
apparatus  used  is  quite  different  from  that  shown  in  this 
figure.  The  bridge  duplex,  as  applied  to  submarine  cables, 
will  be  explained  in  connection  with  submarine  telegraphy. 


MORRIS    SINGLE-BATTERY   DUPLEX. 

132*     The  Morris  slnijrle-battery  duplex,  invented 
by  Mr.  R.  H.  Morris  of  the  Western  Union  Telegraph  Com- 
pany, requires  a  main-line  battery  only  at  one  end.     It  is  a 
T.  G.    U.—8 
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great  improvement  over  a  somewhat  similar  system,  called 
the  Edison-Smith  duplex,  and  has  proved  to  be  one  of  the 
most  useful  and  economical  systems  for  short  lines;  it  is 
considerably  used,  especially  in  New  York  city  and  the  im- 
mediate vicinity. 

1 33*  The  general  arrangement  of  the  apparatus  is 
shown  in  Fig.  48.  The  various  instruments  shown  are  the 
same  as  those  used  in  the  duplex  and  quadruplex  systems. 
It  will  be  noticed  that  an  ordinary  continuity-preserving 
transmitter  is  used  at  the  battery  station  as  a  pole  changer. 
This  instrument  is  used  in  preference  to  one  of  the 
walking-beam  pattern  in  order  that  the  benefits  of  a  con- 
tinuity-preserving device  may  be  obtained.  Where  a  low 
electromotive  force  is  used,  a  transmitter  connected  as  a 
pole  changer  may  be  beneficially  substituted  for  the  ordinary 
dynamo  walking-beam  pattern,  as  the  tendency  to  spark  will 
be  small. 

134.  One  distinctive  feature  of  the  Morris  duplex  lies 
in  the  use  of  a  differential  relay,  called  a  neutral  relay. 
However,  this  relay  is  not  used  differentially,  and  is  prac- 
tically a  single  relay  because  the  current  never  flows  differ- 
entially through  the  two  coils.  Thus,  one  current  does  not 
neutralize  the  effect  of  the  other.  Moreover,  the  direction 
in  which  the  cores  are  magnetized  is  never  reversed.  The 
coils  are  so  wound  and  connected  that  when  current  from 
the  negative  dynamo  U  circulates  through  the  coil  a^  the 
iron  is  magnetized  in  the  same  direction  as  when  current 
from  the  positive  dynamo  D  circulates  through  the  coil  b. 
When  the  pole  changer  shifts  the  line  from  one  coil  of  the 
neutral  relay  to  the  other  coil,  there  is  a  moment  when 
the  two  dynamos  are  in  series  and  no  current  flows  over  the 
line.  In  this  condition  of  affairs,  there  is  quite  a  strong 
current  through  both  coils  of  the  neutral  relay,  but  the 
current  is  in  such  a  direction  through  the  two  coils  as  to 
preserve  the  existing  direction  of  the  magnetization  of  the 
relay.     Hence,  the  magnetization  of  the  neutral  relay  does 
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not  even  fall  to  zero,  much  less  does  it  reverse  when  the 
pole  changer  is  in  operation.  Consequently,  the  magnet- 
ization produced  at  reversal  tides  the  relay  over  the  period 
of  reversal  and  thus  avoids  the  kick  that  is  so  objectionable. 

135*  Rh  is  an  adjustable  resistance.  When  the  trans- 
mitter at  the  distant  station  is  closed,  this  resistance  and 
one  coil  of  the  polar  relay  PR  are  short-circuited  and  the 
line  is  connected  through  one  coil  of  the  polar  relay  and 
through  the  transmitter  to  the  ground  G ,  When  the  trans- 
mitter is  open,  both  coils  on  the  polar  relay  and  the  resist- 
ance Rh  are  connected  in  series  between  the  line  wire  and 
the  ground  G\  The  resistance  in  Rh  is  made  so  high  that 
when  it  is  in  the  circuit,  the  current  is  reduced  to  one-fourth 
the  strength  that  it  possesses  when  the  transmitter  is  closed. 
But  both  coils  of  the  polar  relay  are  in  series  when  the  trans- 
mitter is  open  and  the  current  flows  through  the  two  coils  in 
such  a  direction  that  they  help  each  other,  and  the  magnet- 
ization produced  is  still  sufficient  to  operate  the  polar  relay 
when  the  current  is  reversed  by  the  pole  changer  at  the 
battery  station. 

The  spring  of  the  neutral  relay  is  so  adjusted  that  when 
the  transmitter  at  the  distant  station  is  closed,  the  current 
is  strong  enough  to  overcome  it  and  to  attract  the  armature. 
But  when  the  distant  transmitter  is  opened  the  resistance  Rh 
is  included  in  the  circuit,  and  consequently  the  current  is 
reduced  to  one-fourth  its  previous  strength,  and  the  magnet- 
ism produced  in  the  neutral  relay  is  not  sufficient  to  over- 
come the  spring,  and,  hence,  the  armature  is  released. 
Therefore,  the  neutral  relay  can  be  closed  only  by  increas- 
ing the  strength  pf  the  current  to  four  times  its  smaller 
value  and  its  operation  is  entirely  independent  of  the  direc- 
tion of  the  current.  On  the  other  hand,  the  polar  relay  is 
operated  by  reversing  the  direction  of  the  current  and  is 
independent  of  the  strength  of  the  current  used. 

1  3B.     Arrangement   <>f  Sounders. — At   the  battery 

station,  a  repeatint>^  sounder  AW  has  its  circuit  closed  when 
the  relay  armature  is  against  its  front  stop,  and  the  ordinary. 
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or  reading,  sounder  .S"  has  its  circuit  closed  when  the  arma- 
ture of  the  repeating  sounder  is  against  its  front  stop. 
The  arrangement  of  these  two  sounders  at  the  battery  sta- 
tion is  such  as  to  avoid  any  danger  of  a  false  signal  when  the 
pole  changer  short-circuits  the  two  dynamos  through  both 
coils.  When  the  distant  transmitter  is  closed,  causing  the 
neutral  relay  armature  to  rest  against  the  front  stop  /,  the 
increase  in  the  magnetization  of  the  neutral  relay,  due  to  the 
short-circuiting  of  the  dynamos,  can  do  no  harm.  Further- 
more, experience  with  this  duplex  has  shown  that,  even  when 
the  distant  transmitter  is  open,  the  increment  of  current  in 
the  neutral  relay,  when  the  two  dynamos  are  short-circuited, 
does  not  produce  a  false  signal.  This  may  be  due  to  the 
fact  that  the  duration  of  the  short-circuiting  is  much  less 
than  the  time  required  for  the  second  coil  of  the  neutral 
relay,  which  is  empty,  to  build  up  from  zer6.  Moreover,  it 
would  be  necessary,  before  a  false  signal  could  be  produced 
on  the  sounder  5,  for  the  armature  of  the  neutral  relay  to 
move  from  the  back  stop  u  to  the  front  stop  /  and  for  the 
armature  of  the  repeating  sounder  to  also  move  from  its 
back  to  its  front  stop.  This  movement  requires  time. 
Whatever  may  be  the  true  explanation,  the  short-circuiting 
at  the  pole  changer  is  so  brief  that  no  false  signals  are  pro- 
duced. It  is  a  disputed  point  as  to  whether  a  repeating 
sounder  is  necessary.  However,  the  apparatus  was  orig- 
inally set  up  that  way  and  it  has  never  been  changed. 


OPERATION. 

137.  Both  Keys  Open. — Let  both  keys  Tk  and  Pk  be 
open,  then  the  armature  of  both  relays  iVA^  and  PR  will  be 
resting  against  their  back  stops  and  the  sounders  S  and  S' 
will  be  open.  The  negative  dynamo  D'  will  be  sending  cur- 
rent through  the  coil  a,  pole  changer,  line,  both  coils  of  the 
polar  relay  PR^  the  resistance  R/i,  ground  plate  G\  and 
back  through  the  ground  to  the  negative  dynamo  D'.  The 
direction  of  this  current  is  such  that  the  polar  relay  is  held 
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open,  and  because  the  resistance  Rh  is  in  the  circuit,  the 
strength  of  the  current  is  not  sufficient  to  overcome  the 
retractile  spring  .y  of  the  neutral  relay;  hence,  the  neutral 
relay  is  also  open. 

1 38.  Key  Pk  Closed.— Let  the  key  Pk  be  closed.  This 
will  close  the  pole  changer,  thus  shifting  the  line  from  the 
negative  dynamo  D'  to  the  positive  dynamo  D  and  reversing 
the  direction  of  the  current  throughout  the  circuit.  The 
neutral  relay  will  not  be  affected,  because  the  strength  of 
the  current  is  the  same  as  before,  but  the  polar  relay  will 
be  closed.  Hence,  by  closing  the  key  Pk  at  the  battery 
office,  a  signal  is  produced  at  the  distant  office  only. 

139.  Both  Keyn  Closed. — Suppose  that  while  the 
key  Pk  is  closed  the  key  Tk  is  also  closed  This  will  cause 
the  transmitter  to  close  and  short-circuit  the  resistance  Rh 
and  one  coil  of  the  polar  relay,  while  the  current  will  increase 
to  four  times  its  former  strength.  Although  there  is  now- 
only  one  coil  of  the  polar  relay  in  the  circuit,  still  the  cur- 
rent has  been  sufficiently  increased  in  strength  to  more 
than  make  up  for  the  fewer  number  of  turns  in  the  coils 
of  the  polar  relay;  moreover,  closing  the  key  Tk  does 
not  reverse  the  direction  of  the  current.  Hence,  the  polar 
relay  is  not  affected  and  remains  closed  as  long  as  the 
battery-station  key  Pk  remains  closed.  But  increasing  the 
current  to  four  times  its  former  value  closes  the  neutral 
relay  X R  at  the  battery  station.  Hence,  both  relays  are 
closed  when  the  two  keys  are  closed. 

140.  Key  Tk  Cloned. — If  now  the  key  Pk  be  opened, 
Tk  remaining  closed,  the  line  will  be  shifted  from  the  posi- 
tive to  the  negative  dynamo.  This  will  reverse  the  direction 
of  the  current  through  the  circuit,  without  causing  any 
change  in  its  strength,  and,  hence,  only  the  polar  relay  will 
be  opened.  Therefore,  the  key  at  one  station  controls  only 
the  relay  at  the  other  station,  and  the  o[)eration  of  a  key  at 
one  station  does  not  interfere  with  the  signals  that  are  being 
received  by  the  relay  at  the  same  station. 
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141.  To  Balance  Morris  Duplex. — The  Morris  sin- 
gle-battery duplex  is  balanced  at  the  battery  station  by 
simply  adjusting  the  retractile  spring  of  the  neutral  relay 
so  that  the  armature  will  properly  respond  to  the  signals 
from  the  distant  station,  at  the  same  time  that  the  battery- 
station  key  is  being  operated.  The  polar  relay  at  the 
distant  station  requires  no  adjustment  after  its  armature 
has  been  properly  centered  in  the  manner  explained  in 
Art.  120*  The  resistance  Rh  is  so  adjusted  as  to  make 
the  maximum  current  four  times  as  great  as  the  minimum. 

1 42*  The  actual  connections  of  the  apparatus  at  the 
two  offices  are  clearly  shown  in  Figs.  41)  and  50.  The  two 
arms  of  the  switch  M  in  Fig.  -19  are  turned  to  the  left  when 
the  apparatus  is  in  use.  The  50-ohm  repeating  sounder  is 
supplied  with  current  from  a  G-volt  dynamo  and  the  other 
local  circuits  are  supplied,  as  usual  in  Wttstern  Union  offices, 
from  a  23-volt  dynamo.  Lamps  having  the  proper  resistance 
are  connected  in  the  various  circuits  to  help  regulate  the 
strength  of  the  current.  No  primary  batteries  are  used  at 
the  battery  station,  and  at  the  distant  office  only  enough 
gravity  cells  to  operate  the  transmitter  and  the  sounder  are 
required. 


DIPLEX. 

143*  The  diplex  is  a  system  of  telegraphy  by  which 
two  messages  may  be  simultaneously  transmitted  in  the 
same  direction  over  one  wire.  The  form  described  here 
should  be  thoroughly  understood,  for  it  is  an  essential  feature 
of  the  quadruplex  systems. 

144.  The  principle  of  the  diplex  may  be  readily  under- 
stood by  the  help  of  Fig.  51,  in  which  PR  is  a  polarized  relay ; 
N  Ry  di  neutral  relay,  so  called  because  its  operation  depends 
on  an  increase  in  the  strength  of  the  current  ami  not  on  the 
direction  of  the  current;  PC,  a  pole  changer;  and  7"a  trans- 
mitter. The  transmitter  is  so  connected  that  when  the  key 
is  open,  only  one  cell  B'  is  connected  between  the  wires  d 
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and  e.  When  the  key  is  depressed,  the  lever  a  first  touches 
the  lever  ^,  thereby  short-circuiting,  momentarily,  the  bat- 
tery 5,  which  consists  of  three  cells,  before  it  lifts  b  off  c. 
When  the  lever  a  has  lifted  b  off  r,  the  two  batteries  B  and  B^ 
are  connected  in  series,  making  one  battery  of  four  cells  across 
the  two  wires  d  and  e.  Hence,  the  number  of  cells  in  the  cir- 
cuit has  been  increased  from  one  to  four;  consequently, 
with  the  same  resistance  in  the  circuit,  the  strength  of  the 
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current  will  be  four  times  as  great  as  before.  If  the  weaker 
current  has  a  strength  of  1  unit,  then  the  stronger  current 
will  have  a  strength  of  4  units.  That  is,  the  ratio  of  the 
two  currents  is  1  to  4.  In  order  to  keep  the  resistance  of 
the  circuit  the  same  whether  B  is  cut  in  or  out,  it  is  neces- 
sary to  insert  the  resistance  r,  which  is  equal  to  the  internal 
resistance  of  the  battery  B  in  the  circuit  when  the  battery  B 
is  cut  out. 

145.  When  the  key  /"of  the  pole  changer  PC  \^  open, 
that  is,  up,  the  line  is  connected  to  the  wire  d^  and  the 
ground  G  to  the  wire  c.  When  the  key  is  depressed,  these 
connections  are  reversed.  Hence,  the  pole  changer,  when 
operated,  reverses  the  polarity  of  whatever  battery  happens 
to  he  connected  l)v  the  transmitter  7' across  the  two  wires 
d  and  c.  The  operation  of  the  transmitter  varies  the  current 
from  1  to  4  units,  or  vice  versa,  and  the  pole  changer  merely 
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reverses  the  direction  of  this  current  through  the  line  whether 
it  be  1  or  4  units.  Thus  the  transmitter  and  the  pole 
changer  do  their  work  independently  of  one  another. 

The  student  should  clearly  understand  the  action  of  these 
two  instruments  when  they  are  combined  in  this  manner. 
There  are  four  possible  positions  of  these  two  keys.  If  the 
student  does  not  clearly  understand  that  the  operation  of 
the  pole  changer  does  not  affect  the  strength  of  the  current, 
and  that  the  operation  of  the  transmitter  does  not  affect  the 
direction  of  the  current  in  the  line,  he  should  draw  on  a 
separate  piece  of  paper  the  three  other  possible  positions  of 
the  two  keys  and  note  the  strength  and  direction  of  the 
current  in  the  line  in  each  case.  The  tongue,  or  armature, 
of  the  polarized  relay  will  move  whenever  the  direction  of 
the  current  is  reversed,  no  matter  whether  the  strength  of 
the  current  is  1  unit  or  4  units.  The  reversal  of  the  4-unit 
current  will  perhaps  make  the  polarized  relay  operate  more 
vigorously  than  will  the  reversal  of  the  1-unit  current,  but 
the  1-unit  current  will  operate  it  and  the  intensity  of  the 
click  of  the  sounder  that  is  controlled  by  the  polar  relay  will 
be  the  same  in  either  case. 

146.  The  neutral  relay,  however,  will  tend  to  attract 
its  armature  no  matter  in  which  direction  the  current  flows 
through  it,  and  if  the  current  is  only  strong  enough  to  over- 
come the  retractile  spring,  the  relay  will  close  its  local  cir- 
cuit. The  spring  is  adjusted  so  that  the  magnetism  pro- 
duced by  the  1-unit  current  will  not  be  strong  enough 
to  overcome  it,  but  the  magnetism  produced  by  the  4-unit 
current  will  readily  overcome  the  spring  and  close  the  local 
circuit.  Hence  the  message  sent  by  the  operator  at  the 
transmitter  T  is  received  by  the  operator  at  the  neutral 
relay  N R^  and  the  message  sent  by  the  operator  at  the  pole 
changer  PC  \%  received  by  the  operator  at  the  polarized  re- 
lay PR.  Furthermore,  these  two  messages  do  not  interfere 
with  each  other  when  the  apparatus  is  properly  adjusted. 

147.  Blioiination  of  False  Sii^rnals.  —  If  the  pole 
changer    reverses   the   direction   of   the  current  while  the 


118  TELEGRAPHY.  §  5 

4-unit  current  is  flowing,  in  which  case  the  neutral  relay  is 
closed,  the  neutral  relay  tends  to  release  its  armature  at  the 
instant   of   reversal,    because   when   the   whole   battery    is 
reversed,  and,   consequently,  the  direction  of  the  current 
through  the  neutral  relay  is  reversed,  the  magnetism  of  the 
neutral  relay  must  fall  to  zero  before  it  can  increase  to  its 
normal  strength  in  the  opposite  direction.     If  the  interval  of 
no  current  in  the  neutral  relay,  which  lasts  while  the  battery 
is   momentarily   short-circuited,    is   sufficiently   prolonged, 
a  mutilation  of  the  signal,  or  a  false  signal  as  it  is  called, 
will  be  produced  that  will  seriously  interfere  with  the  suc- 
cessful operation  of  the  system      However,  by  adjusting  the 
pole  changer  so  that  the  interval  of  no  current  in  the  line 
and  relay  is  as  sliort  as  possible,  and,  furthermore,  by  using 
a  repeating  sounder  that  is  closed  on  the  back  stop  of  the 
neutral   relay,  and  an  ordinary  sounder   that  is  closed,  in 
turn,  on  the  back  stop  of  the  repeating  sounder,  the  tend- 
ency to  produce  false  signals  can  be  overcome.     When  the 
local  circuit  is  connected  to  the  back  stop  instead  of  to  the 
front  stop  of  the  neutral-relay  armature,  a  reduction  in  the 
magnetizing  force  of  the  relay  that  will  allow  the  armature 
to  momentarily  break  away  from  the  front  stop  will  not  pro- 
duce a  false  signal  by  closing  the  ordinary  sounder  circuit, 
ufiiess  the  time  interval  is  sufficient  for  the  relay  armature  to 
cross  the  gap  between  the  front  and  rear  stops,  and  to  make 
contact  with  the  rear  stop.     Furthermore,  both  the  repeating 
sounder  and  the  ordinary  sounder  require  some  time  before 
their  magnetism  can  build  up  from  zero  to  a  strength  suffi- 
cient to  start  the  movement  of  their  armatures.      Hence,  if 
the  relay  armature  does  momentarily  close  the  repeating- 
sounder  circuit,  the  duration  of  contact  may  be  too  short  to 
allow  the  repeating  sounder,  in  turn,  to  close  the  circuit  of 
the  ordinary   sounder,   and  even   if  this   should    happen  it 
may  last  so  short  a  time  that  the  ordinary  sounder  cannot 
build  up  and  make  a  signal. 

148.     Whenever  a  repeating  sounder  is  connected  to  the 
back  stop  of  a  relay  and  the  signals  are  to  be  read  by  sound, 
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then  a  second  sounder  must  be  used,  and  the  second  sounder 
must  be  connected  to  the  back  stop  of  the  repeating  sounder, 
otherwise,  the  signals  will  be  reversed;  that  is,  dots  and 
dashes  will  be  transformed  into  spaces,  and  vice  versa.  This 
second  sounder  is  frequently  called  the  readlntj^  sounder. 


QUADRUPLEX  SYSTEM. 

149.     The  principle  of  all   quadruplex   systems  in 

which  two  messages  are  sent  in  each  direction  simultaneously 
over  one  line  wire  is  about  the  same.  In  the  Stearns  duplex 
system,  the  differential  relay  responded  only  to  signals  sent 
from  the  distant  office;  the  connection  and  disconnection 
of  the  home  battery  did  not  affect  the  home  relay  because 
it  was  differentially  wound.  In  the  polar  duplex,  the  polar 
relay  at  the  home  office  responded  to  the  reversals  of  the 
distant  battery  but  not  to  the  reversals.of  the  home  battery, 
because  the  polar  relay  was  also  differentially  wound.  In 
the  diplex  system  that  has  been  described,  it  was  shown  how 
one  message  could  be  transmitted  by  increasing  and  decreas- 
ing the  strength  of  the  current,  independent  of  its  direction, 
while  another  message  is  being  sent  by  reversing  the  direc- 
tion of  the  current,  independent  of  its  strength.  If  in  the 
diplex  already  explained,  we  wind  both  the  neutral  and  polar 
relays  differentially  and  connect  them  at  the  home  station, 
as  shown  in  Fig.  52,  the  operation  of  the  home  transmitter 
and  pole  changer  will  not  affect  these  relays.  This  is 
evidently  a  combination  of  the  principles  involved  in  the 
Stearns  duplex,  the  polar  duplex,  and  the  diplex.  The 
student  should  thoroughly  understand  each  of  the  systems 
mentioned  in  order  to  comprehend  the  complete  quadruplex 
systems  that  will  follow.'  As  in  the  duplex  systems,  the  arti- 
ficial line  is  here  made  equal  in  resistance  and  capacity  to  the 
line  wire.  In  this  figure,  whatever  current  finds  its  way  from 
the  battery,  through  the  transmitter  and  the  pole  changer, 
to  the  point  //  will  there  divide  equally.  One  half  will  flow 
through  the  coil  ;/  on  the  neutral  relay,  the  coil  /  on  the 
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polarized  relay,  the  line,  the  ground  plate  C,,  the  ground, 
and  the  ground  plate  G*  back  to  the  battery;  the  other 
half   will   flow   through   the   coils   m   and   <?,   the   artificial 

line,  ground  plate 
(7,,  the  ground,  and 
the  ground  plate  (7, 
back  to  the  battery. 
The  coils  ;/  and  / 
are  called  the  line 
coils,  and  the  coils 
m  and  o,  the  artifi- 
cial-line coils.  The 
two  relays  are  dif- 
ferentially wound 
and  so  connected 
that  current  flow- 
ing from  the  home 
battery,  dividing 
at  //,  and  flowing 
equally  through  the 
line  and  artificial- 
line  coils  will  not 
magnetize  or  affect 
cither  relay,  no  mat- 
ter  what  may  be  the  strength  or  direction  of  this  current. 
The  coil  ;;/  neutralizes  the  effect  of  the  coil  n,  and  o  neutral- 
izes/ when  the  current  for  all  the  coils  comes  from  the  home 
battery  and  divides  equally  at  //. 

1  50.  In  the  next  step,  which  is  illustrated  by  Fig.  53, 
a  neutral  relay  N R^  and  a  polar  relay /^A\  are  connected  at 
the  distant  station  in  series  with  the  line.  In  this  figure 
the  resistance  and  capacity  of  the  artificial  line  are  adjusted 
until  the  current  from  the  battery  at  the  west  station  divides 
into  two  equal  parts  at  the  point  //  and  passes  in  opposite 
directions  in  the  two  coils  of  A"  R  and  /*  A'.  Such  being  the 
case,  it  is  evident  from  precediiii^  explanations,  that  the 
operation  of  the  pole  changer  and  transmitter  at  the  west 
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station  will  not  operate  the  neutral  relay  N  R  nor  the  polar 
relay  PR  at  that  station.  The  current  that  finds  its  way  over 
the  line  and  through  the  neutral  and  polar  relays  N  R^  and 
PR^  at  the  eastern  station  is  free  to  operate  those  relays, 
provided  it  has  the  proper  strength  and  direction.  If  the 
line  current  is  strong  enough,  it  will  close  the  neutral  relay 
N  R^y  no  matter  what  its  direction  may  be ;  and  the  same 
current  will  close  the  polar  relay  PR^^  if  it  flows  in  the  proper 
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direction,  no  matter  what  its  strength  may  be.  The  operation 
of  the  pole  changer  PC  will  not  affect  PRy  because  the  latter 
is  differentially  wound,  nor  will  it  affect  the  neutral  relay 
N  R  or  N R^^  because  merely  a  change  in  the  direction  of  the 
current  will  not  operate  a  neutral  relay.  Hence  the  only 
relay  affected  by  the  operation  of  the  pole  changer  PC  is  the 
polar  relay  P R^  at  the  distant  station.  The  operation  of  the 
transmitter  T'will  not  affect  ^VA^  because  the  latter  is  differ- 
entially wound,  nor  will  it  affect  PR  or  P R^,  because  merely 
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an  increase  or  decrease  in  the  current  will  not  change  the 
polarity  of  a  polar  relay.  Hence  the  only  relay  affected  by 
the  operation  of  the  transmitter  T  is  the  neutral  relay  N  R^ 
at  the  distant  station.  Therefore,  one  operator  at  T  and 
another  at  PC  may  send  messages  simultaneously,  the  mes- 
sage sent  at  T  being  received  by  an  operator  at  N  R^  and  the 
message  sent  at  -P  C  by  an  operator  at  P  R^. 

151.  The  next  step  consists  in  arranging  the  apparatus 
in  exactly  the  same  manner  at  both  ends,  so  that  two  mes- 
sages may  be  sent  simultaneously  in  each  direction  without 
interfering  with  each  other.  This  arrangement  is  shown  in 
Fig.  54.  In  order  to  have  a  clear  diagram  to  use  in  explain- 
ing the  system,  the  apparatus  in  this  figure  has  been  reduced 
to  as  simple  a  form  as  possible,  and  all  local-sounder  connec- 
tions have  been  omitted.  Diagrams  showing  the  practical 
form  and  arrangements  of  the  instruments  will  be  given 
later.  The  arrangement  of  apparatus  at  the  two  ends  is 
exactly  similar,  and  the  four  relays  are  differentially  wound. 
The  artificial  line  A  Lis  so  adjusted  that  the  resistance  from 
//  through  A  L  and  G^  to  G  equals  the  resistance  from  h 
through  the  line  coils  o  and  /  and  the  line  to  the  ground  at 
the  east  station.  A  Z,  is  similarly  adjusted,  so  that  the 
resistance  from  //,  through  A  L^  and  6',  to  6\  equals  the 
resistance  from  h^  through  the  line  coils  o^  and  /,  and  the 
line  to  the  ground  at  the  west  station.  The  resistance  of 
the  ground  return  should,  strictly  speaking,  be  included  in 
the  above  circuits,  but  it  can  usually  be  neglected  without 
appreciable  error.  The  battery  />  has  twice  the  electro- 
motive force  of  -ffj,  as  is  indicated,  by  giving  B  twice  as 
many  cells  as  B^.  Hence,  if  B^  has  an  electromotive  force 
of  100  volts,  B  will  have  an  electromotive  force  of  '^00  volts. 
When  B^  alone  is  connected  between  the  wires  d  and  i\  the 
electromotive  force  will  be  100  volts;  when  both  />  and  />, 
are  connected  in  series  between  d  and  e^  the  electromotive 
force  will  be  300  volts.  Hence,  if  the  strength  of  the  cur- 
rent in  the  first  case  is  represented  as  1  unit,  the  current  in 
the  second  case  will  be  3  units. 
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152.     Sixteen     dlfTereot     coniblnBtlons    may     be 


irmeti  with  ihc  four  keys,   thiii 


mbin. 


niig  I 


sible  c 


1  different 
nbinations 


Jinations.     These  sixteen  possib. 
are  ubulated  in  Table  3. 

R  in  the  table  refers  to  the  resistance  from  the  point  k 
through  the  line  to  the  ground  6",  and  fi,  at  the  east  station, 
or  from  /r,  through  the  line  to  the  ground  6"  and  (7,  at  the 
west  station.  It  is  also  equal  to  the  resistance  from  the 
point  //  through  the  artificial-line  side  at  the  west  station  to 
ihe  ground  C,,  or  from  /;,  through  the  artificial-line  side  at 
the  east  station  to  the  ground  G,.  The  resistance  of  the 
earth  return  is  in  each  case  neglected. 

The  letters  in  parentheses,  in  columns  under  "Effective 
Current, "  refer  to  the  direction  of  the  current  and  to  the 

branch  carrying  the  largest  current.     Tims  -^  {i\  A  /,,) 

means  that  an  effective  or  excess  current  of  —^  amperes  is 

flowing  through  the  artificial-line  coils  of  the  relays  at  the 
east  station  in  the  direction  of  the  arrow  j-,. 

Closing  the  key  Tk  closes  the  transmitter  7",  and  closing 
the  key  Pk  closes  the  pole  changer  PC;  that  is,  it  causes  the 
positive  pole  of  the  battery  to  be  connected  to  the  line,  and 
the  negative  pole  to  the  ground  G.  Reversing  the  battery 
in  this  way,  so  that  the  point  /is  shifted  from  the  negative 
to  the  positive  pole  of  the  battery,  will  close  the  distant 
polar  relay, 


153.     An  effective  current  of   the  strength 


!hWh 


we  may  call  1  unit,  is  not  strong  enough  to  close  the  neutral 
relays  when  their  springs  are  properly  adjusted;  and  the 
polar  relays  are  so  connected  that  a  current  flowing  through 
their  artificial-line  coils  J  and  /,  in  the  direction  of  the 
arrows  .r  and  .r,,  respectively,  or  through  their  line  coils 
/and  /,  in  the  direction  of  the  arrows/  and^,,  respectively, 
will  hold  the  polar  relays  open.  That  is,  the  polar-relay 
coils  are  so  connected  when  the  apparatus  is  first  set  up  that 
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this  will  be  the  case.  Hence,  any  current  through  either  or 
both  windings  of  the  polar  relay  that  will  magnetize  the 
relay  in  the  same  direction  as  the  currents  specified  above, 
will  hold  the  polar  relay  open,  and  any  current  that  will  re- 
verse the  direction  of  this  magnetization  will  close  the  polar 
relay.     The  student  must  remember  this  fact. 

In  order  to  close  the  neutral  relay,  the  intensity  of  the 
resultant  magnetization  produced  by  the  current  in  the  two 

coils  must  be  equivalent  to  that  produced  by  — ^-  amperes 

through  one  coil  only.  The  direction  of  the  current  in  the 
various  coils  is  indicated  in  the  table  by  the  letters  -r,  y^  jr^, 
and  jj,  to  be  found  on  the  various  arrows  in  the  figure.  It 
will  be  noticed  that  the  arrow  x^  coincides  in  direction  with 
the  arrow  j,  and  y^  with  x.  The  arrows  x^  and  y^  are  not 
absolutely  necessary,  but,  by  using  them,  the  explanations 
are  made  clearer. 

154.  It  may  be  well  to  add  here  the  fact  that  some  of 
the  current  flowing  over  the  line  from  the  east  to  the  west 
station  may  go  to  ground  G',  through  the  coils  /  and y  and 
the  artificial  line,  instead  of  through  the  pole  changer  and 
transmitter  c^ircuit  to  the  ground  G.  This,  however,  is  an 
advantage  rather  than  a  disadvantage,  because  the  direc- 
tion of  this  current  through  the  artificial-line  coils  is  always 
in  the  proper  direction  to  assist  the  incoming  current 
through  the  line  coils.  Sometimes,  when  dynamos  or  bat- 
teries of  the  same  electromotive  force  must  be  used  on  both 
short  and  long  lities,  a  resistance  box  is  placed  in  the  circuit 
between  the  dividing  point  h  and  the  point  f.  By  this 
means,  too  large  a  current  in  the  relays  on  the  short  lines 
can  be  prevented  by  increasing  the  resistance  in  the  box. 
As  far  as  the  operation  of  the  relays  alone  is  concerned,  the 
use  of  this  resistance  is  advantageous,  as  it  forces  a  larger 
proportion  of  the  incoming  line  current  through  the  arti- 
ficial-line coils  of  the  home  relays.  This  resistance  is  shown 
in  the  Jones  quadruplex  system,  an  explanation  of  which 
will  be  given  later. 
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155.  Fig.  55  is  merely  a  simplified  diagram  of  the 
quadruplex  system.  B  and  L\  represent  the  entire  group 
of  batteries,  or  generators,  at  each  end  of  the  line,  respect- 
ively. P/l  and  P  R^  represent  the  polarized  relays,  one  at 
each  end  of  the  line;  and  N R  and  A'A\,  the  neutral  relays. 
The  crosses  at  T^Cand  PC^  represent  the  pole  changers  that 
govern  the  direction  of  the  current  sent  to  the  line;  and  the 
crosses  at  T'and  T^,,  the  transmitters  that  govern  the  strength 
of  the  current.  Practically  the  same  notation  is  used  as  in 
Fig.  54,  so  that  in  the  following  explanations  either  figure 
may  be  referred  to. 

This  figure  is  shown  in  order  that  a  complete  analysis  of 
all  the  currents  in  the  line  and  the  ground  branches  of  the 
relays  for  each  of  the  sixteen  possible  combinations  may  be 
the  more  easily  made.  The  formation  of  these  different 
combinations  is  explained  in  the  following  articles. 

156*  First  Combination. — In  the  first  combinaticm. 
No.  1  in  the  table,  all  four  keys  are  open  and,  consequently, 
the  negative  poles  of  the  short-end  batteries,  having  an 
electromotive  force  of  100  volts,  are  connected  to  the  points 
//  and  A,.  Then  we  have  —100  in  columns  0  and  7.  Since 
these  two  electromotive  forces  oppose  each  other,  there  will 
be  no  current  in  the  line  L  or  in  the  line  coils  o,  /,  t?,,  and  /, 
of  the  four  relays;  hence,  we  have  0  (zero)  in  column  0. 

There  is  current,  however,  of  an  intensity  of  -75-,  in   the 

direction  of  the  arrows  x  and  x\  in  the  artificial-line  coils  of 
all  relays.  The  intensity  of  this  current  is  not  great  enough 
to  close  the  neutral  relays,  and  its  direction  is  such  as  to 

hold  the  polar  relays  open.     Hence,  we  have  — q-  i^x)  for 

column  8  and  — ^  (x^  for  column  10.  Since  there  is  no  cur- 
rent in  the  line  coils  of  the  four  relays,  as  indicated  by  0  in 
column  9,  it   is  evident   that   the  effective  current  has  a 

strength  of  —^  and  flows  in  the  direction  of  the  arrow  x  in 
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the  artificial-line  circuit  A  L  at  the  west  end,  and  in  the 
direction  of  the  arrow  x^  in  the  artificial-line  circuit  A  Z, 

at  the  east  end.     This   is  indicated    by  -rr  (^  ^  -^)  and 

W  JL^  JL.      Lme. gl^  3       B 

Mi 


AL 


6, 


ft 


Fig.  55. 

—jT  {'*',  ^^  -^a)  i^"^  columns  11  and  12,  respectively.     All  the  re- 
lays will  be  open,  as  indicated,  in  columns  13,  14,  15,  and  l«l. 

157.  Second  Combination. — Pk  is  the  only  key 
closed  in  this  combination.  Closing  the  key  Pk  reverses 
the  short-end  battery  //,  in  Fig.  54,  causing  the  potential 
at  //  to  be  -j-lOO.     Consequently,  /)\  and  />,  are  now  in  series, 

giving  -y^-  ( j)  in  the   line  coils  o  and  /,  and    75-  (j')  in  the 
artificial-line  coils  /  andy.     The  -jj-  (j)  in  o  and  the  -75-  (j) 

in  i  will  give  an  effective  current  of  -r—  ( j)  in  0  because  the 

current  flows  from  //  through  the  two  c(m1s  0  and  /in  opposite 

200 
directions  around   the   iroti   (M)rc;    hence,   the   ^-75--  (j)   in  0 
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neutralizes  --^r  iy)  "^  ^  ^*^^^  ^till  has  left  -7—  (j)  with  which 

to  magnetize  the  neutral  relay  A"  A'.  This  current  is  too 
weak,  however,  to  close  this  relay.  Hence,  closing  the  pole- 
changer  key  Pk  does  not  affect  the  neutral  relay  iV  R. 

As  in  the  case  of  the  neutral  relay  A^R,  the  current  —^  (j) 

in  /  and  the  current  — ^  (j')  in  j  flow  in  opposite  directions 
around  the  cores  of  the  polar  relay,  giving  an  effective  cur- 
rent equivalent  to  -75-  (  v)  in  /alone,  which  will,  on  account 

of  the  direction  in  which  it  flows,  continue  to  hold  the  polar 
relay   PR  open.     Or,  we   may    consider    that    the    current 

of  — 7j-  (j')  now  flowing  in  the  coil  j  tends  to  close  the  polar 
relay,  but  that  the  current  —^,  ( j)  in  the  coil  /  tends  to  keep 
It  open,  and  since  — vj-  is  twice  -75-,  the  resultant  magnetism, 

which  is  due  to  -7,-  {y)  in   the  coil  /,    will  hold    PR   open. 

Hence,  closing  the  key  Pk  does  not  affect  either  of  the 
home  relays  N R  or  J^R. 

There  is  a  current  of  '^7^  (^,)  in  /,,  and  -  >,-  (,i',)  '\n  j\. 
The  current  iny,  is  the  same  in  strength  and  direction  as 
before  and  tends  to  hold  the  polar  relay  open,  but  -jy  {x  ) 
in  /j  tends  to  close  the  relay,  hence  the  resultant  magnetism 
which  is  due  to  -^  (,1^)   in  /^   will  close  PR^,   as  stated  in 

column   lo.     The  resultant  of  —77    (.r,)   in  o^  and  -  jj-    (,i'J 

in   /,,  is  -^-  (.ij)   in   i\.     This   is   not   sufficient   current   to 

close  A''A\,  hence  it  remains  open.  Therefore,  when  Pk 
alone  is  closed,  the  only  relay  that  responds  is  the  polar 
relay  /'A',  at  the  distant  end. 
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158.  Third  Combination. — The  only  key  closed  in 
this  combination  is  Tk.  Closing  the  key  Tk  connects  the 
long  end  of  the  battery,  that  is,  both  B  and  />,  in  series,  to 
the  point  //  at  the  west  station;  hence,  we  have  —300  volts 
at  A  and  —100  at  /r,.     The  current  in  the  line  circuit  will 

be -TT  (-*' Ji)-     '^^^    current    in    /    and   j  will   be  —jr-  (x); 

200 
hence,  the  effective  current  that  is  due  to  ^^^  (,i')  in  /  and 

-7,-  (.r)  in  /will  be  — .-  (x)  \\\j.  The  resultant  magnetiza- 
tion will  hold  the  polar  relay  PR  open. 

The  resultant  magnetization  of  the  neutral  relay  A^^  is 

due  to  —jj  (-1-)  in  o  and  *—jj  {^x\  in  ;;  this  is  equivalent,  as  in 
A  A 

the  polar  relay  P R^  to  the  magnetization  produced  by  a 

current  of     ^^  (,r)  in  the  coil  /.     This  current  is  not  strong 

enough  to  close  the  neutral  relay  N  R^  hence  it  remains 
open. 

vSince  the  full  battery,  300  volts,  at  the  west  station 
opposes  the  short-end  battery  of  100  volts  at  the  east  sta- 
tion, the  effective  electromotive  force  in  the  line  circuit, 
that  is,  the  difference  of  potential  between  the  points  // 
and  //,,  will  Ix!  "^Od  volts  in  the  direction  of  the  arrows  x 
and   r,.      Hence,  the  current  in  the  line  coils  /,  and  o^  will 

be    ^ .^    (j',)-     The    difference    of    ])otential    between    the 

point  //,  and  the  ground  (i^  is  loo  volts,  due  to  the  short- 
end  battery  />\.      This  difference  of  potential  tends  to  send 

a  current  of  -.^  amperes  through  the  artificial-line  cir- 
cuit A  L^  in  the  direction  of  the  arrow  x^.  Hence,  the  cur- 
rent in  the  artificial-line  coils y'^  and  /,  is  -  ,,--  {x^).      Now  the 

currents  in  the  line  and  artificial-line  coils  of  the  east  relays 
circulate  around  the  iron  (N)res  in  suc^h  a  direction  that  they 
help   each    other    in    magnetizing    tlu!    relays;    hence,    the 
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200 
resultant  magnetization  due  to  a  current  of  ^—  {j\)  in  the 

line  coils  and  a  current  of  —^  {a\)  in  the  artificial-line  coils 

is  equivalent  to  that  produced  by  a  current  of  *—,^  {.i\)  in 

the  artificial-line  coils  y,  and  /,.  The  direction  of  this  cur- 
rent in  the  coil  j\  is  such  that  the  polar  relay  /Vv^,  remains 

open,   but  -7^-  in  i\  is  strong  enough  to  close  the  neutral 

relay  NJ^^.  Hence,  when  the  key  Tk  that  controls  the 
number  of  cells  connected  to  the  circuit  at  the  west  station 
is  closed,  the  only  relay  closed  is  the  neutral  relay  iVR^  at 
the  distant  east  station. 


159*  Fourth  Combination. — In  this  combination, 
the  two  keys  7'/*  and  Pi'  are  closed.  Hence,  the  positive 
pole  of  the  whole  battery  at  the  west  station  is  connected 
to  //,  giving  that  point  a  potential  of  -f-300  volts,  //,  remain- 
ing at  —100,  as  in  all  preceding  combinations.  The  cur- 
rent   in   the   line   and    in    the  coils  o^  /,  Z^,  and  0^  will  be 

—jj-  (j^,),  and  the  current  in  the  artificial  line  and  in  the 

coils  /  and  y  will  be  —^  (v).      Hence,  the  effective  current, 

due  to  the  difference  between  — ^-  ( j')  in  the  line  and  —75-  ( j') 

in  the  artificial  line,  will  be  -jy  (/)  in  the  line  coils  o  and  /. 

Now,  a  current  of  — y,-  ( j)  in  the  coil  /  is  equivalent  in  its 
magnetizing  effect,  both  in  direction  and  intensity,  to  a 
current  of  -^  (x)  in  the  artificial-line  coil  j\  but  a  current 

in  the  artificial-line  coil  j  in  the  direction  of  the  arrow  x 
will  hold  the  polar  relay  open.  Therefore,  the  polar  re- 
lay PR  is  held  open   by  the  effective  current  -%,    {y L). 
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Furthermore,  this  effective  current  -7^-  (j^L)  through  the 
coil  0  is  not  strong  enough  to  close  the  neutral  relay  NR. 
The  current  in  the  coils  /,  and  o^  is  —jj-   (jrj,  and   in  j\ 

and  /,  the  current  is  —jy-  (x^).     Hence,  the  resultant  current 

—^  {x\)  is  not  only  strong  enough  to  close  NR^^  but  it  is 

also  in  the  right  direction  to  close  the  polar  relay  PR^. 
Hence,  the  closing  of  the  two  western  keys  closes  only  the 
two  eastern  relays. 

160*  Similarly,  the  currents  in  the  line  and  artificial- 
line  circuits  and  the  relays  affected  by  the  other  various 
positions  of  the  four  keys  may  be  w.orked  out.  The  table  is 
complete  except  for  the  ninth  combination,  which  is  left 
blank  in  order  that  the  student  may  fill  in  these  spaces  for 
himself,  and  thereby  acquire  a  better  knowledge  of  the 
system. 

1 61  •  Either  side  of  a  quadruplex  can  be  used  as  a  duplex ; 
the  polar  side  as  a  polar  duplex,  or  the  neutral  side  as  a 
Stearns  duplex.  Duplex  sets  were  excluded  from  the  main 
office  of  the  Postal  Telegraph  Company  in  Philadelphia, 
which  was  completed  in  September,  1900,  and  only  single 
and  quadruplex  sets  were  installed.  By  this  arrangement 
a  second  side  is  always  available,  when  required  on  a  circuit 
that  is  at  the  time  being  worked  duplex. 


OUAnWUPLEX   TERMS. 

162.  It  will  be  well  to  give  here  some  of  the  terms 
commonly  used  in  (iuaclrui)lex  telegraphy.  The  battery  />,, 
Fig.  o4,  is  called  the  s//ort  oid^  and  B  the  long  end ;  some- 
times, however,  the  term  /oz/i^^-  en d  incline  the  whole  battery, 
that  is,  both  />  and  />\.  The  point  (/,  Fig.  54,  is  termed  the 
t(i/>,  and  the  branch  (j  :',  the  /(i/>  zcirc.     That  portion  of  the 
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quadruplex  that  is  operated  by  opening  and  closing  the  trans- 
mitter key  is  called  the  neutral^  common,  or  No.  2  side  ;  and 
that  portion  that  is  operated  by  the  pole-changer  key  is 
called  the  polar  or  No,  1  side  of  the  system.  These  terms 
are  also  applied  to  the  relays;  that  is,  the  relay  that  is 
operated  by  the  increase  and  decrease  in  the  strength  of  the 
current  is  called  the  neutral^  common,  or  No,  2  relay ;  and 
the  relay  that  is  operated  by  a  change  in  the  direction  of 
the  current  through  it  is  called  the  polar  or  No.  1  relay. 
Excess  current  means  the  excess  of  current  in  one  winding 
of  a  relay  over  the  current  in  the  other  winding  of  the  same 
relay.  The  coil,  lettered  Gc  in  most  of  the  diagrams,  that  is 
included  in  the  circuit  in  place  of  the  transmitting  appara- 
tus and  source  of  current  at  one  end  when  the  system  is 
being  balanced,  is  called  the  ground  coil.  It  is  used  to  re- 
place whatever  resistance  there  may  be  in  the  transmitting 
apparatus  when  the  latter  is  cut  out  of  the  circuit.  By  this 
means  the  resistance  from  the  line  through  the  office  appa- 
ratus to  the  ground  is  kept  the  same  whether  the  transmit- 
ting apparatus  is  cut  in  or  out. 

The  pull  that  can  be  allowed  on  the  armature  of  either 
relay  without  interfering  with  the  proper  working  of  the 
system  is  called  the  margin.  The  margin  is  sometimes 
defined  as  the  pull  or  number  of  turns  (either  up  or  down) 
that  may  be  given  to  the  retractile  spring  of  the  neutral 
relay  without  interfering  with  the  incoming  signals  on  that 
instrument.  The  margin  on  the  neutral  relay,  which  we 
prefer  to  define  as  the  difference  in  pull  on  the  armature  of 
the  neutral  relay  due  to  the  difference  between  the  strength 
of  the  current  produced  respectively  by  the  short  end  and 
long  end  of  the  distant  battery,  that  is,  the  difference  in 
pull  produced  in  the  open  and  closed  positions  of  the  distant 
transmitter,  may  be  increased  by  increasing  the  ratio  of  the 
strength  of  the  current  in  these  two  positions  of  the  trans- 
mitter. This  may  be  done  by  increasing  the  electromotive 
force  of  the  long  end  of  the  battery,  or  by  decreasing  the 
electromotive  force  of  the  short  end  of  the  battery ;  or  by 
properly    altering,,  in    some    quadruplex    systems,    certain 
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resistances  included  in  the  circuit.  Evidently,  the  margin  on 
the  polar  relay  is  the  pull  due  to  the  short  end  of  the  battery, 
for  the  reversal  of  the  short  end  gives  the  smallest  force 
that  must  move  the  armature.  Hence,  to  increase  the 
margin  on  the  polar  relay,  the  electromotive  force  of  the 
short  end  of  the  battery  must  be  increased  or  the  resistance 
of  the  circuit  must  be  decreased. 

The  coils  Cr  and  Cr^^  Fig.  56,  which  are  in  series  with  the 
condensers  in  the  artificial  line,  are  often  called  the  retard- 
ing or  retardation  coils,  because  they  retard  the  charge  and 
discharge  of  the  condensers. 

163.  The  principles  of  the  quadruplex  telegraph  system 
having  been  fully  explained,  it  now  remains  to  show  several 
improvements  that  are  used  in  the  practical  operation 
of  the  system,  and,  also,  the  manner  in  which  the  apparatus 
is  arranged  when  dynamos  are  used  in  place  of  primary  bat- 
teries. One  of  the  difficulties  to  be  overcome  in  quadruplex 
systems  is  to  prevent  the  armature  of  the  home  neutral 
relay  from  being  released  when  the  distant  pole  fchanger 
passes  through  its  middle  position  and  reverses  the  direc- 
tion of  the  current.  This  change  in  the  direction  of  the 
current  reverses  the  magnetism  of  the  neutral  relay,  and, 
hence,  there  is  an  interval,  although  very  small,  during 
which  the  neutral  relay,  in  passing  from  one  direction  of 
magnetization  to  the  other,  possesses  no  magnetism. 

164*  Advantafi^e  of  Kepeatins:  Sounder. — To  di- 
minish the  evil  effect  due  to  the  reversal  of  the  distant  pole 
changer  when  the  distant  transmitter  is  closed,  Edison 
inserted  a  repeating  sounder  between  the  relay  and  the 
reading  soiuuier,  connecting  the  circuit  of  the  magnet  of 
the  repeating  sounder  to  the  back  stop  of  the  neutral  relay 
and  the  circuit  of  the  reading  sounder  to  the  back  stop  of 
the  repeating;-  sounder.  This  arrangement  has  already  been 
ex[)lained  in  connection  with  the  diplex  telegraph  system. 

If  the  reversal  in  the  magnetism  of  the  neutral  relay 
should  occur  while  the  relay  is  closed,  although  it  might  be 
of  sufficient  duration  to  break  the  front  contact,  still  no  click 
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will  ordinarily  be  heard 
on  the  receiving  sounder, 
because  the  lever  does  not 
have  sufficient  time  to 
cross  the  gap  and  touch 
the  back  stop,  and  thereby 
close  the  circuit  contain- 
ing the  repeating  sound- 
er. It  is  evident,  there- 
fore, that  the  relay  points 
should  not  be  placed  too 
near  each  other,  nor  the 
fact  overlooked  that  there 
is  such  a  thing  as  a  prop- 
er adjustment  of  those 
points. 

165.  Smith  Extra 
Coil  and  Condenser 
Device. — To  still  further 
reduce  the  evil  effect  due 
to  the  interval  of  no  mag- 
netism in  the  neutral  re- 
lay when  it  should  remain 
closed,  an  arrangement, 
shown  in  Fig.  56,  is  used 
by  the  Western  Union 
Telegraph  Company.  It 
was  introduced  by  Mr. 
Gerritt  Smith  in  1884  and 
is  known  as  the  Gerritt 
Smith  device. 

In  this  figure  it  will 
be  noticed  that  the  neu- 
tral relay  N R  has  three 
distinct  windings  on  each 
core..  (In  this  figure  only 
one  core  is  shown.)  In 
addition  to  the  usual  line 
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and  artificial-line  coils  o  and  /,  respectively,  there  is  an  extra 
coil  q  between  the  other  two  coils.  This  coil  q  is  connected 
in  series  with  a  condenser  Nc^  and  across  the  line  and  arti- 
ficial-line circuits,  from  a  to  b^  as  shown.  There  are  also 
two  coils  A  and  B  of  300  ohms  resistance  each.  The  object 
of  these  two  equal  resistances  A  and  B^  the  condenser  Nc^ 
and  the  extra  coil  q  is  to  tide  the  neutral  relay  over  the 
period  of  reversal.  This  coil  q  is  wound  and  connected  in 
such  a  direction  that  it  tends  to  help  the  other  coils  close  the 
relay. 

When  the  distant  pole  changer  short-circuits  its  battery 
while  the  home  neutral  relay  is  closed  on  account  of  the  dis- 
tant transmitter  being  closed,  the  condenser  discharges 
through  this  coil  q  in  such  a  direction  as  to  tend  to  hold  the 
relay  closed.  The  current  that  charges  back  through  the 
coil  q  when  the  distant  pole  changer  again  restores  the  line 
current,  circulates  around  the  relay  coils  in  a  direction 
opposite  to  that  of  the  current  that  has  just  ceased,  and 
tends  to  hold  the  armatures  to  the  cores  until  the  reverse 
current  coming  over  the  line  from  the  distant  end  reaches 
its  full  strength.  This  reverse  current  charges  the  con- 
denser in  an  opposite  direction,  causing  the  charging  cur- 
rent to  flow  in  the  same  direction  through  the  extra  coil 
as  did  the  preceding  discharging  current.  Hence,  the 
charging  current,  which  has  a  maximum  strength  when 
the  distant  pole  changer  first  connects  the  opposite  polarity 
to  the  line  and  decreases  in  strength  as  the  line  current 
approaches  its  steady  maximum  value,  also  tends  to  hold 
the  relay  closed.  These  charging  and  discharging  currents 
are  at  a  maximum  when  the  line  current  passes  through 
zero,  and  since  both  the  discharging  and  charging  currents 
passing  through  the  extra  coil  are  in  the  same  direction  and 
tend  to  magnetize  the  relay  in  the  same  direction  as  the  re- 
versed line  current,  it  is  evident  that  the  period  of  no  mag- 
netism is  considerably  reduced. 

166.     If  there  was   no   resistance  A  and  B  in   the  cir- 
cuit a-Ji—b,  the  terminals^?  and  b  of  the  condenser  and  extra 
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coil  would  never  have  any  difference  of  potential;  hence, 
there  would  be  no  charging  or  discharging  current  to  flow 
through  the  extra  coil.  The  difference  of  potential  between 
a  and  b  will  depend  on  the  products  of  the  currents  and  the 
resistances  in  the  circuits  a~h  and  b^h.  In  order  not  to  de- 
stroy the  balance  between  the  line  and  artificial-line  cir- 
cuits, A  and  B  must  be  equal  in  resistance. 

It  is  necessary  to  so  arrange  the  connections  of  the  coil  q 
that  the  charging  currents  from  the  line  and  condenser  will 
circulate  around  the  ordinary  and  extra  coils  of  the  rulay  in  the 
same  direction.  Long  theoretical  explanations  could  be  given 
to  show  that  this  coil  q  and  the  condenser  will  always  tend 
to  tide  the  relay  over  the  period  of  the  reversal  when  the 
neutral  relay  is  closed.  However,  the  fact  that  practical 
experience  has  shown  this  to  be  the  case  is  sufficient  reason 
for  this  arrangement. 

167.     Three-Coll  Neutral  Relay.— The  tbree-coll 

aeutral  relay,  as  it  is  called,  is  shown  in  Fig.  57.  The 
iron  cores  are  extremely  short,  and  no  more  iron  is  used  in 
the  relay  than  is  really  necessary ;  the  moving  parts  are  made 


as  light  as  possible,  so  that  both  the  magnetic  and  the  me- 
chanical inertia  are  reduced  to  a  minimum.  As  a  result  of 
this  construction  the  relay  is  very  quick-acting. 

The  cores  in  the  neutral  relay  used  by  the  Western 
Union  Company  have  a  diameter  of  ^  inch  and  a  length  of 
l^j  inches.  The  armature  lever  is  %\  inches  long,  while  the 
coils  are  \-^  inches  in  length  and  1^  inches  in  diameter. 


138  TELEGRAPHY.  §5 

168.  The  way  in  which  the  coils  are  wound  is  shown  in 
Fig.  58.  In  a!!  quadruples  relays  it  is  very  necessary  that 
the  coils  forming  the 
two  halves  of  the  dif- 
ferential winding  shall 
have  the  same  number 
of  turns  and  the  same 
resistance.  In  order 
that  this  will  be  the 
case,  the  first  coil  that 
is  wound  on  the  cored 
is  connected  in  series 
with  the  second  coil 
on  the  core  h\  these 
two  coils,  so  connect- 
ed, form  one  half 
of  the  differential 
winding.  The  other 
half  of  the  differential 
winding  consists  of 
the  first  coil  that  is 
wound  on  b  connected 

in  series  with  the  sec- 

^  ond    coil    on  a.     The 
*''"■  '*■  Ihirdoil  that  is  wound 

on  a  is  connected  in  series  with  a  third  coil  wound  on  b,  the 
two  together  forming  the  extra  coil. 

The  binding  posts  marked  S  form  the  terminals  of  the 
extra  coil;  the  binding  posts  marked  2,  the  terminals  of  the 
artifii-ial-linc  oil;  and  the  binding  posts  marked  /,  the 
terminals  of  the  line  coils. 

Each  cuii  <iri  each  core  contains  1,«00  turns  of  about 
No,  :!0  li,  \V.  <;.  silk-covered  wire.  Each  half  of  the  differ- 
ential windinjr  has  a  resistance  of  ahout  a-JSohms,  while  the 
extra  cnil  lias  a  resistance  nf  from  4i)n  to  45(1  ohms.  The 
third  coil  has  a  higher  resistance  than  the  other  two  because 
it  is  wound  on  tlie  outside,  ami.  hence,  requires  more  wire 
for  the  same   number   of   turns.      For    long-line   circuits, 
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the  line  and  artificial-line  coils  are  sometimes  wound  to  have 
a  resistance  of  400  ohms  each. 

169.  The  manner  in  which  resistances  and  condensers 
are  connected  together  to  form  the  artificial  line  in  the 
Western  Union  quadruplex  system  is  shown  in  Fig.  66.  Rk 
is  the  main  resistance  that  is  adjusted  to  equal  the  resistance 
in  the  line  circuit  to  the  ground  at  the  distant  station.  The 
condenser  C  is  so  connected  around  this  resistance  that  its 
charging  and  discharging  current  must  flow  through  the 
resistance  Cr.  The  condenser  C,  is  so  connected  that  its 
charging  and  discharging  current  must  flow  through  both 
resistances  Cr  and  Cr^,  The  resistances  Rh^  Cr,  and  Cr^, 
and  the  condensers  Cand  (7,  are  all  adjustable,  so  that  the 
resistance  and  capacity  of  the  artificial  line  can  readily  be 
adjusted  to  equal  that  of  the  line  circuit. 

1 70.  Ground  Coil. — C/is  a  switch  that  ordinarily  rests 
on  contact  button  ;//  when  the  system  is  in  operation,  but 
the  arm  is  turned  to  ;/  when  it  is  necessary  to  balance  the 
set.  Turning  the  arm  of  the  switch  U  to  ;/  cuts  out  the 
main  battery,  transmitter,  and  pole  changer,  and  grounds 
the  receiving  apparatus  directly  through  the  so-called 
S^round  coil  Gc.  The  resistance  of  Gc  is  made  equal  to  the 
resistance  of  the  circuit  from  //  through  the  main  battery  to 
the  ground  at  G. 

171.  It  frequently  happens  when  the  weather  is  very 
stormy  and  wet  that  it  is  impractical  to  obtain  the  margin 
necessary  for  the  successful  working  of  the  neutral  side 
of  the  quadruplex.  In  such  a  case  it  is  better  to  close  the 
neutral  side  and  not  attempt  to  use  it,  but  to  work  the 
set  as  a  polar  duplex  simply.  When  this  is  done,  it  is  fre- 
quently necessary,  in  order  not  to  have  an  excessive  current, 
to  include  a  resistance  u\  Fig.  5G,  in  series  with  the  whole 
battery.  The  increase  in  the  strength  of  the  current  from 
the  battery  is  due  to  leakage  from  the  line  through  wet 
trees,  insulators,  and  posts.  Moreover,  when  only  the  polar 
side  is  m  operation,  less  current  is  required  than  would  bq 
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given  by  the  whole  quadruplex  battery,  but  preferably  more 
than  would  be  given  by  the  short-end  battery  iilone.  When 
the  weather  clears  and  the  system  can  be  again  worlced  as  a 
quadruplex,  this  resistance  w  is  cut  out. 


WESTBRN   UNION   BAXTBHV  QtlADRUPLRX. 

172>  Fig.  59  shows  the  practical  arrangejncnt  of  the 
^estera  Union  quadruplux  HyHtem,  in  which  gravity 
batteries  are  employed  for  both   main  and   local  circuits. 


PtO.  flO. 

The  various  condensers  and  instruments  arc  lettered  exactly 
as  in  Fig.  50.  In  connection  with  the  neutral  relay  a  re- 
peating sounder,  controlling  an  ordinary  sounder,  is  used 
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for  the  reason  already  explained.  The  pole  changer  is 
of  the  clock-face  type,  and  the  transmitter  is  one  of  the 
ordinary  continuity-preserving  kind.  The  box  JV  contains 
all  the  various  resistance  coils  except  the  two  A  and  B  that 
are  used  in  connection  with  the  extra  coil  on  the  neutral 
relay.  The  resistance  Gc  is  made  equal  to  the  resistance 
of  the  battery  circuit;  that  is,  to  the  internal  resistance 
of  the  whole  battery  B  and  B^.  Thus,  when  the  switch  C 
is  turned  to  the  right,  the  point  //  to  which  the  neutral 
and  polar  relays  are  connected  is  joined  directly  to  the 
ground  G^  through  the  resistance  6V,  so  that  the  resistance 
offered  to  the  incoming  current  is  the  same  as  in  the  work- 
ing condition  of  the  apparatus. 

173.  Fig.  CO  (a)  shows  the  general  appearance  of  the 
box  JF,  which  contains  six  separate  adjustable  resistances, 
there  being  six  binding  posts  on  each  end  of  the  box;  the 
resistance  of  these  coils  is  adjusted  by  means  of  numerous 
pegs.  In  Fig.  60  (^)  is  shown,  in  a  clearer  manner,  the  six 
separate  resistances  just  mentioned.  The  wave  lines  rep- 
resent the  resistances,  usually  non-inductively  wound  coils 
of  German-silver  wire,  that  are  contained  in  the  box  and 
connected  to  the  insulated  brass  pieces  on  the  top  of  the  bo.x 
as  indicated. 


I>YNAMO   QUADRUI'LKX    SYSTEMS. 

1  74.  A  different  arrangement  to  that  which  has  already 
been  explained  is  necessary  when  dynamos  are  used  in  the 
quadruplex  systems  in  the  place  of  primary  batteries.  For 
the  sake  o(  economy,  one  dynamo  supplies  current  for  all 
circuits  requiring  about  the  same  voltage,  in  which  case  it 
is  impossible  to  reverse  the  line  and  earth  connections  of 
the  dynamo  without  also  reversing  the  polarity  for  all  other 
line  circuits  that  are  supplied  by  that  same  dynamo.  Hence, 
in  duplex  and  cjuadruplex  systems,  one  dynamo  is  used  to 
supply  negative  current,  and  another  to  supply  positive  cur- 
rent.    The   machines  themselves  are  never  reversed;    the 
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line  connection  is  merely  shifted  from  one  machine  to  the 
other.  Furthermore,  it  is  sometimes  desirable  to  make 
one  dynamo  supply  both  the  long-end  and  short-end  currents 
of  one  polarity,  and  another  dynamo  to  supply  both  the 
long-end  and  short-end  currents  of  the  opposite  polarity. 
It  is  a  well-known  fact  that  we  can  increase  and  decrease 
the  current  in  a  circuit  by  increasing  or  decreasing  the  re- 
sistance in  series  with  a  dynamo  that  generates  a  constant 
electromotive  force. 


PRINCIPLE  OF  mrBSTBRN   UNION  DYNAMO  QUADRUPLBX. 

175.  In  applying  dynamos  to  quadruplex  telegraphy  it 
is  desirable  to  retain,  as  far  as  possible,  the  same  apparatus 
used  with  gravity  cells.  With  the  exception  of  the  extra 
resistances  that  are  required,  in  the  Western  Union  quadru- 
plex, the  same  apparatus  has  not  only  been  retained  but  it 
has,  if  anything,  been  simplified.  In  Fig.  61  is  shown  the 
theoretical  arrangement  of  instruments  when  dynamos  are 
used  to  supply  the  current  for  this  quadruplex  system. 

The  pole  changer  and  the  dynamos  D  and  U  are  arranged 
in  the  same  manner  as  in  the  polar  duplex,  and  the  conti- 
nuity-preserving transmitter  is  the  same  as  the  one  used  in 
several  systems  that  have  already  been  described.  It  is 
necessary  in  a  quadruplex  system,  not  only  to  be  able  to 
reverse  the  current  and  to  vary  the  strength  of  the  current 
in  the  ratio  of  1  to  3  or  1  to  4,  but  it  is  also  necessary  to 
keep  the  resistance  of  the  circuit  at  each  terminal  station  as 
constant  as  possible.  It  would  not  do  to  directly  insert  or 
remove  a  resistance  in  such  a  manner  as  to  appreciably  alter 
the  resistance  of  the  whole  system. 

1 76.  The  arrangement  of  resistances  shown  in  this  figure 
was  devised  by  Mr.  S.  D.  Field  for  the  Western  Union  Tel- 
egraph Company.  In  this  figure,  two  resistance  coils,  one 
of  1,200  ohms  and  another  of  000  ohms,  called  the  added  re- 
sistance and  leak  coil^  respectively,  are  so  arranged  in  con- 
nection with  the  pole  changer  and  the  transmitter  that  the 
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resistance  of  the  circuit  remains  practically  constant  in  all 
possible  positions  of  these  two  instruments.  The  lever y* of 
the  pole  changer  is  connected  to  a  point  a  where  the  circuit 
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Fig.  61. 

brandies,  one  brancli  being  directly  connected  to  the  stop  c 
on  the  transmitter,  and  the  other  branch  through  the  added 
resistance  of  J/^OO  ohms  to  the  point  //. 

The  line  and  artificial-line  circuits  come  together  at  the 
point  //,  which  is  also  connected  directly  to  the  tongue  ^/ of 
the  transmitter.  The  !Mi()-ohm  leak  coil  is  connected  be- 
tween the  lever  c  of  the  transmittt^r  and  the  ground  G^. 

1  77.  Let  us  suppose  tiiat  the  linetMrc  uit,  which  includes 
the  line  coils  of  tiie  neutral  and  })olar  relays  and  tiie  apparatus 
in  the  lint*  circuit  at  the  tlistant  station,  has  a  resistance 
of  3,(>()0  ohms,  then  the  artificial-line  circuit  will  have  the 
same  resistance.      In  series  Avith  each  dynamo  is  a  lamp  of 
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600  ohms,  which  is  necessary  to  protect  the  dynamos  from 
injury  due  to  an  accidental  short  circuit. 

178.  Re»l»taiice  of  Circuit  I»  Constant. — The  re- 
sistance of  the  circuit  from  //  to  the  ground  through  the 
transmitter  and  pole  changer  at  the  home  office  to  incoming 
currents  is  constant  whether  the  transmitter  is  open  or 
closed.  With  the  transmitter  open,  the  added  resistance, 
1,200  ohms,  is  in  series  with  the  600-ohm  lamp  /  or  /', 
making  1,800  ohms  in  this  path.  This  1,800  ohms,  however, 
is  in  parallel  with  the  900-ohm  leak  coil,  and,  hence,  the 
combined  resistance  of  these  two  paths  from  h  to  the 
ground  is 

900  X  1,800 


900+1,800 


=  600  ohms. 


When  the  transmitter  is  closed,  the  added  resistance  is 
short-circuited^  because  the  tongue  d  touches  the  contact 
stop  c\  and  the  leak  coil  is  on  open  circuity  because  the 
tongue  d  no  longer  touches  the  hook  of  the  lever  e.  Hence, 
the  only  resistance  between  the  point  h  and  the  ground 
through  the  transmitter  and  pole  changer  is  the  600-ohm 
lamp  in  the  dynamo  circuit. 

Therefore,  the  resistance  from  h  to  the  ground  through 
the  transmitter  and  pole  changer  is  the  same,  600  ohms,  in 
both  positions  of  the  transmitter.  Evidently,  the  resistance 
is  also  the  same  in  the  two  positions  of  the  pole  changer, 
because  there  is  a  similar  600-ohm  lamp  in  series  with  each 
dynamo.  Moreover,  the  resistance  of  the  artificial  line  re- 
mains the  same,  namely,  3,600  ohms;  hence,  the  combined 
resistance  to  incoming  currents  of  all  possible  paths  from  h 
to  the  ground  at  the  home  station  is  always 

3,600  X  600       ^^  ,     . 
3:600  +  600  =  ^^^  ^^"^^- 

Therefore,  the  incoming  line  current  has  a  path  of  the 
same  resistance  from  h  to  the  ground  in  the  open  and  closed 
positions  of  both  the  transmitter  and  pole  changer.  Since 
the  same  is  also  true  at  the  distant  end,  it  follows  that  the 
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resistance  of  the  circuit  is  the  same  for  all  sixteen  combina- 
tions of  the  four  keys,  as  long  as  the  resistance  of  the  line 
circuit  remains  constant. 

179.  Furthermore,  it  can  be  shown  that  the  total  cur- 
rent supplied  by  either  dynamo  to  one  quadruplex  circuit 
arranged  in  this  manner  is  the  same  in  both  the  open  and 
closed  positions  of  the  transmitter.  This  remark  does  not 
strictly  apply  to  intermediate  positions  of  the  two  pole 
changers  (one  at  each  end).  In  the  intermediate  position  of 
the  pole  changer,  both  dynamos,  with  their  600-ohm  lamps, 
are  on  open  circuit,  but  the  time  during  which  this  is  the 
case  is  extremely  short  when  the  pole  changer  is  properly  ad- 
justed. It  probably  has  some  effect  on  the  distant  neutral 
relay,  due  to  the  fact  that  the  line  retards  the  arrival  of  the 
reversed  current;  and  the  neutral  relay,  although  exceed- 
ingly quick  in  magnetizing  and  demagnetizing,  has  some 
magnetic  inertia,  though  the  amount  may  be  very  small, 
that  must  be  overcome;  hence,  some  time  is  required  to 
reverse  its  magnetism.  The  momentary  absence  of  the  cur- 
rent does  not  cause  any  trouble  in  the  polar  relay,  for,  as  has 
already  been  explained,  the  tongue  of  the  polar  relay  will 
remain  on  whichever  side  it  happens  to  be  at  the  instant 
when  tile  current  ceases. 

When  the  transmitter  is  open,  the  resistance  from  G 
through  either  dynamo  circuit  to  the  point  h  is  1,800  ohms. 
From  the  point  h  to  the  ground  through  both  the  line  and 
the  artificial-line  circuits  the  resistance  is  1,800  ohms,  since 
the  line  and  artificial-line  circuits  are  in  parallel  with  each 
other.  This  ],80()  ohms  is  in  parallel  with  the  900-ohm  leak 
coil ;  hence,  the  total  resistance  from  h  to  the  ground  through 
the  line,  artificial  line,  and  leak  coil  is 

1,800  X  IH)0        .    ^    . 
--—      -        =  OOO  ohms. 
1,800  -f-lHH) 

This  resistance  is  in  series  with  the  1,800  ohms  in  the  dynamo 
circuit  (1,200  in  the  added  resistance  and  f)00  in  the  lamp); 
hence,  the  total  resistance  of  the  circuit  to  which  the  dynamo 
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supplies  current,  in  the  open  position  of  the  transmitter,  is 
1,800  +  600  =  2,400  ohms. 

1 80.  When  the  transmitter  is  closed,  the  added  resist- 
ance is  short-circuited  and  the  leak  coil  is  on  open  circuit. 
Then  the  resistance  from  the  ground  G  through  either 
dynamo  to  the  point  h  is  000  ohms,  and  the  path  from  h 
to  the  ground  consists  only  of  the  line  and  the  artificial-line 
circuits,  which  have  a  combined  resistance  of  1,800  ohms. 
Thus  the  total  resistance  of  the  circuit  to  which  the  dynamo 
supplies  current  in  the  closed  position  of  the  transmitter  is 
600  +  1,800  =  2,400  ohms,  the  same  as  in  the  open  position 
of  the  transmitter.  Therefore,  since  the  resistance  remains 
the  same,  the  current  supplied  by  the  dynamo  will  remain 
the  same. 

The  amount  of  current  that  will  flow  into  the  line  in  the 
two  positions  of  the  home  transmitter  may  be  calculated  as 
follows. 

181,  Transmitter  Open. — It  was  shown  in  the  last 
paragraph  of  Art.  1 79  that  the  total  resistance  of  the  cir- 
cuit to  which  either  dynamo  supplies  current  when  the 
transmitter  is  open  is  2,400  ohms;  hence,  if  the  dynamo 
generates  an  electromotive  force  of  300  volts,  there  will  be 
flowing  between  the  ground  G  and  the  point  //  a  current  of 

=  .125  ampere,  or  125  milliamperes. 


2,400 


This  current  divides  at  the  point  //  and  flows  through 
three  paths.  The  same  quantity  evidently  flows  through 
the  artificial-line  circuit  as  flows  through  the  line  circuit, 
because  the  two  circuits  are  exactly  equal  in  resistance; 
hence,  by  calculating  the  total  current  that  flows  through 
these  two  circuits,  the  strength  of  the  current  that  flows  in 
the  line  circuit  may  be  found  by  dividing  the  result  found  ' 
by  2.  The  joint  resistance  of  the  line  and  the  artificial-line 
circuit,  which  are  in  parallel,  will  evidently  be  one-half  of 
3,600  ohms,  or  1,800  ohms.  This  1,800  ohms  is  in  parallel 
with  the  leak  coil  of  900  ohms.     The  total  current  will  divide 
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inversely  in  proportion  to  the  resistance  in  these  two  cir- 
cuits, and  the  sum  of  the  currents  in  the  line  and  artificial- 
line  circuits  will  be  to  the  total  current  supplied  by  the 
dynamo  as  the  joint  resistance  of  the  three  paths,  COO  ohms 

/      1,800  X  900\    .,,,..,         .  ,  r  ,u      V  A 

I  =  T- VTT— r— TTT- 1«  IS  to  the  joint  resistance  of  the  line  and 
\      1,800  +  900/'  ^ 

artificial-line  circuits,  1,800  ohms.     Consequently,  the  sum 

of  the  two  currents  that  will  flow  in  the  line  and  in  the 

artificial-line  circuits  will  be 

-  - — -  X  125  =  41. G  milliamperes, 
1  ,oOO 

and  the  current  in  the  line  will  be  one-half  of  41.6,  or 
20.8  milliamperes. 

182.  Transmitter  Closed. — When  the  transmitter  is 
closed,  the  1,200-ohm  added  resistance  is  short-circuited 
through  the  contact  stop  c  and  the  tongue  d  of  the  trans- 
mitter. Fig.  Gl,  and  the  900-ohm  leak  coil  is  cut  out  of  the 
circuit.  With  the  transmitter  in  this  position,  the  total  re- 
sistance of  the  circuit  will  be  GOO  ohms  -\-  1,800  ohms  =  t>,400, 
as  before,  and  the  total  current  is  also  the  same.  The  total 
current  will  be  125  milliamperes,  and  one-half  of  this,  or 
G2.5  milliamperes,  will  flow  through  the  line. 

183.  Ratio  of  tiie  Two  Currents. — When  the  trans- 
mitter was  open,  the  currttnt  in  the  line  was  20.8  milli- 
amperes; when  closed,  the  current  was  G2.5  milliamperes. 
From  this  fact,  it  is  evident  that  closing  the  transmitter 
increases  the  current  ///  ///t'  ////<'  from  2n.s  milliamperes  to 
G2.5  milliamperes;  that  is,  in  the  ratio  of  about  1  to  3. 
Nevertheless,  the  resistance  of  the  home  circuit  to  incoming 
currents  and  the  total  current  remains  the  same  in  both 
positions  of  the  transmitter. 

It  is  frecpiently  desirable  to  have  the  ratio  of  the  current 
increase  i  tt)  4  instead  of  1  to  l>.  In  order  to  accomplish  this, 
it  is  only  necx'ssary  to  increase  the  1,;J()<)  ohms  in  the  added 
resistance  to  1,S()()  ohms,  and  lo  drcrrase  the  \H)()  ohms  in  the 
leak  coil  to  800  olims.      It  can  be  shown  in  the  same  manner 
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r-i'-J    600  Ohms.  y^OO  OAsmM.  ''/. 


"la^'i 


zt^^fixt^jm^mfm^ 
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as  above  that  the  ratio  of  the  strength  of  the  current  in  the 
two  positions  of  the  transmitter  will  now  be  as  1  to  4. 

184.  Added  Rcslntance  and  Leak  Box. — In  order 
to  readily  accomplish  this  change  in  the  added  resistance 
and  leak  coil,  the  re- 
sistance  box  shown  in  fillT 
Fig.  62  is  used.  Be- 
tween the  binding  posts 
a  and  b  two  coils  are 
joined  in  series,  one  of 
which  has  a  resistance 
of  000  ohms  and  the 
other  a  resistance  of 
1,200  ohms;  and  be- 
tween the  binding  posts  c  and  d^  two  coils  are  joined  in 
series,  one  of  which  has  a  resistance  of  100  ohms  and  the 
other  a  resistance  of  800  ohms.  The  resistance  between  the 
binding  posts  a  and  b  will  be  1,800  ohms  when  there  is  no 
plug  in  the  hole  at  e.  When,  however,  a  plug  is  put  in  the 
hole  at  r,  the  resistance  between  a  and  b  is  only  1,200  ohms, 
because  the  GOO-ohm  coil  is  short-circuited.  When  there  is 
no  plug  in  the  hole  at  /,  the  resistance  between  c  and  d  is 
900  ohms,  and  when  there  is  a  plug  in  the  hole  at  y,  the 
resistance  between  c  and  d  is  only  800  ohms.  Hence,  it  is 
evident  that  with  one  plug  in  the  hole  at  e  we  have  an 
added  resistance  of  1,200  ohms  and  a  leak  coil  of  900  ohms. 
By  shifting  this  plug  from  e  to  /",  the  added  resistance  is 
1,800  ohms  and  the  leak  coil  800  ohms;  hence,  it  is  a  very 
simple  matter  to  change  the  ratio  of  the  current  from  1  to  3 
to  1  to  4. 

1  S5«     ^Western    Union    Dynamo     Quadruples.  — 

Fig.  G3  is  a  diagram  of  the  Western  Union  quadruplex, 
showing  the  connections  of  the  main-line  and  artificial-line 
circuits  when  dynamos  are  employed.  The  local  circuits  for 
the  sounders,  transmitter,  and  pole  changer  are  shown  in 
Figs.  07  and  G8.  The  apparatus  and  connections  in  Fig.  G3 
are  lettered,  as  nearly  as  possible,  as  in  the  preceding  figures. 
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The  three  arms  of  the  switch  M  are  all  turned  to  the  left 
when  the  system  is  in  working  order.  The  arm  ;/  of  the 
switch  M  is  turned  so  as  to  rest  on  the  right-hand  button  4 
when  the  set  is  being  balanced.  This  disconnects  the  two 
dynamos  D  and  U  and  the  pole  changer  entirely  from  the 
circuit,  and  connects  the  neutral  and  polar  relay  through  the 
center  arm  u  of  the  switch  and  through  the  ground  coil  Gc 
to  the  ground  C,.  In  series  with  each  dynamo  is  a  lamp  / 
or  /',  having  a  resistance  of  COO  ohms.  The  various  resist- 
ances are  placed  in  boxes  and  means  provided  for  readily 
adjusting  both  them  and  the  condensers.  The  latter  are 
usually  placed  under  the  table.  The  box  W  contains  all  the 
resistance  coils  for  the  artificial  line;  that  is,  the  resist- 
ances Rhy  Cr^  and  Cr„  and,  also,  the  ground  coil  Gc. 
Nc  and  A  B  represent  the  condenser  and  resistances,  re- 
spectively, that  are  used  in  connection  with  the  extra,  or 
third,  coil  of  the  neutral  relay. 


FRBIR  SELF-POLARIZING   RELAY. 

186.  In  quadruplex  telegraphy,  where  two  messages 
are  simultaneously  sent  in  the  same  direction,  one  by  re- 
versals and  the  other  by  changes  in  current  strength,  a  diffi- 
culty is  encountered  in  accurately  recording  signals  of  the 
latter  class  that  is  due  to  a  period  of  no  current  through 
the  neutral  relay  at  the  moment  of  current  reversal.  The 
armature  of  the  neutral  relay  when  attracted  by  the 
stronger  current  will  be  momentarily  released  when  the  cur- 
rent is  reversed  and  will  make  a  movement  toward  the 
back  or  working  contact,  which,  if  completed,  would  cause 
a  false  signal. 

The  object  that  Mr.  Freir  had  in  view  when  designing  his 
self-polarizing  relay  was  to  produce  a  neutral  relay  that  would 
be  very  sensitive  to  changes  in  the  strength  of  the  current 
but  which  would  avert,  as  far  as  possible,  the  false  move- 
ment of  the  relay  armature  during  the  cessation  of  current 
at  the  moment  of  reversal. 
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1 87.  The  Freir  relay,  although  called  a  self-polarizing 
relay,  is,  in  reality,  not  a  polarized  relay.  It  does  not  re- 
spond to  a  change  in  the  direction  of  the  current,  and,  there- 
fore, cannot  be  used  except  as  a  neutral  device.  Like  all 
**  common-side  "  relays,  it  is  operated  only  by  alterations  in 
the  strength  of  the  current.  It  derives  its  name  from  the 
fact  that  its  armature  becomes  alternately  positive  and  neg- 
ative by  reversals  of  the  current. 


^i^ca/\ 


188.  The  Freir  self-polarlzlns  relay,  shown  in 
Fig.  64,  has  three  parallel  coils  A,  B,  and  C  wound  on  soft- 
iron  cores.  To  each  end 
of  each  core  is  fastened 
a  soft-iron  extension  that 
forms  a  pole  piece,  three  of 
which  a,  b,  and  c  are  shown 
in  the  figure.  There  are  two 
soft- iron  armatures,  one 
resting  in  the  pole  piece  b 
^  and  the  other  in  a  similar 

^  pole  piece  at  the  other  end 

^'°-  ^-  of  the  coil  />.     These  arma- 

tures are  fastened  to  an  aluminum  frame  in  the  same  man- 
ner as  the  armatures  of  the  new  standard  Western  Union 
polarized  relay  illustrated  in  Fig.  '2'^.  The  magnets  and 
armatures  are  enclosed  in  a  brass  case  with  a  rubber  top  in 
a  similar  manner.  The  relractile  spriui^:  i\  in  Fig.  r»4-,  tends 
to  hold  the  tongue  />^ against  the  stop  /».  The  three  electro- 
magnets are  connected  in  scries,  their  eoils,  however,  being 
so  wound  and  connected  that  a  current  passing  through 
them  in  one  direction  produc^tts  a  south  pole  at  a  and  b  and 
a  north  pole  at  r.  At  the  same  time,  the  south  pole  at  b 
produces,  by  induction  or  by  actual  contact,  a  south  pole  in 
that  portion  of  the  armature  that  is  between  the  i)ole  pieces ^ 
and  c.  Thus,  with  this  direction  of  current,  the  south  pole 
at  a  tends  to  re[)el  and  the  north  pole  at  c  to  attract  the 
armature.  If  this  (Mirrent  is  strong  enough,  D  will  be 
moved   from  p  against  q  and  will   remain   there   until   the 
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strength  of  the  current  is  sufficiently  diminished  to  allow  the 
spring  e  to  pull  it  against  the  stop  /.  Whenever  the  current 
is  reversed  by  the  operation  of  the  distant  pole  changer, 
there  will  be  a  momentary  cessation  of  current  through  the 
coils  Ay  />,  and  C^  but  with  a  relay  constructed  in  this 
manner,  the  momentary  absence  of  current  is  not  of'  suffi- 
cient duration  to  permit  the  armature  to  be  sufficiently 
released  to  allow  D  to  return  to  the  back  stop  /.  When 
the  current  is  reversed,  a  north  pole  is  produced  in  a^  by  and 
in  that  portion  of  the  armature  that  lies  between  r  and  rt', 
while  a  south  pole  is  produced  in  c.  Hence  c  continues  to 
attract  the  armature  and  a  to  repel  it.  Thus,  although  the 
magnetism  of  the  several  pole  pieces  is  reversed,  their 
respective  attractions  and  repulsions  remain  unchanged. 

189.  This  relay  has  proved  to  be  a  very  satisfactory  in- 
strument. Aside  from  the  self-polarizing  principle,  the 
absence  of  yokes,  the  small  amount  of  iron  in  the  cores  of 
the  magnet,  and  the  excellent  disposition  of  the  cores,  pole 
pieces,  and  armature,  and  the  light  weight  and  consequent 
small  inertia  of  the  moving  parts,  make  this  relay  work  very 
quickly  and  efficiently.  Furthermore,  it  requires  no  con- 
densers or  other  devices  that  are  necessary  on  the  neutral 
side  of  some  quadruplex  systems  in  order  to  tide  the  neutral 
relay  over  the  interval  of  no  magnetism  while  the  direction 
of  the  current  is  being  reversed. 

1$H>«  Each  coil  of  this  relay  consists  of  two  separate 
windings,  so  that  the  relay  can  be  connected  differentially  in 
the  circuit  the  same  as  any  dilTcrentially  wound  relay.  Each 
half  of  the  winding  on  one  core  contains  about  2,IJ5()  turns  of 
wire  and  has  a  resistance  of  1 33^  ohms.  This  makes  400  ohms 
in  the  main-line  and  artificial-line  circuits.  The  method  of 
winding  this  relay  is  shown  in  Fig.  (15,  which  is  a  view  of 
the  relay  as  it  appears  when  looked  at  from  above,  all 
the  details  that  might  tend  to  complicate  the  figure  being 
omitted.  The  binding  posts  are  shown  along  the  top  of  the 
figure.  When  the  current  flowing  into  the  relay  divides 
equally  at  //,  half  flowing  out  at  m  and  half  out  at  o,  it  will 
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be  found  by  tracing  the  direction  of  the  current  in  each 
coil  around  the  iron  core,  that  the  two  coils  on  each  core 
neutralize  each  other;  hence,  the  relay  is  not  magnetized. 
If,  however,  the  current  does  not  divide  equally  at  //,  then 

the    relay   is    energized 
"•  ^^"  '^  and  the   armature   will 

close  the  local  circuit  if 
the  difference  in  the 
strength  of  the  current 
in  the  two  halves  is 
sufficient  to  overcome 
the  opposing  spring. 


191.   Adjustment. 

In  order  that  the  con- 
tact points  of  the  Freir 
relay  will  not  remain 
permanently  closed, 
there  is  attached  to  the 


Pig.  66. 


tongue  a  retractile  spring  that  has  a  tension  strong  enough 
to  keep  the  relay  oj)en  when  it  is  magnetized  only  by  the 
smaller  current  emj)loyed  in  the  quadruplex  system.  The 
adjustment  of  the  spring  is  identical  with  that  of  the  ordi- 
nary neutral  rehiy. 

The  proper  position  of  the  armature  lever  between  the 
two  magnets  is  shown  in  Fig.  ()4.  The  space  between  the 
lever  D  and  the  pole  piece  a  should,  under  ordinary  con- 
ditions, be  at  least  twice  as  great  as  that  between  armature  D 
and  pole  piece  c.  Ordinarily  c  should  be  placed  ^^  inch 
from  the  armature  and  a  about  three  times  that  distance, 
or  3'V  inch,  from  the  armature.  As  the  magnet  A  repels  the 
armature  and  the  magnet  6' attracts  it,  it  is  nattiral  to  sup- 
pose that  if  the  magnet  A  were  nearer  the  armature  it 
would  helj)  C  move  the  armature,  but  that  is  not  the  case. 
Under  normal  conditions  the  repelling  magnet  .1  should  not 
help  the  magnet  C  do  its  work,  and  for  that  reason  it  is 
pulled  away  from  the  armature,  as  stated.  If  the  repelling 
magnet  is  placed  too  close  to  the  armature,  the  lines  of  force 
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from  C  will  cut  through  and  weaken  the  polarity  of  the 
armature  and  so  reduce  the  attraction  of  the  latter  for  C. 

The  third  coil  may  seem  to  be  superfluous,  and  easily  dis- 
pensed with.  This  is  not  the  case,  however,  because  it  has,  in 
practice,  proved  to  be  beneficial  in  bringing  the  repelling 
coil  closer  to  the  armature,  when  the  effective  current  on  a 
long  circuit  is  weakened  by  the  leakage  due  to  wet  weather 
and  when  the  repelling  magnet  is  actually  needed  in  order 
to  help  a  feeble  incoming  current  move  the  armature. 
This  enables  the  repelling  lines  of  force  to  cross  the  inter- 
vening gaps  in  their  endeavor  to  reach  the  opposite  polarity, 
and  their  transit  being  in  the  same  direction  as  those  of  the 
attracting  magnet,  the  movement  of  the  armature  is  accel- 
erated by  their  combined  strength. 

A  relay  very  similar  to  the  Freir  self-polarizing  relay,  but 
without  the  repelling  coil,  has  been  used  in  England.  A 
strong  point  in  favor  of  the  third,  or  repelling,  coil  is  found 
in  the  fact  that  the  three-coil  arrangement  has  given  sat- 
isfaction where  the  English  two-coil  relay  has  failed. 


NBliV  STANDARD   WESTERN   UNION  QUADRUPLEX. 

192.  Fig.  66  gives  the  diagram  of  connections  of  the 
new  standard  quadruplex  of  the  Western  Union  Telegraph 
Company,  in  which  the  new  standard  apparatus  and  dyna- 
mos are  used.  In  order  to  keep  the  diagram  as  clear  as  pos- 
sible, all  sounders  and  local  circuits  have  been  omitted. 
They  will  be  shown  in  Figs.  67  and  ijS.  The  apparatus  to 
which  it  is  desirable  to  call  particular  attention  is  the  Freir 
self-polarizing  relay,  which  is  now  being  introduced  in  place 
of  the  ordinary  three-coil  neutral  relay,  the  new  form  of 
polar  relay,  and  the  resistance  boxes  Rh  and  V,  which  are 
slightly  different  in  form  from  any  previously  shown.  The 
use  of  the  Freir  relay  has  improved  the  working  of  the  sys- 
tem and  does  away  with  the  condenser  ^W  and  the  coils  A 
and  B  shown  in  Fig.  56,  as  they  are  not  needed  to  bridge 
this  relay  over  the  interval  of  no  magnetism  due   to  the 

T.  G.    II.— II 
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reversal  of  the  distant  pole  changer.  The  Freir  rela}'  merely 
replaces  the  older  form  of  neutral  relay  and  does  not  change 
the  principle  of  this  quadruplex  system  in  any  way. 

193.  The  resistance  box  Rh  contains  the  resistance 
for  the  artificial  line  corresponding  to  Rh  in  Fig.  56.  In 
Fig.  06  both  the  top  iv  and  the  front  /  of  the  box  contain- 
ing the  resistance  Rh  are  shown.  On  the  front  /  of  the  box 
is  a  switch  arm/*  that  connects  the  contact  button  /  with 
any  one  of  the  contact  buttons  b^  r,  or  d.  Between  these 
contact  buttons  are  two  coils,  each  of  which  has  a  resistance 
of  3,000  ohms.  When  the  arm  /  rests  on  b^  both  of  these 
coils  are  connected  in  series  in  the  artificial-line  circuit; 
when  the  arm  rests  on  r,  one  of  these  coils  is  cut  out ;  and 
when  it  rests  on  d^  both  coils  are  cut  out.  The  arm  g  on  the 
top  of  the  box  makes  a  contact  with  any  one  of  eleven  but- 
tons; the  arm  n  may  similarly  be  placed  in  contact  with 
any  one  of  eleven  buttons.  The  amount  of  resistance  in 
the  circuit  between  a  and  e  depends  on  the  positions  of  the 
arms  g^  «,  and  /.  There  are  ten  coils  in  the  upper  part  of 
the  rheostat  /?//,  each  coil  having  400  ohms  resistance,  and 
ten  coils  in  the  lower  part  of  the  same  box  that  have  40  ohms 
resistance  each. 

194.  The  box  V  contains  a  coil  Gc,  corresponding  to 
the  ground  coil  Gc^  in  Fig.  56.  This  coil  is  included  in  the 
circuit  for  the  purpose  of  balancing  the  system.  The  ground 
coil  Gc^  which  need  not  be  adjustable,  has  a  resistance  of 
600  ohms,  which  is  equivalent  to  the  resistance  of  the  lamp 
in  each  dynamo  circuit.  The  coils  Cr  and  6  r,  are  adjusted 
by  means  of  two  radial  arms.  These  coils  correspond  to 
the  coils  Cr  and  Cr,,  respectively,  in  Fig.  oG,  and  the  con- 
densers C  and  C,  correspond  to  the  condensers  C  and  C,, 
respectively,  in  the  same  figure.  The  total  resistance  in 
the  upper,  or  Cr^  portion  of  the  box  is  5*25  ohms,  and  the 
total  resistance  in  the  lower,  or  6V,,  i)ortion  of  the  box 
amounts  to  1,000  ohms.  Thus  the  resistance  Cr  may  be 
adjusted  from  0  to  525  ohms,  and  the  resistance  Cr^  from  0 
to  1,000  ohms.     Usually,  the  condenser  C  should  have  about 
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twice  the  capacity  of  C,,  since  it  equalizes  the  charge  on  the 
near  end  of  the  line,  which  is  greater  than  the  charge  toward 
the  center  of  the  line.  This  charge  is  to  a  large  extent 
equalized  by  the  condenser  C,.  These  radial-arm  resistance 
boxes  are  not  extensively  used,  because  operators  have 
found  that  boxes  requiring  the  use  of  plugs  in  their  adjust- 
ment are  more  reliable,  because  plugs  make  firmer  connec- 
tions than  do  the  radial  arms. 

195.  The  switch  M  has  already  been  shown  in  connec- 
tion with  quadruplex  and  duplex  systems.  When  the  three 
arms  of  the  switch  rest  on  the  left-hand  contact  buttons, 
the  apparatus  is  properly  connected  for  use.  In  order  to 
balance  the  quadruplex,  the  switch  arm  x  should  be  turned 
to  the  right  until  it  rests  on  the  contact  button  4-  This  cuts 
off  both  dynamos,  the  transmitter,  and  the  pole  changer, 
and  connects  the  receiving  apparatus  directly  to  the  ground 
through  the  ground  coil  Gc. 

196.  Local  Connections. — Figs.  67  and  68  show  the 
connections  for  the  local  circuits  of  the  Western  Union 
quadruplex  system  when  dynamos  are  used.  Fig.  07  repre- 
sents the  neutral,  common,  or  No.  2,  side  of  a  complete  set. 
Fig.  ^ii^  represents  the  polar,  or  No.  1,  side.  In  this  figure, 
in  order  that  the  apparatus  and  connections  on  the  neutral 
side  may  appear  to  the  student  as  they  would  if  he  were 
fac:ing  that  side  of  the  table  instead  of  the  polar  side,  it  is 
only  necessary  for  him  to  look  at  the  figure  upside  down. 
In  b(;th  of  these  figures  the  aj)paratus  is  arranged  and 
lettered  the  same  as  it  is  in  Fig.  fJ3.  The  local  circuits  for 
Fig.  fJO  would  he  connected  in  the  manner  shown  in  these 
two  figures.  The  repeating  sounder  that  is  controlled  by 
the  neutral  relay  is  operated  by  the  7-volt  dynamo  7^^,  which 
is  used  for  opctrating  all  repeating  and  ordinary  100-ohm 
sounders  in  the  main  office  of  this  company.  All  4-ohm 
sounders,  pole  changers,  and  transmitters  are  supplied  with 
current  from  the  same  ^i^-volt  dynamo  D. 

The  local  cir(un*ts  are  so  arranged  that  they  may  be  ex- 
tended through  the  loop  switchboard  to  a  branch  office.    On 
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the  neutral  side,  shown  in  Fig.  67,  the  receiving  circuit  is 
controlled  by  the  repeating  sounder,  which,  in  turn,  is  con- 
trolled by  the  neutral  relay.  On  the  polar  side,  shown  in 
Fig.  68,  the  receiving  circuit  is  controlled  by  the  polar  relay. 
Both  receiving  circuits  are  shown  by  dotted  lines;  the  send- 
ing circuits,  one  of  which  includes  the  pole  changer  and  the 
other  the  transmitter,  are  shown  by  dash  lines.  It  will  be 
noticed  that  two  keys  are  placed  in  each  of  the  sending 
circuits;  the  second  key  in  each  circuit  is  to  enable  the 
receiving  operator  to  break  and  communicate  with  the  dis- 
tant end  without  having  to  leave  his  position.  Of  course, 
it  is  only  allowable  for  him  to  break  when  the  sending  oper- 
ator on  that  side  is  not  using  his  key. 

197.  The  switches  O  and  P  in  Fig.  67  and  iVand  Q  in 
Fig.  68  are  used  in  the  same  manner  as  are  those  that  were 
described  in  connection  with  the  polar  duplex.  When  the 
system  is  in  operation  and  the  local  circuits  are  not  to  be 
extended  to  any  branch  office,  the  arms  of  the  switch  N 
should  rest  on  the  contact  buttons*^  and  10 \  the  arms  c  and 
d  on  the  contact  buttons  3  and  5;  and  the  switches  P  and 
Q  on  the  contact  buttons  a  and  a^,  respectively.  With 
the  switches  in  this  position,  the  receiving  circuit  on  the 
neutral  side.  Fig.  67,  may  be  traced  from  the  ground  G 
through  the  23-volt  dynamo  /?,  contact  button  a^  arm  of  the 
switch  P^  contact  points  of  the  repeating  sounder,  the  mag- 
net of  the  reading  sounder,  the  switch  arm  c,  contact  but- 
ton 3,  the  lamp  /,,  to  the  ground  G^.  The  transmitter 
circuit  may  be  traced  from  the  ground  G  through  the 
23-volt  dynamo  Z>,  contact  button  a,  arm  of  the  switch  P, 
the  magnet  of  the  transmitter,  keys  K  and  A^,,  the  switch 
arm  d^  contact  button  5,  the  lamp  /„  to  ground  G^.  The 
two  circuits  on  the  polar  side  may  be  traced  in  the  same 
manner,  and  the  student  should  be  able  to  do  this  for 
himself. 

198.  When  the  receiving  and  sending  circuits  are  to  be 
extended  to  branch  offices,  the  sending  and  receiving  legs 
on  one  side  are  ordinarily  connected  to  one  branch  office, 
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and  the  sendrng  and  receiving  legs  on  the  other  side  to 
another  branch  office.  It  is  not  necessary  that  both  send- 
ing and  receiving  circuits  should  be  extended  to  the  same 
branch  office.  The  branch  offices  are  able  to  receive  the 
messages  that  are  coming  in  through  the  neutral  and  polar 
relays,  and  to  send  out  messages  by  controlling  the  trans- 
mitter and  pole  changer.  In  order  to  extend  these  re- 
ceiving and  sending  circuits  to  branch  offices,  the  arms  of 
the  switch  iV,  in  Fig.  68,  are  turned  to  the  left  until  they 
rest  on  contact  buttons  7  and  9,  and  the  arms  of  the 
switch  O,  in  Fig.  67,  are  turned  to  the  right  until  they  rest 
on  contact  buttons  4  ^^^  ^\  the  arms  of  the  switches  P 
and  Q  remain  on  buttons  a  and  a^  as  before. 

The  receiving  circuit  on  the  neutral  side,  shown  in 
Fig.  67,  may  be  traced  from  the  ground  G  through  the 
23-volt  dynamo  Z>,  switch  P^  contact  points  of  the  repeat- 
ing sounder,  the  magnet  of  the  reading  sounder,  the  switch 
arm  r,  contact  button  j^,  the  receiving  leg  to  the  loop 
switchboard,  the  main  switchboard  and  line  wire  to  the 
branch  office,  and  then  through  a  sounder  to  the  ground  at 
the  branch  office.  The  sending  circuit  on  the  same  side 
may  be  traced  from  the  same  ground  G,  through  the  23-volt 
dynamo  D^  the  switch  P^  the  magnet  of  the  transmitter, 
keys  A^  and  A',,  the  switch  arm  (/,  contact  button  6\  sending 
leg  to  the  loop  switchboard,  the  main  switchboard  and  line 
to  the  branch  office,  and  then  through  a  sounder  and  key  to 
the  ground  at  the  branch  office.  The  connections  through 
the  loop  switchboard  and  the  branch  office  are  exactly  the 
same  as  those  shown  in  connection  with  branch-office  cir- 
cuits in  the  polar  duplex  system.  It  will  be  noticed  that  the 
lamps  /.^,  /g,  /^,  and  /^  are  not  in  the  circuit  when  the  arms  of 
the  switches  A'  and  O  are  turned  so  as  to  extend  the  circuits 
to  the  loop  switchboard  and  branch  offices.  Each  one  of 
these  lamps  has  a  resistance  equal  to  the  resistance  in  one 
leg  of  the  branch-office  loop,  so  that  the  current  through 
the  sending  and  receiving  sides  is  the  same  in  both  positions 
of  the  arms  of  the  switches  uV  and  O.  When  the  sets  are 
not  in  use,  all  connections   with   the   23-volt    dynamo    are 
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broken  by  turning  the   switches  P  and   Q  to  the  contact 
buttons  b  and  ^,,  respectively. 

199.  The  quadruplex  apparatus  shown  in  Figs.  67  and 
68  is  arranged  on  a  large  table  that  is  divided  into  four  parts, 
one  quarter  being  for  each  operator.  Sitting  side  by  side 
are  two  operators,  one  of  whom  is  sending  through  the  pole 
changer  while  the  other  is  receiving  through  the  polar  relay. 
Facing  these  two  operators  are  the  other  two,  one  of  whom 
is  sending  through  the  transmitter  while  the  other  is  receiv- 
ing through  the  neutral  relay. 


JONCS   QUADRUPLBX    SYSTEM. 

200.  The  quadruplex  system  used  by  the  Postal  Tele- 
graph Company  is  known  as  the  Jones  quadruplex,  from 
its  inventor,  Mr.  F.  W.  Jones.  Its  principal  features  are 
shown  in  Fig.  69. 

Dynamos  are  used  for  generating  the  current  for  the  line 
and  local  circuits.  For  operating  the  main-line  circuits, 
four  machines  are  used.  They  are  adapted,  respectively,  to 
deliver  current  to  the  line  at  the  following  pressures:  one 
+  130  volts,  one  —130  volts,  one  +350  volts,  one  —350 
volts.  On  different  lines,  different  voltages  are  used;  the 
lower  electromotive  force  ranging  from  75  to  135  volts,  and 
the  higher  from  235  to  400  volts.  100-volt  and  300-volt 
machines  are  indicated  in  the  figure  merely  for  convenience 
in  explaining  the  system.  These  machines  each  have  one 
of  their  poles  connected  to  a  common  ground  G. 

201.  PCis  a  pole  changer  that  is  worked  by  the  key  Pk 
in  the  local  circuit.  The  pole  changer,  which  has  a  slightly 
different  construction  than  any  previously  shown,  serves 
simply  to  control  the  polarity  of  the  current  going  to  the 
line.  7"  is  a  transmitter  that  is  worked  by  the  key  Tk  in  a 
local  circuit  and  serves  simply  to  control  the  strength  of  the 
current  going  to  the  line,  irrespective  of  its  polarity.  The 
two  parts  of  the  lever  of  the  pole  changer  are  insulated  from 
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each  other  at  b.  This  pole  changer  makes  contact  either  at 
1  and  J^ox  ?l\.2  and  S\  1  and  2  are  fixed  contact  stops  while 
3  and  Jf.  are  spring  contacts.  The  lever,  when  it  moves 
upwards,  may  be  made  touch  the  spring  S  before  it  leaves 
the  spring  ^;  and  when  it  moves  downwards,  it  may  be 
made  touch  the  spring  4  before  it  leaves  the  spring  «J,  thus 
making  a  continuity-preserving  pole  changer  only  at  the 
lower  voltage  end.  The  stops  a  and  d  may  be  adjusted 
until  the  circuit  is  reversed  in  this  manner.  Thus  in  the 
middle  position  of  the  lever,  the  two  machines  —100  volts 
and  ~|-100  volts  are  momentarily  in  series  and  preserve  a 
continuous  circuit  from  the  lever  of  the  transmitter  T  to 
the  ground  G.  The  higher  voltage  machines  are  not 
arranged  in  this  manner  because  the  sparking  at  the  con- 
tact stops  1  and  2  would  be  injurious. 

202.  Non-inductive  resistance  coils  r,  usually  of  800 
ohms  each,  are  connected  directly  in  series  with  each 
dynamo.      A.  condenser  5r,  called  the  spark  condenser,  is 

generally  connected  between  the  lever  q  of  the  pole  changer 
and  the  ground,  in  order  to  reduce  the  spark  at  the  contact 
stops  1  and  2,  which  are  connected  to  the  higher  voltage 
dynamos.  The  extra  current  that  otherwise  would  cause  a 
bad  spark  when  the  circuit  is  broken  at  either  stop  i  or  j^  is 
opposed  by  the  discharge  from  the  condenser  »SV,  thus  pre- 
venting the  spark,  or  at  least  reducing  its  intensity. 

203.  Jones  Neutral  Uelay. — N R  is  a  triple-magnet 
relay  wound  differentially,  but  not  polarized,  and,  therefore, 
responding  to  currents  in  either  direction.  It  is  a  special 
form  of  a  neutral  relay.  The  spring  s  is  so  strong  that  in- 
coming currents  from  the  distant  100-volt  dynamos  will  not 
close  the  relay,  but  those  from  the  distant  300-volt  dynamos 
will.  The  two  electromagnets  M^  and  M"  are  magnetically 
independent  of  each  other  in  the  sense  that  their  cores  are  not 
magnetically  connected  in  any  manner,  but  they  act  in  con- 
junction upon  one  armature  lever.  The  cores  are  made  as 
short  as  possible  and  have  a  very  narrow  slot  running  to  the 
center  of  the  core.     This  slot  is  for  the  purpose  of  cutting 
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off  induced,  or  eddy,  currents.  The  magnets  M'  and  M' 
are  balanced  with  respect  to  outgoing  currents  in  the  ordinary 
manner,  and  although  not  so  shown  in  this  figure,  each  core 
has  two  separate  coils,  connected  respectively  in  the  main 
and  artificial  lines  as  shown  in  Fig.  70.  The  two  coils  on 
each  magnet  oppose  each  other  when  outgoing  currents  are 
flowing  through  them. 

As  the  two  magnets  pull  in  conjunction  on  the  same 
armature  lever,  when  an  unbalanced  current  circulates 
through  the  line  and  artificial-line  coils,  the  magnetic  effect 
of  arriving  currents  is  augmented;  and  as  the  cores  of  these 
magnets  are  independent  of  each  other,  the  time  required 
for  the  reversal  of  the  magnetism  of  both  cores  is  not 
increased  beyond  that  incurred  were  only  one  of  them  in 
circuit.  It  is  thus  possible  to  preserve,  or  prolong,  the 
magnetic  pull  of  the  neutral  relay  by  reducing  the  time  of 
reversal  of  the  magnetism  in  the  cores.  M  is  a  smaller 
magnet  that  acts  on  a  third  arm  of  the  armature  lever. 
The  magnetic  pull  of  this  magnet  assists  the  pull  of  the 
other  two  magnets. 

The  armature  of  the  relay  is  made  of  aluminum  and  is 
very  carefully  balanced.  The  retractile  spring  s  and  the 
magnets  M'  and  AI"  have  all  the  adjustments  found  in 
an  ordinary  relay.  The  magnets  occupy  the  positions 
shown  in  the  figure;  that  is,  M  is  below  M'  and  about  on  a 
level  with  M". 

204.  /,  in  Fig.  (59,  is  an  induction  coil  having  two  pri- 
mary coils  /"'  and  i\  and  one  secondary  coil  /.  The  magnet 
coils  J/'  and  ^l^"^  and  the  two  primary  coils  /'  and  /'  are 
difft^rentially  wound.  The  coil  i'  is  connected  in  series  with  ^ 
M'  in  the  line  circuit,  and  /"  in  series  with  M"  in  the  arti- 
ficial-line circuit.  The  object  of  this  device  is  to  prevent 
the  mutilation  of  the  signals  received  by  the  neutral  relay, 
by  preventing  the  armature  from  falling  back  upon  the 
back  stop  when  it  should  not  do  so.  One  of  the  primary 
coils  of  the  induction  coil  /is  wound  and  connected  so  as  to 
neutralize  the  effects  of  the  other  primary  coil.      Under  the 
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influence  of  currents  for  outgoing  signals,  the  secondary 
coil  /  of  the  induction  coil  has  no  current  induced  in  it, 
because  the  two  primary  coils  neutralize  each  other's  effects. 
But  incoming  currents  passing  through  the  primary  coil  will 
induce  an  instantaneous  current  in  the  secondary  coil  /, 
which. passing  through  the  magnet  coil  M  will  magnetize 
it.  The  effect  of  the  current  thus  set  up  in  the  secondary 
coil  and  made  to  act  on  the  neutral  relay  is  adjusted  so  that 
the  induced  secondary  current  will  not  be  sufficient  to  pull 
the  armature  away  from  the  back  stop.  When,  however, 
the  armature  lever  is  against  its  front  stop,  and,  therefore, 
in  closer  proximity  to  the  core  of  the  relay,  the  secondary 
current  will  be  sufficient  to  hold  up  the  armature,  although 
the  strength  of  the  current  in  the  coils  M*  and  J/',  con- 
sequent upon  a  reversal  of  polarity,  may  momentarily 
cease. 

Suppose  that  while  the  lever  of  the  transmitter  T  is  de- 
pressed, in  order  to  transmit  a  dash  on  the  neutral  side,  the 
lever  of  the  pole  changer  moves  from  its  depressed  to  its 
raised  position.  The  electromotive  force  in  the  circuit  will 
change  from  -}-  300  to  —  300,  and,  therefore,  the  current 
passing  through  the  home  relay  will  change  in  direction,  and 
in  so  doing,  it  will  pass  through  its  zero  value.  This  change 
in  direction  will  tend  to  suddenly  release  the  armature  of  the 
neutral  relay  and  reattract  it,  thus  tending  to  break  the  dash 
that  the  relay  N  R\%  receiving.  The  change  in  the  current 
passing  through  the  coil  i  will  induce  a  current  in  the  coil  / 
that  will  pass  through  the  coil  M  and  that  will  be  at  its 
maximum  strength  as  the  current  in  the  line  and  coil  /' 
passes  through  zero.  This  current,  therefore,  acts  on  the 
armature  /  to  prevent  it  from  fluttering  and  touching  the 
rear  stop  when  it  should  remain  against  the  front  stop.  The 
current  induced  in  the  secondary  coil  /  is  always  strongest 
when  most  needed;  that  is,  when  the  current  in  the  line  is 
varying  most  rapidly,  as  it  does  when  it  passes  through  zero. 

205*  PR  is  a  differential  polarized  relay,  responding  to 
positive  currents  coming  from  the  distant  station,  but  held 
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connected  to  the  ground,  while  from  the  other  pole  leads 
are  taken  through  non-inductive  resistance  coils  of  about 
30  ohms,  to  the  various  sounders,  the  magnets  of  the  pole 
changer  and  transmitter,  to  the  ground.  This  arrangement 
of  the  local  receiving  and  sending  circuits  will  be  shown 
more  fully  in  Figs.  71  and  72.  The  switch  Q  in  Fig.  69  is 
used  for  grounding  the  circuit  through  the  coil  Gc,  leaving 
all  transmitting  apparatus  cut  off.  This  is  for  the  purpose 
of  balancing  and  properly  adjusting  the  relays  to  incoming 
currents  from  the  line.  The  resistances  Rh  and  Cr  and  the 
condensers  C  constitute  the  artificial  line,  which  is  adjusted 
in  the  manner  explained  in  connection  with  the  duplex 
systems. 

212.  Practical  Arransemeut.  —  The  practical  ar- 
rangement of  the  apparatus  in  the  Jones  quadruplex  system 
is  shown  in  Fig.  70.  This  figure  is  lettered  the  same  as  the 
preceding  one.  The  switches  M  and  A^,  to  which  the 
dynamos  are  connected,  are  located  on  the  desks  on  which 
the  quadruplex  apparatus  is  placed.  They  are  used  in  this 
case  simply  to  connect  and  disconnect  the  dynamos.  When 
the  quadruplex  set  is  in  use,  the  switches  M  and  N  are 
pushed  to  the  right  so  that  the  arms  rest  on  the  contact 
buttons  ^,  4,  '^j  and  8.  When  the  arms  are  in  the  interme- 
diate, or  left-hand,  positions  all  the  dynamos  are  cut  off. 
The  pole  changer,  although  somewhat  different  in  form  from 
that  shown  in  Fig.  69,  accomplishes  exactly  the  same  result. 
The  higher  voltage  machines  are  never  short-circuited. 
The  lower  voltage  machines,  however,  are  momentarily 
short-circuited  when  the  lever  is  in  the  middle  position,  be- 
cause the  lever  3  touches  the  lever  e  before  the  latter  is 
pushed  away  from  the  stop  -^.  The  interval  during  which 
the  lower  voltage  machines  are  short-circuited  is  extremely 
small.  All  resistance  coils  are  contained  in  one  box,  the 
circuits  through  which  are  plainly  indicated.  The  two  con- 
densers C  and  t",,  the  adjustable  resistances  Cr  and  Cr^^  and 
the  resistance  Rk  constitute  the  artificial  line.  The  mag- 
nets M'  and  M'  of  the  neutral  relay  each  have  two  coils, 
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as  shown,  one  coil  on  each  magnet  being  connected  in  the 
line  circuit,  and  one  in  the  artificial-line  circuit.  The  two 
coils  on  the  one  magnet  oppose  each  other  when  they  are 
both  supplied  with  current  from  the  home-station  dynamos. 

213*  Between  the  contact  button  v  of  the  switch  Q  and 
the  ground  G^  is  the  ground  coil  Gc,  It  is  equal  in  resist- 
ance to  that  of  the  circuit  through  the  transmitter,  pole 
changer,  800-ohm  resistance  coil,  and  dynamo  to  ground  G. 
The  resistance  of  this  latter  circuit,  exclusive  of  the  800-ohm 
non-inductive  resistance  coil,  is  practically  negligible  and, 
hence,  Gc  is  practically  equal  to  the  resistance  of  that  coil, 
that  is,  800  ohms.  When  the  arm  of  the  switch  Q  is  turned 
to  the  contact  button  z',  the  resistance  of  the  home  quadru- 
plex  set  from  the  line  to  the  ground  is  evidently  the  same  as 
when  the  arm  is  on  the  contact  button  //.  The  arm  of  the 
switch  Q  is  placed  on  contact  button  v  when  the  system  is 
being  balanced. 

214.  Local  Couuectlous. — The  local  connections  for 
both  the  polar  and  neutral  sides  of  the  Jones  quadruplex 
system,  for  use  in  an  office  having  a  loop  switchboard  and 
dynamos,  are  shown  in  Figs.  71  and  72.  The  arrangement 
of  the  loop  switches  shown  in  these  figures  is  that  employed 
by  the  Postal  Telegraph  Company,  and  differs  somewhat 
from  the  arrangement  of  the  loop  switches  of  the  Western 
Union  Telegraph  Company.  The  upper  part  of  each  jack 
on  the  loop  switchboard  is  connected  through  a  pin  plug/ 
and  a  resistance  q  to  the  ground.  When  the  pin  plug  /  is 
removed,  the  upper  part  of  the  jack  is  disconnected  from  the 
ground.  When  the  quadruplex  set  in  a  main  office  is  not  to 
be  connected  with  any  branch  office,  nor  arranged  so  that  it 
will  repeat  into  another  quadru[)lcx  set,  the  pin  plugs  /  will 
all  be  in  place,  there  will  be  no  wedges  in  the  jacks, 
the  switches  J/ and  M'  will  be  turned  toward  the  right,  and 
the  switches  .V  and  A''  will  be  turned  toward  the  left. 
With  the  ap[)aratus  arranged  in  this  manner,  the  receiving 
circuit  on  the  [)<)Iar  side  may  be  traced  from  the  dynamo 
through  the  switch  J/,  the  polar-relay  contact  points,  the 
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sounder  5,  the  switch  iV,  the  jacky,,  the  pin  plug />,  resist- 
ance coil  q^  and  back  through  the  ground  to  the  dynamo. 

The  student  should  now  be  able  to  trace  the  sending  cir- 
cuit on  the  polar  side,  and  also  the  sending  and  receiving 
circuits  on  the  neutral  side.  On  the  neutral  side,  the  cir- 
cuit through  the  contact  points  of  the  repeating  relay  or 
sounder  and  the  magnet  of  the  ordinary  sounder  5,  resem- 
bles that  through  the  contact  points  of  the  polar  relay  and 
the  magnet  of  the  sounder  5  on  the  polar  side.  The  contact 
points  of  the  neutral  relay  and  the  magnet  of  the  repeating 
relay  are  in  a  third  separate,  or  independent,  circuit  between 
the  dynamo  and  the  ground.  The  non-inductive  resistance 
coils  are  made  of  German-silver  wire,  and  have  about  the 
following  resistances:  r,  r,  120  ohms  each ;  y^  170  ohms;  q,  q, 
130  ohms  each;  «/,  w^  iv^  zt/,  30  ohms  each;  and  «,  30  ohms. 

215.  One  Set  Repeatlugr  Into  Auotlier. — When  it 
is  desirable  to  repeat  from  one  quadruplex  set  into  another, 
it  is  only  necessary  to  connect  the  loop  switches  on  each 
side  by  means  of  flexible  wires  terminating  in  wedges  that 
are  insulated  on  one  side,  and  to  turn  the  switches  i1/,  N^  and 
N'  toward  the  right,  and  M'  toward  the  left;  or  M  may  be 
turned  toward  the  left,  and  M\  N\  and  N  toward  the  right. 
That  is,  by  inserting  the  wedge  W^  in  the  jack  y,,  and  the 
wedge  W^  in  the  jack  y,,  the  receiving  corner  of  the  polar 
side  of  one  quadruplex  set  may  be  made  to  repeat  into  the 
sending  corner  of  the  neutral  side  of  a  second  quadruplex  set. 
And  by  inserting  the  wedge  W^  into  the  jack  y,  and  the 
wedge  W^  into  the  jacky^,  the  receiving  corner  of  the  neu- 
tral side  of  the  second  set  may  be  made  to  repeat  into  the 
sending  corner  of  the  polar  side  of  the  first  quadruplex  set. 

The  student  should  be  able  to  trace  out  the  circuits  for 
himself,  and  should  also  understand  that  when  the  wedges 
are  inserted  in  the  manner  described  above,  the  polar  and 
neutral  sides  shown  here  will  belong  to  two  entirely  different 
quadruplex  sets.  For  instance,  the  polar  side  may  belong 
to  the  quadruplex  system  extending  from  New  York  to 
Buffalo,  and  the   neutral   side  to   the   quadruplex  system 
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[tending  from  New  York  to  Baltimore.     Therefore,  when 

le  jacks  ar"  connected  together  by  means  of  cnrds  termina- 

'tingi'n  single  wedges,  in  the  manner  just  explained,  we  have 

the  polar  side  of  the  Buffalo  quadruplex  repealing  into  the 

neutral  side  of  the  Baltimore  quadruples  set. 

In  order  to  change  this  arrangement,  so  that  one  side  will 
no  longer  repeat  Into  the  other,  it  is  only  necessary  to  turn 
the  switches  M  and  J/'  toward  the  right,  and  A'  and  A*"' 
toward  the  left.     Each  side  will  then  work  independently. 

216.  Poaiiii  ^elegrapli  Loops. — The  Postal  Tele- 
graph Company's  loop  system  Is  further  illustrated  ir,  Fig.  73. 
This  figure  shows  i  method  employed  for  connecting  a 
hnn^lA  f-ffi-- with  thi  quadruple,  set,  so  that  the  branch 
.  .d  send  on  another.  When 
tii^  ...  J  left,  the  switches  N,  M', 

and  N'  toward  tuc  1 1^..  plugs  /,,  /,  removed,  and 

the  single  wedges  if',  and  iF,  fnserted  in  the  jacl-  '',  andy,, 
and  two  single  wedges  fl',  and  IF,  inserted  in  euch^of  the 
jacks  y,  and  y„  respectively,  the  polar  relay  PR  controls 
the  pole  changer  PC\  and  also  sends  its  message  through 
the  receiving  leg  to  the  branch  office,  which  is  not  included, 
however,  in  this  figure.  Thus  the  message  that  is  received 
on  the  polar  relay  PR  is  sent  to  the  branch  office  and,  by 
means  of  the  pole  changer  PC,  is  repeated  into  another 
quadruplex  set  and  is  thus  sent  to  another  distant  main 
office.  This  circuit  may  be  traced  from  the  ground  G, 
through  a  40-volt  dynamo,  fuse,  resistance  iv,  contact  but- 
ton .J  on  switch  jl/',  the  keys  A' and  A",  the  pole  changer  Pf*', 
switch  A",  contact  button  S.  jack  y,,  wedge  /!'„  wedge  I(*„ 
jack  y„  contact  button  lit  on  switch  N,  contact  points  of 
the  polar  relay  PR,  sounder  5,  switch  M,  contact  button  9, 
jack  y„  wedge  \\\,  receiving  leg  of  the  branch-office  loop, 
and  through  the  branch-office  sounder  {not  shown  in  this 
figure)  to  the  ground.  It  will  be  seen  that  when  the  plug  /, 
at  the  jack  y,  is  removed,  the  receiving  leg  of  the  branch- 
office  loop  circuit  replaces  the  resistance  q  that  is  con- 
nected between  the  ground  and  the  upper  part  of  this  jack. 
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The  other  circuit  through  the  polar  relay  PR\  the  pole 
changer  PC,  and  the  sending  leg  of  the  branch-office  loop 
may  be  traced  in  a  similar  manner.  In  order  to  disconnect 
the  branch-office  loop,  and  to  make  the  two  circuits  work 
independently  of  each  other,  it  is  only  necessary  to  replace 
the  plugs  /,  and  /^  and  to  turn  the  switches  M  and  J/' 
toward  the  right,  and  iVand  N'  toward  the  left. 

217.  With  all  the  wedges  and  the  pin  plugs /^  and/,  in 
place,  the  three  switches  N,  J/,  and  N'  turned  toward  the 
right,  and  AI'  toward  the  left,  the  two  circuits  will  repeat 
into  each  other.  In  this  case  it  is  immaterial  whether  the 
pin  plugs/,  and/^  are  in  or  out  of  place. 

With  the  plugs/,  and/^  removed,  and  the  three  switches 
M\  N\  and  A^  turned  toward  the  right,  and  M  toward  the 
left,  the  two  circuits  not  only  repeat  into  each  other,  but 
the  message  is  sent  to  the  branch  office,  as  explained  in 
Art.  216.  Furthermore  the  branch  office,  by  operating  the 
key  in  the  sending  leg,  can  send  a  message  through  the  pole 
changer  PC^  provided  PR'  remains  closed,  to  the  distant 
main  office  that  is  connected  with  the  contact  points  of  the 
pole  changer  PC.  By  operating  a  key  in  the  receiving  leg, 
the  branch  office  can  send  a  message  through  the  pole 
changer  J^  C  to  the  other  distant  main  office  that  is  con- 
nected with  the  contact  points  of  the  pole  changer  PC. 
Thus  two  messages  can  be  sent  simultaneously  from  the 
branch  office,  one  to  each  terminal  office;  however,  the 
terminal  offices  cannot  send  on  the  same  side  of  a  quad- 
ruplex,  and  not  at  all  on  a  duplex  system  at  the  same  time; 
hence,  in  the  latter  case  the  system  is  only  worked  single, 
and  not  duplex.  This  will  be  more  fully  explained  under 
the  heading  of  ^*  Multiplex  Repeaters." 


HOUGHTAI.IXG   r»OLARIZi:i>   TRANSMITTER   AIVO 

POLB  CHAXGKR. 

218.  A  polarized  transmitter  and  pole  changer  that  do 
not  depend  in  any  way  on  springs  for  their  operation  have 
been  introduced  on  some  of  the  Postal  Telegraph  Company's 


§  5  TELEGRAPHY.  179 

fastest  circuits,  where  they  are  reported  to  have  done  excel- 
lent work.  These  instruments,  which  are  intended  for  use 
in  connection  with  multiplex  telegraph  systems,  are  the 
invention  of  Mr.  W.  A.  Houghtaling,  and  are  known  as 
the  Houfflitallus  polarized  transmitter  aud  pole 
clianser.  They  are  shown  in  Fig.  74  in  connection  with 
the  ordinary  quadruplex  key  system  of  the  Postal  Telegraph 
Company,  but  are,  however,  applicable  to  any  of  the  common 
systems.  The  local  magnets  of  the  transmitter  and  pole 
changer  are  provided  with  double  windings,  one  of  which 
is  connected  permanently  in  circuit  with  the  dynamo  D 
through  a  resistance  ;/,  and  the  other  through  a  key,  read- 
ing sounder  5,  and  resistance  ;;/,  so  arranged  that  the 
current  passes  in  opposite  directions  through  the  two  wind- 
ings around  the  cores  of  the  transmitter  and  pole  changer. 
The  resistance  coil  ;/  in  the  permanent  circuit  has  such  a 
value  that  the  strength  of  the  current  in  this  circuit  is  one- 
half  that  in  the  key  circuit;  or,  in  other  words,  the  total 
resistance  of  the  permanent  circuit  is  double  that  of  the 
circuit  that  includes  the  key  and  sounder. 

With  this  key  system,  two  of  the  polarized  instruments 
mounted  on  one  base  form  the  pole  changer,  and  one,  sep- 
arately mounted,  is  used  as  a  transmitter.  As  the  action  of 
the  local  circuits  is  the  same  in  each  case,  a  description  of 
the  operation  of  the  transmitter  will  be  sufficient. 

219*  Referring  to  the  diagram,  the  key  Tk  in  the  cir- 
cuit of  the  transmitter  is  open  and  the  magnet  cores  are 
energized  by  the  current  in  the  circuit  a-n  to  a  strength  of, 
say,  one  unit,  which  tends  to  move  the  tongue  c  against  the 
contact  d  and  thus  connects  either  the  -}-  or  —  130-volt  dy- 
namo D^  or  D^  to  the  point  //.  If  the  key  Tk  is  closed,  the 
cores  of  the  magnets  will  be  energized  by  a  current  in  the 
circuit  b-Tk-S-m  to  a  strength  of  two  units,  which,  being 
exerted  in  an  opposite  direction,  not  only  cancels  the  effect 
of  the  current  set  up  in  the  circuit  a-n^  but  it  also  causes 
the  tongue  c  to  be  moved  with  a  force  of  one  unit  over  against 
the  contact  e.     This  connects  either  the  +  or  —  375-volt 
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dynamo  /?,  or  D^  to  the  point  //.  The  instruments/  and/', 
similar  in  all  respects  to  the  transmitter,  constitute  a  pole 
changer.  They  are  both  controlled  by  the  one  key  Pk  and 
operate  as  a  single  instrument  to  produce  reversals  of  the 
current  for  one  set  of  signals.  The  transmitter  varies  the 
strength  of  the  current  for  another  set  of  signals. 

220.  The  inventor  says  that  in  any  instrument  depend- 
ing on  a  retractile  spring  for  the  motion  of  its  armature  in 
one  direction  and  on  magnetic  attraction  for  its  motion  in 
the  other,  the  action  is  not  the  same  in  both  directions.  As 
the  armature  approaches  its  limiting  stop  toward  which  the 
spring  is  drawing  it,  the  tension  of  the  spring  becomes  less, 
and  the  armature  travels  faster  in  the  first  part  of  its  jour- 
ney than  it  does  in  the  latter  portion;  while,  as  it  approaches 
the  poles  of  the  magnet,  the  reverse  is  the  case.  In  the 
polarized  instrument  the  movement  is  the  same  in  either 
direction. 

A  long  duplex  circuit  worked  through  repeaters  equipped 
with  this  style  of  instrument  is  said  to  have  its  efficiency 
increased  by  the  possibility  of  a  microscopical  adjustment 
of  the  relay  points  of  the  opposite. set,  and  it  is  claimed  that 
the  double  winding  of  this  transmitter  neutralizes  the 
spark  due  to  self-induction.  That  is,  the  electromagnetic 
induction  of  one  coil  on  a  magnet  is  neutralized  more  or  less 
by  that  of  the  other  coil  on  the  same  magnet,  thus  reducing 
the  sparking  at  the  contact  points  of  the  keys.  The  inertia 
of  the  moving  parts  being  small  permits  a  rapid  movement 
of  the  tongue  from  one  stop  to  the  other,  which,  no  doubt, 
makes  the  interval  of  no  current  during  reversals  much 
smaller  than  is  possible  with  the  present  dynamo  pole 
changer. 

HBAI.Y  QUADRUPLBX. 

221*  In  Fig.  75  is  shown  thequadruplex  system  devised 
by  Mr.  C.  L.  Healy  and  known  as  the  Healy  quadruplex. 
It  is  used  by  the  New  York  Quotation  Company.  The  same 
principle  is  used  as  is  found  in  those  systems  that  have 
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already  been  explained;  namely,  the  reversal  of  the  polar- 
ity of  the  current  for  working  the  distant  polar  relay,  and 
an  increase  and  decrease  in  the  strength  of  the  current  for 
operating  the  distant  neutral  relay.  The  arrangement  of 
the  apparatus  is  somewhat  different,  however. 


222.  The  iranM 
dinary  contiimity-jiri 
mechanically  fiisteni." 
other  by  the  iiisitlalii 
operates  two  Inirismi 


sts,  practically,  of  two  or- 
rii-cs.  The  two  levers  are 
ml  arc  insiilaled  from  each 
/';  tluis,  one  magnet  really 
ordinary  form.     When  the 
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key  Tk  is  closed,  as  shown  in  the  figure,  the  wire  ;;/  is  con- 
nected with  the  end  of  the  lever  d  and,  hence,  to  the  coil  C\ 
the  wire  n  is  connected  with  the  end  of  the  lever  d'  and, 
hence,  to  the  coil  C\  Consequently,  when  the  key  is  closed, 
the  positive  pole  of  the  dynamo  D  is  connected  through  the 
resistance  C  to  the  end  of  lever  d  and  wire  ;;/  to  the  front 
stop  o  of  the  pole  changer,  and  the  negative  pole  of  the 
dynamo  U  is  connected  through  the  resistance  C*  to  the 
end  of  the  lever  d\  and  the  wire  ;/  to  the  rear  stop/ of 
the  pole  changer.  Thus  the  opposite  poles  of  two  similar 
dynamos  are  connected  through  exactly  similar  resistance 
coils,  and  through  the  transmitter  to  the  front  and  rear 
stops  of  the  pole  changer.  When  the  pole  changer  is  closed, 
a  positive  machine  will  be  connected  to  the  point  //;  and 
when  open,  a  negative  machine  will  be  connected  to  the 
same  point  //. 

When  the  transmitter  is  open,  the  positive  pole  of  the 
dynamo  D  will  be  connected  through  the  resistance  B^  the 
point/*,  stop  e,  and  wire  m  to  the  stop  o  of  the  pole  changer; 
and  the  negative  pole  of  the  dynamo  U  will  be  connected 
through  the  resistance  B\  stop  e\  and  wire  //  to  the  stop  / 
of  the  pole  changer. 

In  the  closed  position  of  the  transmitter,  the  current  from 
the  dynamo  has  two  paths,  one  through  the  resistance  C 
and  the  line  to  the  ground  at  the  distant  station,  and  the 
other  through  the  resistances  B  and  A  to  the  ground  G,  In 
the  open  position  of  the  transmitter,  no  current  can  flow 
through  the  coil  C,  because  it  is  open  at  d.  The  pole 
changer,  by  opening  and  closing,  merely  shifts  the  line  and 
artificial-line  circuits  that  come  together  at  //  from  a  ma- 
chine of  one  polarity  to  that  of  the  opposite;  and  the  trans- 
mitter, by  varying  the  arrangement  of  the  resistances  be- 
tween the  dynamo  and  pole  changer,  alters  the  strength  of 
the  current  so  as  to  give  the  ratio  desired. 

223.  Resistance  of  Circuit  Is  Constant. — The  re- 
sistance from  the  point  //,  through  the  pole  changer,  trans- 
mitter, resistance  coils,   and    dynamo    is   the  same  in  all 
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positions  of  the  pole  changer  and  transmitter.  Evidently 
the  position  of  the  pole  changer  does  not  alter  the  resistance 
of  this  circuit  in  any  way.  The  position  of  the  transmitter 
itself  alters  the  arrangement  of  the  resistances,  but  does  not 
alter  the  total  resistance  between  //  and  the  ground  at  the 
home  station.  The  resistance  from  //  through  the  transmit- 
ter to  the  ground  will  evidently  be  225  ohms  when  the  trans- 
mitter is  closed,  because  the  resistance  from  i  to  G^  through 
the  dynamo  is  perfectly  negligible. 

When  the  pole  changer  is  closed  and  the  transmitter  is 
open,  the  point  h  is  connected  through  the  wire  ;//  and 
stop  c  to  the  pointy,  from  which  point  it  has  two  paths,  one 
through  the  resistance  A  and  the  other  through  the  resist- 
ance B  and  dynamo  D  to  the  ground.  The  joint  resistance 
of  these  two  coils  since  they  are  in  parallel  will  be 

300  X  000      _^^^    , 
-——•—---  =  225  ohms. 
300  -(-  900 

It  will  be  noticed  that  this  is  exactly  equal  to  the  resist- 
ance of  the  coil  C;  hence,  the  resistance  from  //  through 
the  transmitter  to  the  i^round  is  225  ohms  in  either  the  open 
or  closed  position  of  the  transmitter.  Since  the  resistance 
from  the  i^round  throiii^h  the  transmitter  to  the  point  // 
is  the  same  in  both  |)ositions  of  the  transmitter  and  pole 
changer,  it  follows  that  the  total  resistance  of  the  circuit  is 
the  same  in  all  ])ossible  combinations  of  the  four  transmit- 
ting keys,  two  at  each  {:\\i\. 

224.  The  r^itio  of  tlic  current  in  the  line,  between 
the  open  and  closed  position  of  the  transmitter,  may  be  cal- 
culated in  the  following;  manner,  assuming  that  the  line  and 
artiticial-line  (Mreuits  each  have  a  resistance  of  1,800  ohms: 
In  the  closed  position  of  the  transmitter,  the  resistance 
in  the  circuit  (n)nsists  of  the  225  ohms  in  the  coil  C^  the 
l,Si)()  ohms  in  the  line,  and  the  l,Sn()  ohms  in  the  artificial 
line.  The  line  and  artitic^'al-linc?  eireuits  are  in  parallel  and, 
hence,  their  joint  resistance  is  <i()i)  ohms.  This  resistance 
added   to  2'i5  ohms  jj^ives  1,125  ohms;   hence,  the  current  in 
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the  circuit  under  consideration,  if  each  dynamo  generates 
220  volts,  will  be 

220 
— r—  =  .196  ampere,  or  196  milliamperes. 
1, 1^5 

Half  of  this  current,  that  is,  98  milliamperes,  will  flow 
through  the  line  and  the  same  amount  through  the  ar- 
tificial line. 

When  the  transmitter  is  open,  the  coil  C  will  be  on  open 
circuit  and  the  current  from  the  dynamo  will  divide  at  the 
point  /,  part  going  toward  the  line  and  part  through  the 
coil  A  to  the  ground  G.  The  resistance  of  the  circuit  from 
the  pointy  to  the  ground  now  consists  of  three  branches, 
one  branch  passing  through  A^  one  through  the  line,  and  one 
through  the  artificial  line.  The  joint  resistance  of  the  line 
and  artificial  line  is  900  ohms,  as  before,  and  this  amount 
will  be  in  parallel  with  the  300  ohms  in  the  coil  A  ;  hence, 
the  resistance  from  f  to  the  ground  through  these  three 

paths  will  be 

900  X  300      ^_    ,  ^^ 

90()+"300  =  ^^^  ^^"''- 

This  resistance  is  in  series  with  the  coil  B  that  contains 
900  ohms;  hence,  the  total  resistance  of  the  circuit  is 
225  +  900  =  1,125  ohms.  The  total  current  will  be  220  H- 
1,125  =  .196  ampere,  or  196  milliamperes.  This  current 
will  divide  at  the  point/*  inversely  as  the  resistance  of  the 
two  paths;  hence,  we  have  the  proportion  900  (joint  resist- 
ance of  the  line  and  artificial  line)  is  to  ~         *\{\(\i^  225) as 

the  total  current  flowing  in  both  circuits,  196  milliamperes 
(which  is  the  same  as  the  current  in  the  coil  B),  is  to  the 
current  flowing  toward  the  line  from  the  pointy.  Hence 
the  current  flowing  toward  the  line  from  the  point  f  equals 

225  X  196       ,^      .... 

—~ —  =  49  milliamperes. 

One  half  of  this  current,  or  24.5  milliamperes,  will  flow 
through  the  line  and  the  other  half  through  the  artificial  line. 


186  TELEGRAPHY.  §  5 

When  the  transmitter  is  closed,  the  current  in  the  line  is 
98  milliamperes;  when  open,  the  current  is  24.5  milli- 
amperes;  from  which  fact  it  is  evident  that  closing  the 
transmitter  increased  the  current  in  the  line  in  the  ratio 
of  1  to  4.  In  order  to  have  the  ratio  1  to  3  instead  of  1  to  4, 
the  resistances  A  and  A'  should  be  400  ohms  each;  B  and  B\ 
800  ohms;  and  C  and  C\  267  ohms. 

225.  The  neutral  relay  used  in  this  system  is  different 
from  any  heretofore  considered.  The  straight  cores  on 
which  the  coils  are  wound  are  made  from  very  soft  iron  wire, 
as  there  are  no  yoke  pieces;  hence,  the  magnetism  of  the 
relays  will  reverse  very  rapidly  on  account  of  the  low  self- 
induction  of  the  electromagnets  due  to  the  absence  of  iron 
yokes  and  the  small  quantity  of  good  soft  iron  in  the  cores. 
The  cores  are  about  2  J  inches  long  and  have  a  wire  space  of 
about  2  inches.  Each  core  has  two  wires  wound  upon  it, 
which  form  the  two  windings  that  go  to  make  up  a  differential 
relay.  It  is  preferable  to  wind  these  two  wires  upon  the  cores 
side  by  side,  so  that  the  differential  action  will  be  directly 
between  adjacent  turns,  tlirough  which  the  current  from  the 
home  generator  circulates  in  opposite  directions,  rather  than 
between  tlie  magnetism  produced  by  such  currents  in  the 
cores.  In  the  figure,  however,  the  two  windings  are  repre- 
sented, for  the  sake  of  clearness,  as  occupying  separate 
longitudinal  sections.  Between  and  parallel  with  the  cores 
is  a  brass  shaft  7:  that  is  lield  by  centering  screws  at  its 
ends.  On  the  ends  of  the  sliaft  /:  are  secured  two  arma- 
tures /''  and  J  that  move  at  riii^ht  angles  to  tlie  cores.  These 
armatures  are  made  light  in  weight,  especially  at  the 
extreme  ends,  so  as  to  rcduct^  llie  inertia.  The  ends  of  the 
cores  are  beveled,  and  the  two  armatures,  being  of  like 
shai)e,  resemble  the  blades  of  a  propeller.  The  armatures 
overlap  the  beveled  ends  of  the  cores  and  passing  on  op- 
posite sides  of  the  latter  arc  sinuiltaneously  attracted  or 
reh^ased  by  the  cores;  so  that,  being  rigidly  fa.stened  to  the 
brass  shaft,  they  help  each  other.  The  armaturey  has  an 
extension    v    working    between    two    contact    points    and 
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connected  with  an  adjustable  retracting  spring  (that  is  not 
shown  in  the  figure  because  it  is  at  right  angles  to  the  paper). 
The  inventor  of  this  relay  claims  that,  since  the  wire 
space  extends  nearly  over  the  whole  length  of  the  non- 
movable  iron  parts,  there  being  no  yoke  over  which  wire 
cannot  be  wound,  these  magnets  can  be  wound  with  larger 
wires,  giving,  nevertheless,  a  greater  number  of  convolu- 
tions with  the  same  or  a  greater  resistance  than  it  has  here- 
tofore been  possible  to  obtain.  Hence,  the  electromagnet 
should  be  more  efficient  than  the  ordinary  relay.  Further- 
more, the  core  being  short  and  there  being  no  yokes,  the 
reversals  of  magnetism  take  place  very  rapidly,  and  the 
time  of  no  magnetism  in  the  core,  during  the  time  that  the 
reversals  are  taking  place,  is  said  to  be  reduced  one-half. 

226.  Pole  Ctiangrer. — The  pole  dianger,  although 
somewhat  different  in  form,  is  really  equivalent  to  the 
walking-beam  type  that  has  been  already  described.  The 
arrangement  of  the  contact  stops,  it  is  claimed,  will  enable 
a  very  close  and  positive  adjustment  to  be  made,  so  that 
the  interruption  of  the  current  while  the  armature  is  shift- 
ing from  one  stop  to  the  other  lasts  for  a  very  small  interval 
of  time.  A  condenser  Sc  is  connected  between  the  lever  of 
the  pole  changer  and  the  ground  to  reduce  the  sparking 
between  the  lever  and  the  stops/  and  o. 

227.  Sounders  on  Neutral  Side. — In  order,  appar- 
ently, to  avoid  using  the  Smith  arrangement  of  condenser 
and  resistances,  or  the  Jones  induction-coil  device,  or  the 
Edison  system  of  one  repeating  sounder  and  one  reading 
sounder,  Mr.  Healy  devised  the  arrangement  of  two  repeat- 
ing sounders  Rs  and  Rs'  and  one  reading  sounder  5,  which  are 
connected  as  shown  in  Fig.  75.  The  repeating  sounder  Rs- 
has  its  circuit  closed  when  the  neutral-relay  armature  rests 
against  its  dack  stop  A  The  second  repeating  sounder  Rs' 
has  its  circuit  closed  when  the  armature  of  the  first  re- 
peating sounder  Rs  rests  on  its  front  stop.  The  reading 
sounder  5  has  its  circuit  closed  when  the  armature  of  the 
second  repeating  sounder  Rs'  rests  against  its  back  stop. 

T.  G.    II. —13 
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By  this  arrangement  it  is  claimed  that  the  time  necessary 
to  cause  any  mutilation  of  the  received  signals  is  doubled 
and  that,  in  practice,  this  arrangement  has  been  found  to 
greatly  increase  the  working  margin  of  the  neutral  side. 


ROBBBBOM  QUADBUPI^BX. 

228*  The  Roberaon  quadruples  system,  the  inven- 
tion of  Mr.  O.  R.  Roberson,  uses  alternating  sine  wave  cur- 
rents. At  present  this  system  is  in  use  in  the  New  York 
Office  of  the  Western  Union  Telegraph  Company.  When 
properly  handled,  this  quadrup*  jc^will  work  four-cornercd 
(that  is,  four  messages  may  be  transmitted  simultaneously) 
better  in  extremely  wet  weather  and  on  a  smaller  wire  than 
will  most  of  the  other  quadruples  systems.  The  principal 
objections  to  its  use  are  the  necessity  of  expert  handling 
and  the  reluctance  of  telegraph  companies  to  adopt  a  system 
employing  alternating  currents.  The  inductive  effect  on 
adjacent  circuits  makes  the  chief  operators  very  backward, 
but  without  any  real  good  reason,  in  advocating  its  adoption. 

229.  In  this  system,  one  message  is  transmitted  by  posi- 
tive and  the  other  by  negative  pulses,  although  there  is  sent 
to  line  at  all  times  a  series  of  weak  alternating  currents.  On 
short  lines,  signals  may  be  transmitted  by  merely  sending  a 
series  of  positive  or  negative  pulses,  according  to  which  key 
is  depressed ;  but  on  longer  lines,  signals  are  sent  by  increas- 
ing the  strength  of  one  polarity  or  the  other,  or  of  both,  of 
the  current  normally  flowing  to  line — that  is  to  say,  the 
positive  pulses  are  strengthened  by  depressing  one  key, 
while  the  negative  pulses  are  strengthened  by  depressing 
the  other.  Thus  with  both  keys  open,  only  weak  alternating 
pulses  are  sent  to  line,  while  on  their  depression,  strong 
positive,  or  strong  negative,  or  strong  pulses  of  both  jx>lar- 
ilies  are  transmitted  as  one  or  the  other  or  both  of  the  kevs 

m 

are  depressed.  There  is  employed  at  each  station  an  alter- 
nating-current dynamo  provided  with  suitable  collector  rings 
and  connections  for  sending  to  line  positive  and  negative 
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pulses  for  the  two  sets  of  signals,  and  further  means  are 
provided  for  normally  feeding  weak,  alternating  pulses,  at  a 
frequency  of  about  40  periods  per  second,  into  the  main  line, 
and  for  sending  positive  and  negative  currents  of  increased 
strength  into  the  main  line  on  the  depression  of  one  or  the 
other  or  both  of  the  keys,  as  above  outlined. 

230.  Fig.  7G  (a)  represents  waves  of  positive  pulses 
that  are  transmitted  for  the  purpose  of  closing  one  relay  at 
the   receiving   station.       Fig.    7G    (d) 

represents  waves   of   negative   pulses  +           ^t" 

that    close   the   second    relay    at    the     — ^— ^ ^— ^ W 

receiving   station,    whiic  ' -Hg.    76    (r)  . . 

represents  waves  of  both  positive  and  \y       \y 

negative    pulses    for    simultaneously  " 

closing  both  relays  at  the  receiving  y^       ^^ 

station.  v    y       VV^ 

231.  Fig.  77  represents  the  cur-  " 

t      «  .     .  Fig.  78. 

rent  generator  and  the  transmittmg 

and  receiving  apparatus  at  one  station.  One  terminal  of  the 
armature  winding  a  of  the  alternating-current  generator  is 
connected  to  a  ring  ^,  which  is  insulated  from  the  shaft  e  of 
the  dynamo;  the  other  terminal  of  the  armature  is  connected 
to  segment  1.  The  segments  i,  5,  3,  and  4  constitute  a  hub 
that  is  rigidly  fastened  to,  but  insulated  from,  the  shaft  e. 
On  the  periphery  of  the  hub  rest  two  brushes  /  and  j  con- 
nected, respectively,  with  conductors  11  and  13.  As  shown 
in  the  figure,  one  armature  terminal  is  connected  through 
the  segment  1  and  the  brush  /  with  wire  11,  while  the  seg- 
ment f?,  which  is  insulated  from  segment  i,  is  connected 
through  the  brushy  with  the  wire  13.  The  segments  i3  and 
4,  which  are  insulated  from  1  and  3,  are  always  connected 
together  and  with  the  hub  d  by  the  wire  8,  and  thence  to 
earth  by  the  wire  10.  Also,  on  the  shaft  e  is  placed  another 
hub,  composed  of  segments  ^  and  6,  segment  6  being  per- 
manently connected  by  conductor  9  through  the  hub  d  to 
the  ground,  while  segment  5  affords  an  insulated  terminal 
either  for  wire  12  or  i^  according  to  its  position.     By  means 


R- 


J"  Jf 
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of  the  hub  6-6,  therefore,  a  ground  connection  is  afforded 
from  the  main  line  for  currents  Received  from  a  distant 
station,  either  through  wire  12  or  H.  When,  as  in  the 
position  shown  in  the  figure,  the  wire  12  is  connected 
through  a  brush  with  segment  6^  the  main  line  is  connected 
through  the  wire  18,  to  back  contact  d^  wire  12^  segment  6, 
wire  9,  hub  b,  and  wire  10  to  the  ground  G.  After  a  half 
rotation  of  the  dynamo  armature,  however,  and  when  seg- 
ment 6  is  in  contact  with  the  brush  to  which  wire  H  is 
joined,  the  main  line  is  given  a  ground  connection  through 
wire  19,  back  contact  c,  wire  i-J,  segment  6,  wire  9,  hub  b^ 
and  wire  10.  On  closing  the  key  k^  connection  between  the 
armature  lever  ;//  and  conductor  12  will  be  broken ;  but  in 
this  case,  in  one  position  of  the  dynamo  armature,  a  ground 
connection  will  be  afforded  by  way  of  wire  18^  the  front 
contact  y,  wire  11,  segment  i,  the  dynamo  armature  a,  hub  b, 
and  wire  10^  and  at  another  position,  when  wire  11  touches 
either  segment  ^  or  2^  there  will  be  a  ground  connection 
through  wire  8,  hub  ^,  and  wire  10.  During  that  part  of 
the  rotation  when  the  brush  i  rests  on  segment  3,  there  will 
be  no  connection  between  wire  11  and  the  ground,  because 
segment  3  is  insulated,  but  a  path  to  ground  will  be  afforded, 
as  before,  through  wire  H,  segment  6»,  and  conductors  9  and 
10  to  the  ground  G.  Thus  while  the  dynamo  armature  is 
making  a  certain  half  revolution,  the  front  stop  and  back 
stop  of  one  transmitter  are  both  connected  to  ground,  one 
by  way  of  the  armature,  the  other  directly.  At  the  same 
time,  the  front  stop  and  back  stop  of  the  other  transmitter 
are  both  disconnected  entirely  from  the  ground.  During 
the  next  half  revolution,  however,  these  connections  are  all 
reversed.  Thus  one  transmitter  has  control  of  the  strength 
of  the  pulses  while  positive  pulses  are  being  generated,  and 
the  other  while  negative  pulses  are  being  generated. 

232.  When  the  key  k  is  depressed,  positive  pulses,  like 
those  shown  in  Fig.  7G  {a),  will  be  transmitted  from  the 
dynamo  through  segment  1,  brush  /,  wire  11,  front  stop  /", 
armature  lever  m,  and  conductors  18  and  20.     The  length 
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of  the  pulses  will  be  somewhat  less  than  a  full  pitsitive  wavt, 
dt^pending  on  the  width  of  segments  ^  and  ;<?  and  their  sur- 
rounding insulating  material.  When  segment  1  is  in  contact 
with  brush  /.  the  pulse  generated  is  transmitted  to  the  line; 
but  when  the  shorter  segments  2  and  ^  are  brought  into 
contact  with  brush  r,  the  line  will  be  disconnected  from  the 
dynamo  and  grounded,  thus  affording  the  line  an  oppor- 
tunity to  discharge.  Furthermore,  the  armature  a,  when 
in  contact  with  brush  /',  is  disconnected  from  brush _;'and 
wire  IS,  so  that  while  wire  //  is  receiving  a  positive  ptilsc 
no  current  will  flow  out  over  wire  IS.  At  the  next  half  rota- 
tion, however,  segment  1  is  brought  into  contact  with  the 
brushy,  and  a  negative  pulse,  which  is  then  being  generated 
in  the  armature,  will  be  transmitted  through  wire  li. 
Thus,  as  the  armature  rotates,  wires  11  and  IS  are  alter- 
nately connected  with  the  armature  of  the  dynamo,  and  are 
fed  alternately,  the  former  with  positive  and  the  latter  with 
negative  pulses,  while  the  main  line  at  the  termination  of 
each  positive  and  negative  pulse  is  disconnected  from  the 
dynamo  and  is  connected  to  earth  to  permit  it  to  discharge. 
The  wires  11  and  IJ,  while  ready  to  receive  pulses  from 
the  dynamo,,will  not  be  fed  with  full  Currents  except  when 
the  armature  levers  ni  and  ;«'  touch  their  front  contacts.  If 
both  k  and  k'  are  depressed  at  the  same  time,  the  two  con- 
ductors 11  and  IS  will  receive  strong  positive  and  negative 
pulses,  as  above  described.  These  branches,  however,  will 
receive  considerable  current,  regardless  of  the  position  of 
the  levers  m  and  m' ,  from  the  fact  that  connections  to  the 
main  line  are  provided  by  the  wires  15  and  1&,  the  particular 
purpose  of  which  will  be  more  fully  described  presently. 

233.     Receiving    Apparatus The    two    relays    A 

and  B,  are  each  provided  with  permanent  horseshoe  mag- 
nets^, soft-iron  cores,  and  coils  It,  as  shown  in  Fig.  78.  It 
may  be  assumed  that  relay  A  ut  the  distant  station  is  closed 
by  the  depression  of  key  k  at  the  transmitting  station,  and  B 
by  the  depression  of  key  k' .  The  cores  and  permanent  mag- 
nets are  so  arranged  that  the  positive  pulses  sent  to  line  on 
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the  depression  of  the  key  at  the  distant  station  correspond- 
ing to  k  will  add  to  the  permanent  magnetism  of  A  and  will 
neutralize  or  diminish  that  of  B,  while  by 
the  depression  of  the  key  at  the  dist; 
station  corresponding  to  k' ,  the  permanent 
magnetism  of  A  will  be  diminished  and  that 
of  B  increased.  By  this  means,  the  depres- 
sion of  key  k  at  the  transmitting  end  will  \ 
attract  the  armature  of  relay  A  at  the  re-  * 

ceiving  station,  while  the  armature  uf  B  will  '^"-  ™- 

be  attracted  on  the  depression  of  key  k' .  Also,  on  the 
simultaneous  depression  of  both  keys  k  and  k'  and  the 
transmission  of  successive  positive  and  negative  pulses  over 
the  main  line,  the  armature  of  relays  A  and  B  at  the 
receiving  end  will  both  be  attracted  to  a  signaling  position. 
But  it  is  to  be  noted  that  on  the  simultaneous  transmis- 
sion of  positive  and  negative  pulses,  positive  pulses  will  not 
act  on  the  positive  relay  nor  negative  pulses  on  the  negative 
relay  as  they  would  if  only  positive  pulses  or  only  negative 
pulses  were  being  transmitted,  from  the  fact  that  a  rapid 
succession  of  positive  and  negative  pulses  through  the  coils 
of  an  electromagnet  will  tend  to  produce  a  neutral,  or  non- 
magnetic, effect;  whereas,  positive  or  negative  pulses  alone 
will  each  produce  strong  magnetic  actions.  To  overcome 
this  difficulty,  auxiliary  electromagnets  n  and  c,  the  branch 
circuits  lf>  and  Vi,  and  the  rheostats  r  and  r,  are  necessary 
on  long  circuits,  although  in  the  case  of  shorter  lines  the 
branches  lij  ojmX  10  may  be  omitted.  In  the  New  York 
office,  two  carbon  rods  of  C.IWO  ohms  resistance  each  are 
used  in  place  of  the  rheostats  r  and  r,. 

234.  Operation. — If  positive  pulses  only  are  received 
from  a  distant  station,  the  armature  of  relay  A  will  be 
attracted,  thus  breaking  the  local  circuit,  including  the 
electromagnet  o,  but  the  local  circuit,  including  the  electro- 
magnet H,  will  remain  closed  and  will  still  exert  a  retracting 
pull  on  the  armature  of  ,■/.  That  is  to  say,  if  only  positive 
pulses  are  received  from  the  distant  station,  the  pull  of  A 
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on  its  armature  is  sufficient  to  overcome  the  pull  of  the  op- 
posing electromagnet  ;/  and  the  spring.  Likewise,  if  only 
negative  pulses  are  received  from  the  distant  station,  the 
pull  of  B  on  its  armature  is  sufficient  to  overcome  the  pull 
of  Oy  as  has  just  been  described  in  respect  to  the  armature 
of  A  under  the  influence  of  positive  pulses  alone.  Thus 
on  the  transmission  of  only  positive  pulses  for  one  message, 
or  of  only  negative  pulses  for  the  second  message,  the  arma- 
ture of  A  or  B^  respectively,  will  be  attracted  by  their 
retracting  magnets  ;/  or  ^,  respectively,  but  with  insufficient 
force  to  hold  the  local  circuits  closed. 

If,  however,  both  positive  and  negative  pulses,  like  those 
shown  in  Fig.  76  (r),  are  transmitted  from  a  distant  station, 
the  armatures  of  A  and  B  will  both  be  attracted  and  the 
circuits  of  both  o  and  ;/  will  be  broken,  thereby  leaving  the 
armature  subject  only  to  the  influence  of  A  and  B,  In  this 
case,  the  magnetism  of  A  and  B  is  much  weaker  than  if  the 
relays  were  subject  to  pulses  of  only  one  polarity,  but  while 
weaker,  these  relays  are  still  able  to  pull  their  armatures 
with  a  force  almost  equal  to  that  which  they  would  have 
under  the  influence  of  pulses  of  only  one  polarity,  with  the 
local  circuits  through  the  retracting  magnets  ;/and  <? closed. 

To  still  further  equalize  the  actions  of  relays  A  and  /> 
under  the  influence  of  pulses  of  one  or  of  both  polarities,  the 
branches  i/7and  10,  with  the  rheostats  r  and  r^,  are  provided. 
By  this  means  positive  and  negative  currents  will  at  all 
times  be  transmitted,  although  of  much  less  strength  than 
are  those  due  to  closing  one  or  both  keys.  Also,  pulses 
from  the  dynamo  will  be  constantly  directed  to  the  line,  but 
owing  to  the  resistances  r  and  r,  they  will  be  of  compara- 
tively small  strength.  These  weakened  pulses,  when  re- 
ceived from  a  distant  station,  will  flow  through  the  main- 
line coils  of  A  and  ]>  and  will  produce  an  effect  tending  to 
neutralize  the  efTects  of  stronger  currents  of  one  polarity. 
For  example,  if  at  the  distant  station  the  key/.'  is  depressed, 
strong  positive  pulses  will  flow  through  the  main-line  coil  of 
relay  A.  At  the  same  time,  however,  (nving  to  the  presence 
of  the  rheostat  r,  in  the  branch  Kj  at  the  distant  station. 


§  5  TELEGRAPHY.  195 

weakened  negative  pulses  will  be  received  in  alternate  order, 
thereby  tending  to  neutralize,  in  a  degree,  the  magnetism 
produced  by  the  stronger  positive  pulses.  Thus,  not  only  is 
the  armature  of  the  relay  A  under  a  retractive  force  from 
the  magnet  ;/,  but  the  magnetism  that  would  be  produced 
in  A  by  the  strong  positive  pulses  will  be  considerably 
reduced  by  the  weakened  negative  pulses.  By  both  of  these 
agencies,  the  armature  of  A  will  be  under  substantially  the 
same  tendency  to  move  toward  the  front  contact  as  when 
strong  positive  and  negative  pulses  are  alternately  trans- 
mitted. 

235.  In  Fig.  77,  A  L  represents  the  ordinary  artificial 
line  of  a  duplex  or  quadruplex  system,  while  at  the  left  are 
represented  repeating  sounders/  and  ^and  reading  sounders 
s  and  /,  such  as  are  used  in  some  quadruplex  systems  where 
the  main-line  relays  close  their  local  circuits  on  the  back 
contacts.  Branches,  including  condensers  and  rheostats, 
are  placed  around  the  front  contacts  of  the  transmitters 
and  serve  to  dissipate  sparks  arising  at  such  points.  The 
branch  around  the  front  contact  of  m  includes  condenser  c' 
and  the  rheostat  r',  while  the  branch  around  the  front  con- 
tact of  m'  includes  the  condenser  c^  and  the  rheostat  r..  It 
may  also  be  noted  that  the  presence  of  branches  15  and  16^ 
including  the  resistances  r  and  r„  respectively,  serve  a 
similar  purpose.  The  local  receiving  circuits  may  be 
arranged  so  that  no  intermediate  repeating  sounders  are 
necessary  and  the  grounded  segments  2  and  Jf  may  be 
omitted.  This  arrangement  is  shown  in  **The  Telegraph 
Age,  "April  1,  1901. 

236.  The  apparatus  may  be  arranged  on  the  bridge 
plan  instead  of  as  a  differential  system.  In  case  this  is 
done,  the  relays  A  and  B  will  have  only  one  winding,  in- 
stead of  a  differential  winding;  they  will  be  connected  in 
the  cross-branch  of  a  bridge,  the  arms  of  which  consist  of 
the  main  line,  the  artificial  line,  and  two  more  arms,  each 
of  which  contains  a  resistance.  The  arrangement  will  be 
similar  to  that  shown  in  Fig.  47.     The  resistance  will  be  so 
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adjusted  as  to  compel  the  current  from  the  home  transmit- 
ting apparatus  to  divide  between  the  line  and  artificial  line 
in  such  a  ratio  as  to  produce  no  difference  of  potential  at 
the  terminals  of  the  cross-branch  that  contains  the  two 
relays  A  atid  B.  The  transmitting  a pparatu^il^e  exactly 
the  same  as  shown  in  Fig,  77. 


BALANCING  TBB  QUADBCPLBaC 
237.  Theoretically,  a  quadruplex  balanced  in  identi- 
cally the  same  manner  as  is  the  polar  duplex  should  suffice 
for  both  the  first  and  second  sides;  and,  in  fact,  too  great  a 
propolrtioa  of  those  detailed  to  look  after  the  a^^ratos  con- 
sider their  work  finished  when  such  a  balance  has  been-  ob- 
tained. In  practice,  however,  this  is  not  sufficient  to  obtain 
the  maximum  efficiency.  Even  the  careful  adjustment  of 
the  No.  %  relay  afterwards,  although  helpful,  must  neces- 
sarily be  experimental  and  cannot  be  depended  on. 

NoTB. — These  remarks,  this  method  for  balancing  the  quadruplet, 
and  the  suggestions  on  locating  and  remedying  quadruplex  disturb- 
ances, were  given  in  various  numbers  of   "  Tile  Telegraph  Age"  by 

Mr.  Willis  H.  Jones. 

There  is  something  that  interferes  with  the  evenness  of 
the  incoming  signals  produced  by  the  distant  battery,  aside 
from  the  period  of  "no  magnetism"  heretofore  explained, 
and  that  something  is  an  excess  of  magnetism  in  one  coil  of 
the  neutral  relay  over  and  above  that  in  the  other.  Now, 
if  all  relays  were  p.erfect,  both  in  proper  ohmic  resistance 
and  magnetic  density,  there  would  be  little  trouble,  but, 
unfortunately,  they  are  not.  When  new  they  pass  a 
regulation  test  and  give  satisfactory  results,  but,  like  all 
devices,  tJiey  are  liable  to  deteriorate  more  or  less,  A 
stroke  of  lightning  or  an  accidental  excess  of  heat  may 
burn  the  silk  insulation  around  the  copper  winding  and 
cause  a  few  of  the  convohiti<)ns  to  be  cut  out  in  one  coil. 
The  damage  may  be  very  small,  but  it  will  cause  a  propor- 
tionate inequality  in  the  density  of  the  magnetic  lines  of 
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force  set  up  in  the  iron  core  by  the  two  currents  from  the 
home  battery,  although  flowing  with  equal  strength  in  both 
the  main-line  and  artificial-line  coils.  In  other  words,  if  an 
ammeter  showed  that  the  strength  of  the  current  flowing  in 
each  coil  of  the  relay  was  of  identically  the  same  value,  the 
magnetism  in  the  relay,  produced  by  the  current  in  the 
slightly  defective  coil,  would  be  somewhat  less  than  that 
in  its  side  partner,  because  there  would  be  a  less  number  of 
convolutions  of  wire.  Hence,  the  excess  of  magnetic  energy 
in  the  stronger  coil  would  antagonize  the  incoming  signals. 
This  antagonism  must  not  occur.  When  the  statement  is 
made  that  the  current  should  flow  equally  through  each 
coil,  it  really  means  that  the  magnetic  energy  in  the  two 
coils  must  be  of  identical  value. 

238.  If  you  balance  a  quadruplex  possessing,  say,  a 
slightly  defective  polar  relay  and  a  perfect  neutral  relay, 
in  the  manner  stated,  the  result  will  be  that  in  order 
to  magnetically  equate  for  the  polar  relay,  more  current 
must  traverse  the  weaker  coil  than  passes  through  the  other. 
This  inequality  of  current  strength  can  only  be  obtained  by 
a  corresponding  difference  in  ohmic  resistance  of  the  main 
and  artificial  lines.  Hence,  if  the  current  is  adjusted  until 
this  polar  relay  is  imaffected  by  the  operation  of  the  home 
pole  changer,  the  balance  so  obtained  will  necessarily  be 
false.  If  false,,  the  evenly  wound  neutral  relay  will  receive 
more  current  through  one  coil  than  through  the  other,  as 
its  coils  are  in  the  same  path  as  the  polar-relay  coils,  and 
are  fed  by  the  same  currents.  As  the  same  rule  applies 
equally  to  both  relays,  the  excess  of  current  strength  in  one 
coil  of  an  imperfect  relay  will  interfere  with  the  incoming 
signals  in  the  perfect  relay. 

It  must  not  be  supposed,  however,  that  the  defective  polar 
relay  described  is  to  be  met  with  very  frequently,  but  there 
are  so  many  combinations  continually  arising  on  the  various 
circuits,  that  a  practically  similar  state  of  affairs  actually 
exists  in  a  greater  or  less  degree.  But  whether  such 
conditions  arise   or   not,   tlie   neutral   relay    is    the    weaker 
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instrument,  and  attention  should  be  devoted  entirely  to  it, 
even  at  the  expense  of  the  polar  side,  if  necessary,  as  the 
latter  instrument  can  dispense  with  considerable  of  its  work- 
ing margin  without  material  injury.  To  attain  the  highest 
degree  of  efficiency,  therefore,  the  following  plan  for  balan- 
cing a  quadruplex  is  given. 


239*  Center  Armature  of  Polar  Relay. — Firsts 
ask  the  distant  office  to  ground.  This  is  done  in  Pig.  59  by 
turning  to  the  right  the  arm  of  the  switch  {/,  in  Pig.  63  the 
arm  u  of  switch  M^  in  Fig.  66  the  arm  x  of  the  switch  if, 
and  in  Fig.  70  the  arm  of  the  switch  Q.  After  you  have 
done  likewise  at  your  home  station,  center  the  armature  of 
the  polar  relay  in  the  manner  explained  in  connection  with 
the  polar  duplex. 

240.  Resistance  Balance  by  Polar  Relay. — Sec- 
ond^ cut  in  your  home  battery  by  turning  the  switches 
mentioned  in  Art.  239. to  the  left,  and,  by  adjusting  the 
artificial-line  rheostat  AV/,  balance  in  the  usual  manner.  To 
do  this,  first  close  your  transmitter  and  then  adjust  the 
rheostat  in  the  open  and  closed  positions  of  your  pole 
changer  until  the  armature  of  your  polar  relay  will  remain 
on  either  side. 

241.  Resistance    Balance    by   Neutral   Relay. — 

Third,  with  the  switches  mentioned  in  the  preceding  articles 
still  turned  to  the  left,  that  is,  with  the  batteries  **cut  in," 
close  your  key  on  the  second,  or  neutral,  side  and  tell  the 
distant  office  to  cut  in  and  dot  on  his  second,  or  neutral, 
side  only. 

Pay  no  attention  to  the  polar  side,  but  consider  your  No.  2 
relay  and  the  pole  changer  an  ordinary  Stearns  duplex  set 
and  proceed  to  balance  as  if  you  were  handling  that  appa- 
ratus. In  other  words,  while  the  distant  office  is  ** dotting" 
for  you  on  the  neutral  side  only,  turn  the  retractile  spring 
of  the  neutral  relay  down;  that  is,  weaken  the  spring  so  as 
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to  make  it  as  sensitive  to  interference  from  your  own  home 
battery  as  possible,  and  yet  respond  to  the  dots  made  at 
the  distant  station.  Then  proceed  to  adjust  the  rheostat 
until  you  can  close  and  open  the  key  controlling  your  pole 
changer  without  its  having  the  slightest  influence  on  incom- 
ing signals. 

242.  Static  Balance. — Fourth^  to  eliminate  the  kick 
due  to  the  electrostatic  capacity  of  the  line,  commonly 
termed  the  ** static,"  ask  the  distant  office  to  close  his  key 
on  the  polar  side  only,  keeping  his  neutral,  or  No.  2,  side 
open,  the  home  key  on  the  neutral  side  being  closed.  This 
places  the  local  contact  points  on  each  home  relay  in  their 
most  sensitive  position.  Then,  as  before,  turn  down  the 
retractile  spring  until  the  tension  is  very  slight,  and  devo- 
ting your  attention  to  the  neutral  relay  alone,  adjust  the 
condensers  and  retarding  coils  until  the  home  reversals  fail 
to  produce  a  kick.  Since  most  of  the  static  discharge  is 
usually  from  that  portion  of  the  line  nearest  the  home  office, 
the  condenser  that  discharges  through  one  resistance  should 
have  about  twice  the  capacity  of  the  other.  Adjust  the  con- 
denser as  well  as  you  can,  that  is,*  until  one  plug  gives  too 
great  a  discharge  and  the  next  one  ton  little,  and  then  adjust 
the  resistances  in  the  retarding  coils  until  the  desired  static 
balance  is  obtained. 

243.  To  Adjust  Neutral  Relay. — Fifth,  ask  the  dis- 
tant office  to  write  for  you  on  the  neutral,  or  No.  2,  side 
while  he  dots  on  the  other;  then  adjust  the  retractile  spring 
of  the  neutral  relay  to  the  signals  as  you  would  if  it  were 
an  ordinary  relay.  While  adjusting,  your  transmitter  key 
should  be  closed  a.nd  the  neutral  relay  should  be  adjusted 
until  the  distant  signals  are  clear.  When  you  reverse  your 
pole  changer,  reverse  it  slowly  at  first,  in  order  to  make 
sure  that  the  signals  come  equally  clear  under  each  reversal, 
then  reverse  it  rapidly  by  dotting  rapidly.  Since  dots  often 
come  clearly  when  words  will  not,  it  is  better  to  test  the 
signals  coming  from  the  distant  office  from  the  writing 
rather  than  from  the  dots  made  by  the  distant  operator. 
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244.  The  preceding  method  of  balancing  a  quadruples 
BjTstem,  in  addition,  of  course,  to  the  proper  adjustment  of 
the  pole  changer,  has  been  more  or  Jess  followed  by  quad- 
ruplex  experts  for  years  and  the  superiority  of  such  a  bal- 
ance has  been  shown  by  its  success.  Since  the  kicks,  when 
obtaining  the  static  balance,  invariably  disappear  from  the 
polar  relay  first,  it  follows  cooclusively  that  the  polar  relay 
must  not  be  depended  on  to  tell  when  a  perfect  balance  has 
been  obtained.  After  having  followed  the  instructions  up 
to  this  point,  it  is  time  to  turn  your  attention  to  the  appa- 
ratus at  the  other  end  of  the  wire.  This  statement  may  sur- 
prise some,  but  it  is  a  fact,  nevertheless,  that  it'  is  the  duty 
of  the  home  office  to  determine  and  to  notify  the  distant 
office  when  his  transmitting  apparatus  is  not  properly  ad- 
justed and  when  his  battery  is  out  of  order. 

245.  A4|uatm«ntof tli«I>ynainoPoI«Cluukcsr.^ — 

The  proper  way  to  adjust  a  dynamo  pole  changer  was  ex- 
plained  in  Art.  123t  in  connection  with  the  polar  duplex. 
That  article  should  be  thoroughly  understood  by  the  student 
before  he  studies  this  one,  which  applies  to  the  further 
adjustment  and  testing  of  the  pole  changer  when  it  is  used 
on  a  quadruplex  system. 

When  the  pole  changer  has  been  adjusted  so  as  to  have  a 
minimum  play,  and  at  the  same  time  gives  low  but  distinct 
signals,  the  tendency  to  arc  is  reduced  to  a  minimum.  The 
receiving  operator  on  the  neutral  side  of  the  quadruplex  at 
the  distant  office  will  then  find  that  his  relay  is  getting  the 
maximum  increase  in  current  for  a  working  margin.  If  the 
contact  points  of  the  walking-beam  pole  changer  are  too  far 
apart,  the  duration  of  "no  current  to  the  line  "  will  be  so 
great  that  the  neutral  relay  of  the  quadruplex  set  at  the 
distant  office  will  have  time  to  partially  demagnetize.  As 
a  result,  it  will  allow  its  armature  lever  to  be  pulled  from 
the  contact  point  by  the  spring  at  the  very  time,  perhaps, 
that  it  is  making  a  signal,  thus  mutilating  it. 

Suppose  that  an  operator  at  the  home  station  believes  that 
the  distant  pole  changer  is  not  properly  adjusted;  then  he 
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should  proceed  in  the  following  manner:  He  will  first  re- 
quest the  distant  operator  to  close  the  key  on  the  trans- 
mitter side  of  the  desk,  thus  placing  the  home  neutral-relay 
armature  in  position  for  making  a  dash.  He  will  then  ask 
the  distant  operator  to  dot  on  the  key  controlling  the  dis- 
tant pole  changer,  the  transmitter  at  the  home  station  being 
kept  closed.  As  soon  as  the  home  operator  hears  the  dots 
on  the  polar  side,  he  should  turn  his  main-battery  switch  to 
the  ground,  in  order  to  cut  off  all  current  except  that  from 
the  distant  station.  Now,  if  the  distant  pole  changer  is 
improperly  adjusted,  there  will  be  a  kick  on  the  home 
neutral  relay  every  time  that  the  key  on  the  polar  side  at 
the  distant  office  is  manipulated,  in  spite  of  the  fact  that  the 
signals  may  be  received  in  good  order  on  the  polar  side  of 
the  home  station.  If  such  is  the  case,  the  home  operator 
should  say  to  the  distant  operator:  **  Your  reversals  break 
up  the  second  side."  The  home  operator  will  pronounce 
the  adjustment  of  the  distant  pole  changer  all  right  when 
the  home  neutral  relay,  or  second  side,  is  no  longer  im- 
properly interfered  with. 


HANCOCK'S  METHOD. 

246.  Another  method  of  balancing  a  quadruplex  sys- 
temr  was  described  by  Mr.  B.  P.  Hancock  in  **  The  Telegraph 
Age."  This  plan,  which  we  will  call  the  Hancock 
method,  is  also  based  on  a  neutral-relay  balance. 

Not  infrequently,  after  an  apparently  perfect  balance  has 
been  obtained  by  the  usual  method,  the  polar  relay  having 
been  used  as  a  medium,  it  is  found  that  when  the  distant 
office  is  cut  in,  the  neutral  side  shows  unmistakable  signs 
of  an  imperfect  equilibrium.  This  result  may  be  due  to 
inequalities  between  the  windings  of  the  polar  or  neutral 
relay,  as  has  already  been  explained,  or  it  may  be  that 
inductive  currents  are  so  much  in  evidence,  and  keep  up 
such  a  rattle  on  the  instruments  under  attention,  that  it  is 
impossible  to  tell  when  a  perfect  balance  has  been  reached. 


202  TELEGRAPHY.  §  5 

Whatever  the  cause  may  be,  some  reliable  method  is 
needed  to  secure  a  practically  true  balance  of  the  neutral 
side — the  one  object  of  marked  solicitude  at  all  times.  The 
following  method  has  given  satisfactory  results  to  Mr.  Han- 
cock and  his  associates  for  some  time. 

247.  Center  Armature  of  Polar  Relay.  —  While 
the  Hancock  system  makes  use  only  of  the  neutral  relay  as 
the  medium  for  obtaining  the  balance,  it  is  best  to  begin  by 
grounding  the  circuit  at  both  ends  and  adjusting  the  polar 
relay  until  the  armature  rests  indifferently  on  either  stop 
or  vibrates  properly  between  them. 

248*  Resistance  Balance. — In  making  a  resistance 
balance,  cut  in  your  battery  and  adjust  your  rheostat 
until  you  have  a  line  balance.  Then  have  the  distant  office 
cut  in  by  opening  his  neutral  side  and  closing  his  polar  side. 
Now  take  your  own  battery  off  the  line  by  placing  the  arm 
of  the  ground  switch  on  the  grounded  contact  button,  and 
turn  the  spring  of  the  neutral  relay  down  to  the  very  lowest 
tension  necessary  to  hold  the  armature  in  an  open  position, 
making  certain  that  the  magnets  are  sufficiently  far  from 
the  armature  to  make  only  a  slight  tension  necessary  to 
produce  that  result.  When  this  has  been  done,  it  will  be 
found,  when  you  restore  your  battery  to  the  line  and  close 
the  kev  on  tlie  neutral  side,  that  if  the  balance  is  at  all  de- 
fective,  your  neutral  relay  will  respond  to  the  movement  of 
your  pole  changer — closing  when  you  open  the  pole  changer 
and  opening  on  the  reversal,  or  vice  versa. 

To  obtain  a  balance,  place  your  pole  changer  in  such  a 
position  that  your  neutral  relay  remains  closed;  gradually 
alter  the  resistance  of  your  rheostat  until,  with  the  least 
change  in  resistance,  tlie  neutral-relay  armature  opens. 
The  quickest  way  to  reach  this  result  is  to  remove  the  plug 
that  will  insert  1,()()()  ohms  into  the  artificial-line  circuit  and 
note  the  effect  on  the  neutral-relay  armature.  If  it  opens, 
replace  this  plug  and  unplug,  say,  4()0  ohms.  If  now  the 
relay  dc)es  not  open,  remcu'c  another  plug,  adding,  say, 
100  ohms  to  the  circuit ;  continue  adding  resistance  until  a 
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grinding  movement  appears  in  the  neutral  relay;  then  un- 
plug about  10  ohms  more,  and  you  have  the  desired  result. 

Should  the  neutral  relay  fail  to  open  when  plugs  are  re- 
moved from  the  rheostat,  proceed  in  the  same  manner,  but 
insert  the  plugs  instead  of  removing  them.  It  is  apparent 
that  if  the  home  battery  does  not  manifest  itself  under  these 
conditions  it  is  not  likely  to  do  so  at  all. 

249.     Static  Balance. — To  find  the  static  balance, 

turn  the  neutral-relay  spring  just  high  enough  to  keep  the 
armature  quiet  when  your  keys  are  at  rest;  then  adjust  the 
condensers  and  retardation  coils  so  that  the  neutral  relay  is 
not  affected  by  your  reversals.  A  perfect  static  balance  is 
of  the  utmost  importance  if  satisfactory  results  are  to  be 
obtained. 


HOW  TO  LOCATE  AND  REMEDY  QUADRUPLEX 

DISTURBANCES. 

250*  One  of  the  most  perplexing  problems  with  which 
newly  assigned  chiefs  and  those  detailed  to  oversee  and  care 
for  quadruplex  apparatus  meet  is,  how  to  determine  and 
locate  a  fault  directly  it  is  reported.  To  do  this  quickly 
and  with  any  degree  of  certainty  necessitates  not  only  a 
thorough  knowledge  of  both  the  mechanical  construction 
and  the  theory  of  the  apparatus,  but  a  careful  and  persistent 
observation  of  each  accompanying  **  symptom*'  as  the  vari- 
ous disturbances  appear  from  time  to  time. 

Nevertheless  one  must  not  be  discouraged  should  the  task 
of  locating  the  disturbance  by  the  observance  of  one  or 
more  of  the  numerous  signs  prove  to  be  at  fault.  The 
most  experienced  experts  are  frequently  compelled  to  make 
several  tests  before  finally  arriving  at  a  definite  conclusion, 
on  account  of  the  similarity  of  certain  features  accompany- 
ing faults  of  a  widely  different  character.  But  as  a  rule, 
the  most  frequently  occurring  disturbances  can  be  readily 
determined  with  a  reasonable  degree  of  certainty,  after  a 
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comparatively  short  experience,  if  one  will  but  take  the 
trouble  to  learn  the  significance  of  the  ever-present  guides, 
of  which  the  following  are  the  most  trustworthy. 


WIBB  FAULTS. 

261*  Open  Line. — If,  while  you  manipulate  the  key 
on  the  No.  1  side  of  the  desk,  the  polar  relay  records  your 
own  signals  promptly  and  distinctly,  even  though  you  get 
the  *'back  stroke,*'  that  is,  even  if  the  armature  returns  to 
its  back  stop  when  you  release  your  key,  and  the  removal 
or  insertion  of  plugs  in  the  rheostat  has  no  disturbing  effect 
on  the  signals,  you  may  be  certain  that  the  line  wire  is 
open. 

262*  Crossed  or  Grounded  Line. — Should  the  sig- 
nals be  broken  up^  however,  or  otherwise  interfered  with  by 
the  process,  it  will  denote  that  the  line  wire  is  closed^  but  that 
it  probably  is  crossed  or  grounded  at  some  unknown  point.    If 

it  is  simply  grounded,  you  will  be  able  to  center  the  arma- 
ture of  the  polar  relay  when  you  turn  the  home  switch  to 
the  earth,  exactly  as  you  would  were  this  ground  the  legiti- 
mate compensating  ground  coil  in  the  quadruplex  apparatus 
at  the  distant  office. 

253.  Foreign   Current    From  Line.  —  Should    the 
lever,  under  the  above  conditions,  persist  in  clinging  strongly 
to  one  pole  of  the  magnet,  it  shows  the  presence  of  a  current 
of  electricity,  which  is  probably  from  some  foreign  circuit 
with   which  the  wire  is  crossed.     Of  course,  it  is  possible 
that   the  current  you  get   may  be  legitimate,  and  that  the 
distant  station,  through  defective  or  improper  adjustment 
of  the  apparatus,  may  be  unable  to  make  you  hear  him;  but 
where  you  have  completely  lost  the  office  at  the  other  end 
of  the  circuit,  it  is  pretty  safe  to  attribute  the  current  to  a 
cross. 

254.  To  determine  on  which  side  of  a  repeating  station 
the    wire  has  failed,  it    is  only    necessary  to  listen  to  the 
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signals  produced  on  your  relay  by  manipulating  your  own 
key.  If  the  fault  is  beyond  the  repeating  station,  the  sig- 
nals will  be  recorded  on  your  relay  and  sounder  a  fraction  of 
a  second  after  your  key  makes  contact.  In  other  words, 
your  own  signals  will  apparently  lag  just  behind  the  motion 
of  your  wrist. 


DEFECTIVE  APPARATUS. 

255.  It  sometimes  happens  that  while  the  wire  **  quads" 
O.  K.  at  this  end  (to  use  familiar  language),  the  distant 
office  fails  to  get  four  corners  out  of  his  apparatus.  It  is 
in  such  cases  that  the  skill  of  a  chief  operator  is  most  se- 
verely tested,  and  when  an  opportunity  is  presented  for  him 
to  help  out  of  a  difficulty  an  inexperienced  quadruplex  at- 
tendant at  a  small  repeating  station. 

Let  us  assume,  for  the  purpose  of  demonstration,  that  the 
wire  and  the  apparatus  at  the  other  end  of  the  circuit  are 
O.  K.,  but  still  the  distant  operator  is  unable  to  read  our 
signals  clearly  on  one  or  perhaps  either  of  his  relays.  We 
will  also  assume  that  our  apparatus  is  arranged  for  dynamos 
and  that  the  trouble  is  in  our  own  set. 

256*  The  process  to  be  followed  would  be  to  first  ask 
the  distant  office  to  state  the  nature  of  the  fault,  in  order 
that  the  search  may  be  made  in  the  right  direction.  If  he 
says  that  the  signals  are  distinct  on  his  common  side  only 
when  onr  polar  side  is  quiet,  it  is  more  than  likely  that  our 
pole  changer  is  improperly  adjusted.  After  we  have  cleaned 
the  contact  points  and  have  adjusted  them  as  closely  as  is 
possible,  without  giving  them  a  tendency  to  spark,  ask  the 
distant  office  to  ground  and  to  listen  to  his  own  neutral 
relay  while  we  manipulate  our  pole  changer,  while  our  full 
battery  is  connected  in  the  line — that  is,  with  our  transmit- 
ter closed.  If  under  these  conditions  the  distant  operator 
hears  no  click  on  his  neutral  relay,  the  fault  will  have  been 
eliminated. 
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257.  It  frequently  occurs  that  the  distant  operator  can- 
not hear  our  signals  on  his  neutral  relay.  When  we  are 
notified  of  this  fact,  we  should  immediately  examine  the 
tongue  of  our  transmitter,  as  well  as  the  wire  attached  to 
the  **  leak  box  "  in  the  Western  Union  quadruplex.  In  nearly 
every  case,  the  trouble  will  be  found  at  one  of  these  points. 
Perhaps  the  adjustment  of  the  contact  points  is  such  as  to 
prevent  the  tongue  from  being  pulled  away  from  the  upper 
post  when  the  transmitter  is  opened,  thereby  making  no  con- 
nection with  the  leak  coil.  Under  these  conditions,  our  full 
battery  will  continue  to  go  to  the  line  by  way  of  the  upper 
post  of  the  transmitter,  regardless  of  its  position,  and  the 
neutral  relay  at  the  other  end  of  the  wire  will,  therefore, 
remain  closed. 

For  a  similar  reason,  the  distant  neutral  relay  will  remain 
open,  irrespective  of  the  position  of  our  transmitter,  should 
the  tongue  of  the  latter  cling  to  the  lower  contact  point. 
In  the  latter  disarrangement  of  the  device,  the  900-ohm  leak 
coil  in  the  Western  Union  quadruplex  will  always  be  con- 
nected, and,  consequently,  the  electromotive  force  will  be 
reduced  to  a  strength  equal  to  that  of  a  short-end  battery. 

258.  Ocfcct  in  I>eak-Coil  Circuit. — Should  the  wire 
altacheil  to  the  leak  coil  in  the  Western  Union  quadruplex 
become  broken  or  disconnected,  the  neutral  relay  at  the  dis- 
tant station  will  remain  closed,  regardless  of  the  position  of 
our  transmitter,  because  the  short  route  that  reduces  our 
el(tctroniotive  force  is  now  unavailable. 

259.  Defect  in  Ground-Coil  Circuit.  —  Again,  we 
will  siii)j)ost'  that  the  station  in  difficulty  informs  us  that, 
notwithstanding^  tlie  fact  that  his  balance  is  apparently  all 
right,  on  attempting  to  work  the  apparatus,  he  finds  that 
l)oth  of  his  relays  are  more  or  less  interfered  with  by  his  own 
battery.  One  pole  of  his  battery  may  cause  the  incoming 
siij^nals  to  be  eitiier  light  or  heavy,  as  the  case  may  be,  while 
the  ether  pole  may  have  the  opposite  effect — possibly  shut- 
tin"":  out  aUoirether  the  incomin<j:  sis^nals. 

We  slioukl   immediately  suspect  our  own  ground   coil  of 
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being  the  cause  of  the  trouble.  It  is  quite  evident  that  the 
apparatus  at  the  other  end  of  the  wire  is  out  of  balance,  and 
it  therefore  follows  that  the  abnormal  resistance  to  which 
the  rheostat  had  been  adjusted,  while  our  end  was  grounded, 
disappeared  the  moment  that  we  turned  our  switch  to  bat- 
tery again. 

The  explanation  of  that  fact  is  that  an  open  ground 
coil  will  compel  the  incoming  current  to  find  a  ground 
through  our  rheostat  or  the  leak  coil,  either  of  which  con- 
tains a  much  greater  resistance  than  does  the  proper  com- 
pensating ground  coil.  The  balance  at  the  distant  station 
will,  therefore,  be  false,  because,  after  we  have  cut  in,  the 
actual  resistance  of  the  circuit  will  be  much  less  than  the 
resistance  in  the  artificial  line  at  the  distant  station. 

A  loose  connection  of  the  wire  that  is  connected  to  a 
ground  coil,  or  an  ink-covered  disk  on  the  rheostat,  may 
add  a  resistance  of  several  hundred  ohms  to  the  ground 
coil  and  thus  destroy  its  usefulness.  If  the  fault  cannot  be 
quickly  repaired,  the  distant  station  should  adjust  his  rheo- 
stat to  the  incoming  signals  on  his  neutral  relay,  while  we 
dot  or  write  for  him  on  our  transmitter  only,  in  accord- 
ance with  the  method  of  balancing  that  has  been  given. 

:^60.  Defective  Ground  Wire. — If,  after  obtaining 
a  correct  balance  at  both  the  home  and  distant  stations,  the 
maximum  current  is  very  much  less  than  it  should  be,  it  is 
probable  that  the  ground  wire  from  the  dynamos  or  bat- 
tery is  loose  at  one  or  both  ends,  or  that  it  is  open  at  one 
end.  If  it  is  open  at  one  end,  the  current  is  forced  to  reach 
the  ground  through  the  artificial  line  instead  of  through 
the  ground  wire,  thus  reducing  the  current  to  about  one- 
half  its  strength,  because  the  resistance  in  the  path  of  the 
current  to  the  ground  is  about  double  its  normal  value. 


BATTERY    FAULTS. 

261.  One  Pole  of  Battery  Open.— When  the  dis- 
tant office,  after  taking  a  careful  balance,  informs  us  that 
he  can  hear  our  signals  on  his  neutral  relay  only  when  our 
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key  on  the  polar  side  is  closed  (or  open,  as  the  case  may 
be),  it  is  posaibla  that  one  pole  of  our  battery  is  open,  or.  at 
least,  that  the  current  is  not  passing  through  the  pole 
changer. 

The  quickest  way  to  verify  this  fact  would  be  for  us  to 
push  our  switch  so  close  to  the  ground  bottom  that  the  point 
of  a  lead  pencil  will  make  contact  between- them.  Then, 
by  alternately  opening  and  closing  the  key  controlling  the 
pole  changer,  and  while  we  are  inserting  the  point  of  the 
pencil  between  the  button  and  switch  arm,  a  current  of 
electricity  will  cause  a  spark  to  appear  the  instant  that  con- 
tact is  made.  The  absence  of  the  spark  will  show  that  n(Hie 
of  the  current  reaches  that  point,  while  the  position  of  the 
lever  of  the  pole  changer  will  indicate  which  polarity  is 
missing. 

202.  Should  it  be  impossible  to  restore  the  battery  at 
once,  it  will  still  be  possible  to  get  a  duplex  out  of  the  quad- 
ruplex  apparatus.  This  may  be  done  by  so  setting  your  key 
on  the  polar  side  that  the  lever  of  the  pole  changer  will  rest 
on  the  "  good  "  pole  of  the  battery.  You  may  then  utilize 
the  common  or  neutral  side  as  a  duplex.  Do  not  attempt, 
in  this  case,  to  transmit  on  one  side  of  the  quadruplex  and 
receive  on  the  other  side,  as  inexperienced  operators  have 
frequently  attempted  to  do,  because  the  apparatus  will  not 
work  since  both  sides  cannot  be  properly  balanced.  You 
will  simply  destroy  both  sides  by  the  operation. 

263.     Defective  Cell Many  of  the  troubles  found  in 

connection  with  quadruplex  systems  are  due  to  loose  con- 
nections, broken  wires,  defective  batteries,  punctured  con- 
densers, and  defective  resistance  bo.tes,  in  addition  to  the 
bad  condition  of  the  various  contact  points.  A  defective 
cell  in  either  the  long-emi  or  short-end  battery  is  very  often 
the  cause  of  considerable  trouble.  If  there  is  a  defective 
cell  in  the  long-end  battery  at  the  distant  office,  the  fault 
will  appear  only  when  the  distant  office  has  his  transmitter 
key  closed.  If  the  cell  is  so  bad  as  to  actually  open  the  bat- 
tery circuit,  the  polar  relay  will  not  be  affected  when  the 
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distant  pole  changer  is  operated,  as  long  as  the  distant 
transmitter  is  closed ;  and  the  operation  of  the  distant  trans- 
mitter will  not  operate  the  home  neutral  relay  at  all.  On 
the  other  hand,  should  there  be  a  defective  cell  in  the  short 
end  of  the  distant  battery,  the  trouble  will  appear  in  either 
position  of  the  distant  transmitter,  and  the  current  will  be 
too  weak  to  even  operate  the  polar  side. 

264.  Defective  Tap  Wire. — A  break  in  the  tap  wire 
at  the  distant  station  will  interrupt  all  current  when  the 
short  end  of  the  distant  battery  is  connected  to  the  line, 
as  it  should  be  when  the  transmitter  is  open.  In  this  case, 
the  polar  relay  will  work  all  right  when  the  distant  pole 
changer  is  operated,  provided  the  distant  transmitter  is 
closed.  When  the  distant  transmitter  is  open,  neither  side 
will  work. 

265*  There  are  symptoms  that,  although  pointing 
strongly  in  a  certain  direction,  may  possibly  be  due  to  an 
entirely  different  cause  from  the  one  suspected.  For  ex- 
ample, after  having  taken  a  careful  balance  and  adjusted 
the  apparatus  for  the  best  results,  it  is  frequently  found 
that,  in  spite  of  these  efforts,  the  incoming  signals  on  the 
neutral  relay  are  still  more  or  less  interfered  with  as  soon  as 
the  distant  office  begins  to  send  on  the  polar  side.  This  sign 
of  trouble  naturally  points  to  an  improper  adjustment  of  the 
distant  pole  changer,  and  in  a  great  majority  of  the  cases, 
this  will  prove  to  be  the  disturbing  element.  In  order  to  be 
certain  that  the  home  apparatus  is  not  defective,  it  is  well  to 
exchange  the  set,  temporarily,  with  another  that  is  known 
to  be  in  good  condition.  Should  there  still  be  no  improve- 
ment and  you  are  sure  that  the  wire  itself  is  perfectly  clear, 
it  will  then  be  in  order  to  suspect  the  distant  battery. 

266.  Margin  Too  Small.  —  It  is  possible  that  the 
strength  of  the  incoming  current,  due  to  the  short  end  of 
the  distant  battery,  too  nearly  approaches  the  strength  of 
the  current  due  to  the  long  end  of  the  distant  battery. 
When  such  a  condition  exists,  it  is  customary  to  notify  the 
distant  office  that  his  proportions  are  incorrect,  meaning,  of 
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course,  that  the  respective  currents  from  his  short-end  and 
long-end  batteries  are  not  reaching  us  in  the  proper  ratio 
of  4  to  1,  or  3  to  1,  as  the  case  may  be. 

This  discrepancy  may  arise  from  a  variety  of  causes,  but 
in  nearly  every  instance  (assuming  that  the  wire  is  perfectly 
clear  and  free  from  escapes)  the  trouble  will  be  found  to  be 
due  to  a  defective  or  improperly  adjusted  transmitter,  dirty 
contact  points,  a  defective  leak  coil,  or  a  loose  connection  of 
the  wire  attached  to  the  leak  coil  at  the  distant  station. 
Possibly  one  contact  point  of  the  distant  pole  clianger  is 
black  from  oxidation,  thereby  causing  a  higher  resistance  in 
one  position  of  the  pole  changer  than  in  the  other. 

It  is  quite  evident  that  a  dirty  or  improper  contact 
between  the  tongue  of  the  transmitter  and  the  lever  bar 
might  add  a  resistance  of  hundreds  of  ohms  to  the  route  of 
the  current.  The  effect  of  such  a  condition  on  the  current 
in  the  Western  Union  quadruplcx  will  be  identical  to  in- 
creasing the  resistance  of  the  leak  coil  by  just  that  many 
additional  ohms.  Under  these  conditions,  the  resi.stance  of 
the  600-ohm  lamp  in  the  dynamo  circuit  plus  the  1,800  ohms 
in  tlie  added  resistance  coil  will  be  considerably  less,  in  pro- 
portion to  the  resistance  through  the  tongue  and  the  leak 
coil,  than  it  should  be.  Ilcncc,  a  much  larger  pr()i)ortion 
of  tiie  total  current  might  be  forced  through  the  line  to  the 
distant  relays  than  is  intended.  Therefore,  an  abnormal 
condition,  through  the  chance  resistance  of  a  distributing 
element,  may  cause  the  strength  of  the  current  due  to  the 
short  end  of  the  baltt'ry  to  be  very  nearly  equal  in  value  to 
that  due  lo  th(!  long  end.  A  loose  connection  at  the  binding 
post  of  the  leak  roil  will  also  increase  its  resistance  and  so 
increase!  iIk^  short-end  current  in  the  line  in  the  same  manner. 

In  verification  of  the  above,  it  is  onlv  necessarv  to  call 
attention  to  tlie  fa<t  that  when  it  is  desired  to  increase  the 
short-end  current  under  normal  conditions,  it  is  done  V)y 
simply  adding  loo  olmis  to  tlic  leak  coil  by  removing  the  plug 
from  the  riuht-hand  hole  of  tlie  leak-and-added-resistance 
box,  which  contains  that  amount  of  surplus  resistance  to  be 
used   for  tliis  very  purpose.     The  addition  of  a  resistance 
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in  the  leak-coil  circuit,  therefore,  increases  the  strength  of 
the  current  from  the  short-end  battery,  but  does  not  neces- 
sarily alter  the  value  of  the  current  from  the  long-end  battery. 

267.  Improperly  Adjusted  Transmitter. — It  quite 
frequently  happens  that  the  stronger  current  is  greatly 
reduced  in  value,  notwithstanding  that  the  dynamo  or  bat- 
tery may  be  furnishing  full  pressure.  Under  these  con- 
ditions, the  working  margin  of  the  neutral  relay  will  appear 
to  be  very  small.  In  all  probability,  the  source  of  this  small 
margin  will  be  found  in  a  double  contact  between  the  tongue 
of  the  transmitter  and  both  the  upper  and  the  lower  contact 
points,  owing  to  an  improper  adjustment  of  the  transmitter. 
Should  the  tongue  accidentally  touch  the  lever  bar  so  imper- 
fectly as  to  cause  a  high  resistance  at  that  point,  during  the 
time  it  should  make  contact  only  with  the  stop,  a  much 
smaller  proportion  of  the  total  current  will  flow  through  the 
line  and  distant  relays  than  was  intended;  hence,  it  may 
cause  the  strength  of  the  current  due  to  the  long  end  of  the 
battery  to  be  very  nearly  as  small  as  that  due  to  the  short 
end. 

268*  If,  during  wet  weather,  the  system  has  been  worked 
as  a  duplex  only  and  an  extra  resistance  7i\  Figs.  50  and  59, 
in  the  battery  circuit  was  necessary  in  order  not  to  have  an 
excessive  current,  this  resistance  must  be  cut  out  when  the 
wet  weather  clears  and  the  system  is  to  be  used  again  as  a 
quadruplex.  If  this  resistance  7(j  is  not  cut  out  at  the  distant 
end,  it  will  be  found  that  the  margin  on  the  home  neutral 
relay  is  very  small.  When  it  is  suspected  that  the  weak- 
ening of  the  incoming  current,  when  the  long  end  of  the 
distant  battery  is  connected  to  the  line,  is  due  to  the  fact 
that  this  resistance  is  still  included  in  the  circuit  at  the  dis- 
tant end,  the  distant  operator  should  be  requested  to  see 
that  this  resistance  is  cut  out. 

269.  Experience  Required. — It  requires  consider- 
able actual  experience  to  be  able  to  nicely  adjust  the  appa- 
ratus; but  one  of  the  safest  guides  to  follow  is  to  see  that 
the  contact  points  of  all  transmitting  apparatus  are  as  close 
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together  as  they  will  work  without  sparking,  and  give  to 
the  spring  a  tension  that  will  not  cause  a  jar  as  the  armature 
rebounds.  At  the  same  time,  see  that  the  lever  works  freely 
in  the  trunnion  without  destroying  the  good  contact.  The 
down  stroke  of  all  armatures  should  be  slightly  stronger 
than  the  up  stroke. 

Above,  all  things,  see  that  the  spring  on  the  pole  changer 
does  not  cause  the  lever  to  tremble,  or  vibrate,  when  re- 
leased by  the  local  magnet,  and  remember  that  the  closer 
together  you  get  the  pole-changer  points,  the  better  will  the 
man  at  the  other  end  get  your  signals  on  his  neutral  relay. 


MBASURING  INCOMING  CURRBNT. 

270.  The  most  important  thing  to  bear  in  mind  in 
making  tests  of  the  incoming  current  is  that  no  matter 
what  value  the  ammeter,  or  current  indicator,  gives  for 
the  strength  of  the  current  from  the  long-end  battery,  the 

strength  of  the  current  due  to  the  short  end  of  the  distant 
battery  should  be  approximately  just  one-third  or  one- 
fourth  that  due  to  the  long  end,  according  to  whether  the 
distant  station  is  giving  you  a  proportion  of  3  to  1  or  4 
to  1.  When  an  improper  ratio  between  the  incoming  line 
currents  in  the  open  and  closed  positions  of  the  distant 
transmitter  is  suspected,  the  manner  in  which  the  strength 
of  the  current  from  the  distant  battery  may  be  measured, 
assuming,  of  course,  that  the  wire  itself  is  clear  and  free 
from  al)normal  escapes,  is  as  follows. 

271.  Western  Union  Method. — If  the  current  is  to 
be  measured  at  the  desk  of  a  Western  Union  quadruplex  set, 
proceed  in  this  manner: 

1.  Ask  the  distant  ollice  to  close  both  keys. 

2.  Turn  the  home  switch  to  the  ground  button. 

3.  Remove  the  main-line  wire  from  the  binding  post  of 
the  polar  relay  (usually  the  binding  i)ost  at  the  extreme 
right),  and  insert  the  wedge  of  the  ammeter  between  the 
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line  wire  and  the  binding  post,   using  finger  pressure  to 
make  a  firm  connection. 

4.  Note  the  deflection  of  the  needle  of  the  ammeter,  and 
record  the  reading  as  the  vahie  of  the  current  from  the  dis- 
tant long-end  battery,  that  is,  with  the  distant  transmitter 
key  closed. 

5.  Cut  in  the  battery  and  say  to  the  distant  office: 
**Open  the  key  on  the  pohir  side  only."  Then  ground  the 
wire  again  and  proceed  as  before.  The  reading  now  shown 
by  the  needle  of  the  ammeter  will  represent  the  strength  of 
the  current  from  the  long-end  battery,  but  due  to  the  other 
pole  of  the  battery,  and  should  be  practically  the  same  as 
that  due  to  the  other  polarity.  Neutral  quadruplex  relays 
require  from  45  to  00  milliamperes.  Hence  the  strength  of 
the  current  from  the  distant  long-end  batteries  should  give 
a  value  within  these  limits. 

G.  Cut  in  again  and  say:  **Open  the  keys  on  both  sides 
of  the  table."  Then  ground  and  measure  as  before.  The 
needle  will  denote  the  value  of  the  current  from  one  pole  of 
the  distant  short-end  battery.  The  other  polarity  is  meas- 
ured in  a  like  manner,  after  first  requesting  the  distant 
office  to  close  the  key  on  the  polar  side  only.  These  two 
measurements  of  the  current  from  the  distant  short-end 
battery  should  also  agree  in  value.  Polar  relays  on  quadru- 
plex circuits  require  from  15  to  18  milliamperes  for  the 
value  of  the  current  from  the  distant  short-end  battery. 

272.  Postal  Teleffi'Aph  Method. — In  order  to  meas- 
ure the  ratio  between  the  strength  of  the  inj:oming  current 
in  the  open  and  closed  positions  of  the  distant  transmitter 
in  the  Postal  Telegraph  arrangement  of  connections,  in- 
sert the  wedge,  to  which  the  milliammeter  is  connected, 
between  the  lever  of  the  ground  swit(  h  and  the  ground 
button.  In  Fig.  70,  for  instance,  insert  the  milliam- 
meter wedge  between  the  arm  of  the  switch  Q  and  the 
ground  button  ?'.  The  current  flowing  through  the  milli- 
ammeter, when  in  this  position,  will  be  somewhat  smaller 
than  the  purrent  actually  flowing  in  the  line  coils  of  the 


214  TELEGRAPHY.  §  5 

relays;  nevertheless,  the  milliammeter  reading  will  be  pro- 
portional to  the  strength  of  the  current  in  the  line  coils,  and, 
consequently,  if  the  reading  of  the  milliammeter  is  reduced 
one-third  when  the  distant  transmitter  is  opened,  then  the 
current  in  the  line  coils  is  also  reduced  to  one- third  its 
previous  strength. 

To  test  the  home  battery,  have  the  distant  office  ground 
his  end,  and  insert  your  milliammeter  wedge  between  the 
lever  of  the  ground  switch  Q  and  the  battery  button  //, 
Fig.  70.  Then,  by  opening  and  closing  the  transmitter  key, 
the  ammeter  will  indicate  the  difference  between  the  current 
from  the  long-end  and  short-end  batteries. 

273*  If  the  ratio  between  the  electromotive  forces,  or 
the  ratio  between  the  added  and  leak  resistances  in  the 
Western  Union  quadruplex,  or  the  ratio  between  the  resist- 
ance A,  B,  and  C  in  the  Healy  quadruplex  at  the  distant 
station  are  correct,  the  value  of  the  long-end  measurements 
(irrespective  of  battery  polarity)  should  be  represented  by  a 
figure  practically  either  three  or  four  times  as  great  (depend- 
ing on  the  ratio  employed)  as  that  obtained  by  the  short-end 
measurement. 

27-1.  Galvanometer  to  Determine  Condition  <»f 
Circuit. — When  the  Kansas  Citv  office  of  the  Postal  Tele- 
graj)li  Company  was  e(iuipj)ed,  a  t>alvanometer  was  included 
in  the  nuihii)lex  circuits  in  ordctr  that  the  condition  of  each 
multiplex  circuit  betwccni  the  home  office  and  the  other  ter- 
minal, or  ropcat(^r,  station  could  be  told  at  a  glance,  thus 
avoiding  the  necessity  of  trying  a  balance  and,  conse- 
(jueiUly,  savinjj^  much  time.  If  one  coil  of  a  differentially 
wound  galvanometer  be  permanently  c(^nnected  in  the  line 
circuiit  and  the  other  c^oil  in  the  artiti(Mal-line  circuit,  it  can 
easilv  and  (luicklv  be  determined  if  the  current  from  the 
home  station  divides  ec|ually  between  the  two  circuits  men- 
tioned and,  also,  if  tlu^.  ratio  betwt-en  the  minimum  and 
maximum  cMirrent  is  the  one  desired. 

275.  Defective  Condensers.  —  Sometimes  the  con- 
densers in  the  artificial  line  will  be  punctured  by  a  lightning 
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discharge  during  a  thunderstorm.  When  this  happens,  the 
artificial  line  is  short-circuited,  and  no  amount  of  adjust- 
ment of  the  resistances  or  condensers  will  balance  the  line. 
The  defective  condenser  must  be  replaced  by  a  good  one 
before  a  balance  can  be  obtained. 


DISTURBANCBS  DUB  TO   TROLLEY   CURRENTS. 

276*  In  some  localities  where  trolley  or  electric-light 
plants  are  located,  the  potential  of  the  earth  frequently  be- 
comes so  high  through  leakage  or  otherwise  that  if  one  end 
of  a  telegraph  wire  be  buried  in  the  earth  at  that  point  and 
grounded  at  a  distant  station,  a  current  will  flow  through 
the  conductor  from  the  point  of  the  highest  potential  to  the 
normal  ground  at  the  other  end  of  the  circuit.  Should  such 
a  condition  exist,  the  office  at  the  station  possessing  the 
normal  ground  would  apparently  find  his  apparatus  out  of 
balance.  If  the  foreign  electromotive  force  from  the  dis- 
tant ground  is,  say,  10  volts  positive,  it  will  add  that  many 
volts  pressure  to  the  positive  pole  of  the  battery  located  at 
that  point,  and  e(iually  oppose  10  volts  to  the  negative  pole, 
actually  causing  a  difference  of  20  volts  between  the  two 
polarities.  The  neutral  relay  at  the  station  possessing  the 
normal  ground  will  therefore  be  more  strongly  magnetized 
by  the  incoming  current  from  one  pole  of  the  battery  than 
from  the  other.  This  will  render  impossible  the  adjustment 
ni  the  retractile  spring  on  the  home  neutral  relay  to  suit  the 
strength  of  both  currents. 

Now,  in  order  to  ascertain  whether  the  inequality  thus 
found  in  the  two  currents  is  due  to  the  presence  of  an 
auxiliary  electromotive  force,  ground  the  wire  at  each 
end  of  the  circuit,  thereby  cutting  off  both  batteries,  and 
then  measure  the  current  with  an  ammeter.  Should  the 
ammeter  show  an  undue  deflection  (still  assuming  the  wire 
to  be  clear),  you  may  properly  attribute  the  source  of 
the  disturbance  to  the  leakage  of  current  from  a  trolley  or 
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electric-light  plant,  which  gives  the  earth  at  that  point  a 
certain  electrical  potential. 

277.  Remedy.  —  When  this  disturbance  in  potential 
between  two  stations  is  constant  and  permanent,  the  remedy 
is  to  insert  a  few  cells  of  battery  in  the  common  ground  wire 
running  to  the  dynamo ;  or,  in  the  case  of  the  gravity  bat- 
tery quadrupiex,  between  the  ground  ((?,  Pig.  59)  and  the 
pole  changer.  The  value  of  the  electromotive  force  of  the 
inserted  ceils  must  be  identical  with  that  producing  the 
earth  current,  and  the  direction,  of  course,  should  be  in 
opposition  to  the  disturbing  element;  that  is  to  say,  if  a 
foreign  current  from  the  ground  is  being  forced  into  the  wire 
with  a  pressure  of,  say,  10  volts  positive,  10  volts  positive 
must  be  inserted  against  it  in  order  to  destroy  its  detri- 
mental effect. 

278.  To  Determine  Number  of  Celle  Required. 

To  determine  the  number  of  cells  to  be  inserted,  ground  the 
wire  at  both  ends  of  the  circuit  and  note  the  deflection  of 
the  needle  of  an   ammeter  connected  in  the  line   circuit. 

Then  insert  a  few  cells  of  battery  in  the  common  ground 
wire  and  again  observe  the  deflection.  If  the  strength  of 
current,  as  shown  by  the  ammeter,  has  been  increased  in 
value,  it  will  indicate  that  the  wrong  end  of  the  row  of  cells 
has  been  placed  toward  the  line.  Reverse  their  position, 
and  measure  as  before.  Continue  inserting  or  subtracting 
cells  until  the  needle  returns  to  zero. 

It  is  important  that  the  cells  used  for  this  purpose  should 
have  little  or  no  appreciable  internal  resistance,  as  an 
appreciable  resistance  would  be  equivalent  to  increasing 
the  resistance  of  the  dynamo  or  battery  circuit,  which  would 
be  wrong.  A  gravity  battery,  therefore,  would  not  be  de- 
sirable. A  storage  battery  would  be  an  ideal  one  for  this 
purpose.  As  the  value  of  the  earth  current  must  neces- 
sarily fluctuate  more  or  less  between  the  periods  of  wet 
and  dry  weather,  it  would  be  well  to  have  a  few  cells  of 
battery  in  reserve,  which  could  be  switched  in  or  out  of  cir- 
cuit as  occasion  required. 
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BRANCH  OFFICES  CONNECTED  TO 
MULTIPLEX  SETS. 

279*  It  is  often  desirable  to  extend  the  receiving  and 
sending  sides  of  duplex  and  quadruplex  circuits  to  a  branch 
office.  The  general  method  of  doing  this  where  dynamos 
or  primary  cells  are  used  is  shown  in  Fig.  70.  Where  bat- 
teries are  used,  it  is  customary,  in  order  to  get  the  same 
current,  to  increase  the  number  of  cells  when  the  circuit  is 
extended  to  a  branch  office.  The  method  of  doing  this  is 
shown  in  connection  with  the  pole  changer  in  Fig.  70. 
When  the  arm  of  the  switch  Q  rests  upon  the  contact  but- 
ton i,  the  magnet  of  the  pole  changer  is  connected  in  series 
with  the  key  K  and  the  battery  />.  When  the  arm  of  the 
switch  Q  is  placed  on  contact  button  ;^,  the  pole  changer  is 
placed  in  series  with  both  batteries  B  and  i>,,  the  sending 
side  of  the  branch-office  loop,  the  sounder  S^,  and  the  key  A\ 
at  the  branch  office.  The  circuit  in  this  case  is  completed 
through  the  ground  from  C,  to  G^. 

Where  dynamos  are  employed  as  shown  in  connection 
with  the  polar  relay,  it  is  not  convenient  to  increase  or  de- 
crease the  electromotive  force  of  the  dynamo,  and  in  order 
to  keep  the  current  the  same,  a  resistance,  usually  a  lamp  / 
in  Western  Union  offices,  is  placed  in  the  circuit  when  it  is 
not  extended  to  the  branch  office.  N  is  the  usual  form  of 
switch  used  in  connection  with  the  local  circuits  of  duplex 
and  quadruplex  sets  where  dynamos  are  employed.  Only 
such  connections  of  this  switch  are  shown  here  as  are 
necessary  to  explain  the  figure.  When  the  arm  a  rests 
on  contact  button  10^  the  dynamo  />>,  contact  points  of  the 
polar  relay,  the  main-office  sounder  .S"  and  the  lamp  /  are 
placed  in  series;  the  return  circuit  is  through  the  ground 
from  C,  to  G.  When  the  switch  arm  a  rests  on  contact 
button  Cf,  the  branch-office  receiving  side,  including  the 
branch-office  sounder  .V,,  is  placed  in  circuit  in  place  of  the 
lamp  /.  The  circuit  may  then  be  traced  from  the  ground  (r 
through  the  dynamo  I),  contact  points  of  the  polar  relay, 
the  main-office  sounder  S^  switch  arm  n,  contact  button  U, 
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the  receiving  side  of  the  branch-office  loop,  the  sounder  5,, 
and  ground  G^  back  to  the  ground  G.  Obviously,  in  order 
to  have  the  same  current  through  the  sounder  5  in  both 
positions  of  the  switch  arm  a,  the  lamp  /  should  have  a 
resistance  equal  to  that  of  the  branch-office  sounder  5,  and 
the  line  wire  (receiving  side)  between  the  main  and  branch 
offices.  In  offices  where  dynamos  are  employed,  there 
would  be  a  main  switch  at  which  the  line  wire  would  ter- 
minate, and  usually  a  loop  switch  at  which  the  branch-office 
loop  would  terminate,  but  these  switches  have  been  omitted 
here  for  the  sake  of  simplicity. 
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(PART  5.) 


COMBINATIONS     OF    REPEATERS    AND 

MULTIPLEX  SETS. 


MULTIPLEX  REPEATERS. 


POLAR  DUPLEX  RBPBATBR8. 

1,  Dynamo  Arrangement. — It  is  a  very  simple  mat- 
ter to  connect  two  duplex  sets  so  that  the  receiving  side  of 
set  No.  1  will  repeat  into  the  sending  side  of  set  No.  2,  and 
the  receiving  side  of  set  No.  2  into  the  sending  side  of  set 
No.  1.  Two  duplex  sets,  arranged  to  repeat  in  this  manner, 
are  shown  in  Fig.  1.  Each  set  is  arranged  as  usual  when 
dynamos  are  used  to  supply  the  current.  The  dynamo  D 
(a  23-volt  machine  in  Western  Union  offices)  supplies  cur- 
rent for  all  local  circuits.  With  the  switch  arms  o^  q,  o\  g\ 
and  F  turned  to  the  left  and  F^  to  the  right,  the  polar  re- 
lay PR  in  set  No.  1  controls  the  pole  changer  PC^  in  set 
No.  2,  and  the  polar  relay  PK^  inset  No.  2  controls  the  pole 
changer  PC  in  set  No.  1.  The  two  sets  are  connected  to- 
gether through  the  jacks  and  wedges  L  S  and  L  S^  at  the 
loop  switchboard.  The  receiving  side  of  one  set  becomes 
the  sending  side  of  the  other  set;  hence  the  dot  lines  are 
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changed  lo  dash  lines  and  Ihc  dash  lines  to  dot  lines  ni  the 
lamps  in  the  cord  inrcuils  hetwcen  tlie  twii  sjtring  jacks  LS 
and  /.5,.  The  incoming  signals  from  the  east  line  operate 
the  polar  relay  P K,  am]  this  in  turn  uperaies  the  pole 
changer  PC,\  thus  the  signals  coming  in  over  the  east  line 
arc  repeated  into  the  west  line.  Similarly,  signals  coming 
in  over  the  west  line  are  repeated  into  the  east  line. 

When  the  two  sets  are  in  operation  as  a  duplex  repeater, 
there  is  no  need  of  the  sounders  S  and  i',.  By  closing  the 
switches  //  and  //„  the  sounders  may  be  short-circuited. 
Thus  their  resistance  may  be  cut  out  of  the  circuit  and  the 
current  increased  somevbat.  Switches  for  this  purpoee  are 
quite  convenient,  especially  where  gravity  cells  are  used  for 
local  batteries.  The  two  sets  may  be  readily  diaconAected 
and  arranged  in  two  entirely  independent  sets,  although 
supplied  "with  current  for  tiie  local  circuits  from  the  same 
dynamo  D.  To  do  this  turn  the  switch  arms  o,  q,  o',  and  ^ 
to  the  right  and  the  switches  /'and  F,  to  the  left. 

2.  Battery  Arransemeat. — In  offices  where  gravity 
batteries  are  used,  the  polar  duplex  may  be  arranged  as 
shown  in  Fig.  2.  The  arrangement  is  exactly  the  same  as 
in  the  preceding  figure  except  that  the  wires  ^,/,^,  and  A 
run  through  jacks  at  the  loop  switchboard  to  gravity  bat- 
teries, instead  of  through  three-point  switches  on  the  desk 
to  a  dynamo,  and  no  lamps  are  required.  The  lamps  are 
not  required  because  the  correct  number  of  cells  are  sup- 
posed to  be  used  in  the  batteries  B  and  2?,  to  give  the  proper 
current.  The  batteries  H  and  Ji,  may  be  main-line  batteries 
with  one  terminal  of  each  grounded,  or  they  may  be  inter- 
mediate batteries,  in  which  case  they  would  not  be  grounded, 
but  would  be  connected  as  shown  by  the  lines  fl  iand  erf. 
In  the  former  case  care  must  be  taken  to  connect  the  proper 
pole  of  each  battery  to  the  wedges,  so  that  they  shall  not 
oppose  one  another.  If  one  set  of  batteries,  B,  for  instance, 
is  strong  enough,  then  both  sides  of  the  wedge  in  liie 
jack  /,  5j  should  be  simply  grounded  or  else  connected  with 
the  negative  poles  of  the  batteries  i>  at  a  and  c     The  switch 
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arms  o^  q^  o\  and  q'  are  used  in  the  same  manner  as  explained 
in  connection  with  the  dynamo  arrangement  shown  in 
Fig.  1. 


QUADRUPL.BX  RBPBATBR8. 

3.  It  is  sometimes  necessary  on  long  circuits  to  repeat 
from  one  quadruplex  set  into  another.  This  can  readily  be 
done  by  connecting  the  repeating  sounder  on  the  common 
side  of  the  first  set  so  that  it  will  operate  the  transmitter  of 
the  second  set,  and  the  repeating  sounder  of  the  second  set 
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so  that  it  will  control  the  transmitter  of  the  first  set.  On 
the  polar  sides,  the  polar  relay  of  the  first  set  controls  the 
pole  changer  of  the  second  set,  and,  conversely,  the  polar 
relay  of  the  second,  set  controls  the  pole  changer  of  the 
first  set. 

If  the  wires  are  in  good  condition,  it  is  immaterial  whether 
the  polar  side  of  one  set  repeats  into  the  polar  or  common 
side  of  the  other  set.  If,  however,  conditions  are  such  that 
the  polar  side  of  two  quadruplex  sets  are  working  better 
than  the  common  sides,  then  it  might  be  better  to  repeat 
from  the  polar  side  of  one  set  into  the  polar  side  of  another, 
and  from  the  common  side  of  one    into  the  common  side 
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of  the  other.  By  doing  this,  one  side  is  working  in  good 
condition,  while  the  other  side  may  be  working  in  a  more 
or  less  indifferent  manner;  then  if  necessary  the  poorer  side 
may  be  abandoned  and  still  leave  the  other  side  in  workable 
condition.  On  the  other  hand,  if  the  polar  side  of  one  set 
repeats  into  the  common  side  of  the  second,  and  the  polar 
side  of  the  second  repeats  into  the  common  side  of  the  first, 
then  both  sides  may  work  indifferently,  if  both  common 
sides  are  not  in  first-class  condition.  The  advantage  of  one 
or  the  other  method  will  depend  on  how  poor  one  side  is 
working. 

4.  In  Fig.  3  is  shown  the  diagram  of  connections,  where 
gravity  batteries  are  used,  whereby  the  repeating  sounder 
R  S  oi  one  set  controls  the  transmitter  7"  of  another  set. 
The  switch  Q  is  so  connected  that  when  the  arm  rests  on 
contact  button  6,  the  two  sets  are  working  independently. 
When  the  arm  of  the  switch  Q  is  in  the  middle  position, 
the  two  batteries  are  both  in  series  with  the  transmitter  T 
and  the  sounder  5.  This  enables  the  attendant  operator 
to  read  the  j>ignals  by  means  of  the  sounder  5.  When  the 
arm  of  the  switch  Q  is  placed  on  the  contact  button  a,  the 
two  batteries  /?  and  /?'  are  both  connected  in  series  with  the 
transmitter  7"  as  before,  but  now  the  sounder  .S"  is  short- 
circuited.  If  the  current  is  too  strong  with  the  sounder  5 
short-circuited,  it  may  be  left  in  the  circuit. 

The  arrangement  between  the  two  sets  on  the  polar  side 
is  so  similar  to  this  that  it  seems  unnecessary  to  give  it 
here. 


ARRAKGKMBNT  OF    LOCAL  CIRCUITS  ON    CANADIAN 

PACIFIC  RAILROAD. 

5.  On  the  Canadian  Pacific  Railroad,  the  local  sound- 
ers, pole  changers,  and  transmitters  are  wound  to  a  resist- 
ance of  20  ohms.  They  could  all  be  connected  in  multiple 
to  a  G-volt  dynamo,  but  in  nearly  every  office  where  dyna- 
mos are  used,  the  local  circuits  of  the  multiplex  sets  are  con- 
nected as  .shown  in  Fig.  4.     Each  half  of  a  quadruplex  set, 
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or  half-repeater,  is  treated  as  a  duplex  set.  By  re!ttstanc« 
coils  each  local  circuit  of  the  multiplex  and  re[>eatcr  sets  is 
brought  up  to  1(10  ohms  resistance  and  the  local-circuit  dy- 
namo gives  from  20  to  a.")  volts,  the  former  voltage  being 
usually  found  to  be  sufficient. 

The  lower  half  of  the  figure  shows  one  set  as  ordinarily 
arranged.  Starting  from  the  dynamo  D,  the  receiving  cir- 
cuit passes  through  the  contacts  on  the  relay  PR^,  ao-ohm 
sounder  -S',,  80-ohm  coil,  ground  (7,,  and  back  through  G  to 
tlie  dynamo  D.  A  branch,  or  leg,  passes  through  jacky,. 
but  is  open  at  c.  The  sending  circuit  may  be  traced  from 
the  dynamo  D  through  the  switch  «,,  key  A",,  20-ohrn  pole 
changer  PC^,  switch  w,,  wedge  W^,  back  contact  e  of  the 
jack/,,  80-ohra  coil,  ground^,,  and  back  to  the  dynamo  D. 

6.  Local   Circuit   Extended   to    Branch    Office. — 

To  extend  the  local  circuits  of  a  duplex  set  to  a  branch 
office,  the  loop  wedge  /f',  is  inserted  in  the  spring  Jack  on 
top  of  the  wedge  (C,,  the  switch  w,  is  turned  up  and  the 
switch  «,  down,  as  shown  in  the  upper  portion  of  the  figure. 
The  circuits  are  then  as  follows:  Receiving  side;  dynamo  A 
polar  relay  P  R^,  sounder  5„  80-ohm  coil,  ground;  also 
from  the  relay  contact  through  the  leg  to  the  top  of  the 
jacky,,  front  of  the  wedge  W„  coil  r,  receiving  side  of  the 
branch-office  loop,  branch-office  sounder  S„  and  ground. 
The  resistance  coil  r  is  adjusted  so  as  to  give  the  circuit 
a  total  resistance  of  100  ohms  from  the  wedge  to  the  branch- 
office  ground.  Sending  side;  dynamo  D,  switch  n„  key  A",, 
pole  changer  /^C„  switch  w,,  front  of  the  wedge  U-',,  back 
of  the  wedge  \V^,  coil  q.  sending  side  of  the  branch-office 
loop,  branch-office  sounder  ,V„  key  A*,,  and  ground.  The 
resistance  from  the  wedge  to  the  branch-office  ground  is 
80  ohms,  incluiiing  the  sounder  S,.  The  resistance  of  the  pole 
changer  PC^  is  included  in  this  circuit,  thus  making  the  total 
resistance  100  ohms,  the  same  as  on  the  receiving  side. 

7.  One  Set  UepeatlnK  Into  Another. — To  work  these 

sets  as  repeaters,  tiie  wedges  of  the  two  sets  are  exchanged, 
wedge  \\\  of  the  No.  1  set  being  inserted  in  jacky,,  wedge  If", 
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in  jack^j,  and  the  table  switches  ;;/„  ;;/^,  w^,  and  ;/,  turned  up. 
The  circuit  may  then  be  traced  from  the  ground  C,  through 
the  dynamo,  contacts  of  relay  PR^y  sounder  S^  and  80-ohm 
coil  to  ground  G^ ;  also  from  the  relay  contact  to  the  top  of 
the  jacky,,  front  of  the  wedge  IF,,  which  is  now  supposed  to 
be  inserted  in  the  jacky,,  wire  //,  switch  ///,,  pole  changer  PC^^ 
key  /l,,  switch  ;/,  to  d,  wire  /,  back  of  the  wedge  \V\,  lower 
part  e  of  jacky,,  80-ohm  coil,  and  ground  g^.  The  circuits 
from  No.  2  set  are  the  same.  A  break  at  the  contacts  of 
either  relay  will  open  its  sounder  and  also  the  pole  changer 
of  the  other  set.  Thus  signals  received  from  the  line  on 
No.  1  set  are  automatically  transmitted  over  the  line  con- 
nected to  No.  2  set,  and  vice  versa. 

S.  In  many  places  on  Canadian  Pacific  lines,  storage 
batteries  are  used  in  place  of  dynamos,  in  which  case  no 
resistances  are  inserted  in  the  local  circuits  but  extra  cells 
are  used,  providing  the  necessary  power  when  the  quadru- 
plex  or  duplex  systems  are  extended  to  branch  offices. 
When  storage  cells  are  used  for  main  batteries,  a  switch, 
consisting  of  a  series  of  spring  jacks  and  wedges,  is  so  de- 
signed that  the  jack  is  normally  open  and  a  wedge  when  re- 
versed cannot  be  inserted.  The  negative  pole  of  the  battery 
is  connected  to  the  top  of  a  wedge  and  the  positive  pole  to 
the  bottom.  It  is  predicted  that  shortly  storage  cells  will 
replace  gravity  batteries  even  for  locals  at  wayside  stations; 
the  storage  cells  will  be  charged  at  some  central  point  and 
distributed  by  train  to  the  wayside  stations. 


MULTIPLBX   SINGLC-WIRR   RCI'KATCRS. 

9.  It  is  often  desirable  to  arrange  a  duplex  or  one  side 
of  a  quadruplex  system,  in  connection  with  a  single  wire 
running  to  another  office,  so  that  the  message  being  received 
over  the  multiplex  system  may  be  sent  over  the  single  wire 
to  the  branch  office,  and  so  that  the  branch  office  may  send 
through  the  multiplex  apparatus  at  the  nearer  station  to 
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the  distant  multiplex  station.  An  arraDseoient  tit  appara- 
tus that  will  accomplish  this  is  very '  convenient  and  often 
very  necessary,  and  is  known  as  a  mtilCtplsx  ■Insto-'wlrc 
rspeater.  An  arrangement  of  apparatus  for  accomplish- 
ing this  same  purpose  in  connection  with  city  branch-office 
lines  is  known  as  a  dtfective-loop  repeater. 

10.  Defective-Loop  Repeaters I<arge  telegraph 

companies  frequently  rent  out  lines  to  brokers  and  others. 
Where  only  one  wire  is  rented  to  a  broker,  it  is  sometimes 
desirable  or  necessary  that  the  subscriber  for  this  rented 

*  wire  shall  be  connected  to  one  side  of  a  duplex  or  quadruplez 
set.  The  apparatus  must  then  be  arranged  so  that  the 
party  renting  the  wire  can  send  or  receive  over  the  one 
wire.  Furthermore,  it  sometimes  happens  that  one  side  of 
a  branch-office  loop  will  be  out  of  order  or  defective.  It  is 
then  desirable  to  arrange  the  apparatus  so  that  the  branch 
office  may  send  or  receive  over  the  remaining  good  leg  of 
the  branch-office  loop.  By  arranging  the  apparatus  so  that 
this  can  be  accomplished,  much  time  is  saved  while  the  de* 
fective  leg  is  being  repaired.  In  either  of  the  above  cases, 
an  arrangement  to  accomplish  the  desired  purpose  is  usually 
designated  as  a  defective- loop  repeater,  because  it  is  so 
often  used  to  utilize  the  good  leg  of  a  temporarily  disabled 
branch-office  loop. 

The  branch-office  loop  arranged  in  this  manner  cannot 
of  course  be  worked  douljle,  that  is,  one  message  cannot  be 
sent  and  another  received  simultaneously  over  the  one  wire; 
but  a  single  wire,  that  is,  one  arranged  so  that  messages 
can  be  sent  either  way,  but  not  in  both  directions  at  the 
same  time,  is  better  than  none  at  all,  and  as  such  it  must 
be  considered,  A  device  of  this  kind  should  be  kept  at  all 
main  offices  where  loop  circuits  are  connected  with  multi- 
plex sets,  for  use  in  case  of  emergency. 

11.  To  Prevent  Repeating  Back. — ^In  all   repeaters 

used  in  connection  with  multiplex  systems,  it  is  essential,  of 
course,  that  means  be  provided  to  prevent  the  repeating 
back   of  a   message   to   the   original   sending  station.     Jn 
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multiplex  single-wire  repeaters,  this  is  usually  accomplished 
by  the  application  of  the  Toye-repeater  principle,  whereby  a 
resistance  is  substituted  in  place  of  a  branch-office  circuit, 
when  that  circuit  is  opened ;  or  by  the  Downer  arrange- 
ment, whereby  an  extra  battery  is  included  in  the  higher 
resistance  circuit;  or  by  using  half  of  almost  any  of  the 
standard  single-wire  repeaters.  The  Downer,  Moffat,  and 
Half-Milliken  repeaters  may  all  be  classed  as  defective-loop 
repeaters. 


DO'WNBR   REPEATER. 

12.  An  arrangement  of  apparatus  and  circuits  called 
the  Dcwner  repeater  is  shown  in  Fig.  5.  The  only 
additional  apparatus  not  already  required  in  the  multiplex 
set  is  the  repeating  transmitter  that  is  operated  by  the 
polar  relay.  The  polar  relay  and  the  pole  changer  shown 
here  belong  to  a  regular  duplex  or  quadruplex  set. 

1 3.  Operation. — When  the  arm  of  the  switch  Q  rests 
on  the  contact  button  1,  the  pole  changer  may  be  controlled, 
as  usual,  by  an  operator  at  the  key  K.  In  this  position  of 
the  switch,  the  branch-office  circuit  is  cut  out.  When  the 
arm  of  the  switch  Q  is  placed  on  contact  button  ^,  the 
branch-office  operator  receives  whatever  messages  come 
through  the  polar  relay  and  repeating  transmitter;  or  by 
manipulating  his  key  K^,  he  can  send  a  message  through 
the  pole  changer  to  the  distant  office — provided  the  polar 
relay  is  receiving  no  message  and  is  closed.  The  operation 
of  the  polar  relay  opens  and  closes  the  branch-office  line  at 
the  stop  c,  but,  although  it  does  open  and  close  the  branch- 
office  line  at  this  point,  it  does  not  open  the  circuit  through 
the  magnet  of  the  pole  changer,  because  the  tongue  d 
touches  the  lever  a  before  it  is  pulled  away  from  the  stop  c. 
Hence  the  pole  changer  is  not  operated.  When  the  repeat- 
ing transmitter  is  closed,  the  circuit  may  be  traced  from  G 
through  the  batteries  B  and  />,,  the  magnet  of  the  pole 
changer,  key  K,  switch  (2,  contact  button  i?,  tongue  ^,  stopr, 
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branch-office  line,  sfiumler  .S\.  key  JC^,  ground  6",,  back  to 
tlie  starting  point.  O',  When  the  repeating  transmitter, 
which  by  the  way  is  a  t-ontinuity-preserving  transmitief, 
opens,  the  tongue  /'  comes  in  contact  with  the  lever  a  and 
keeps  the  magnet  of  the  ptile  changer  closed  through  the 
folloxving  circuit :  the  battery  Ti,,  magnet  of  ibc  pole 
changer,  the  key  A'  switch  Q,  contact  htitlon  !i,  tongue  i, 
and  lever  rt  of  the  repeating  transmitter,  back  to  the  bat- 
tery B,.  The  number  of  cells  in  the  batteries  S  and  A',  arc 
90  proportioned  that  the  current  through  the  magnet  of  the 


pole  changer  is  the  same  in  both  positions  of  the  repeating 
transmitter.  Hence,  the  operation  of  the  polar  relay,  which 
causes  the  repeating  transmitter  to  send  the  message  on  to 
the  branch  office,  does  not  operate  the  pole  changer.  When 
the  branch-office  operator  wishes  to  send  a  message,  the 
polar  relay  must  remain  closed  in  order  to  keep  the  repeat- 
ing transmitter  closed.  In  this  position  of  the  repeating 
transmitter,  the  tongue  ^  rests  against  the  stop  c  and  the 
lever  a  is  insulated  from  both  ^  and  r.  The  pole  changer 
can  now  be  controlled  by  the  key  A',  or  A''.  Thus  it  is  evi- 
dent that  the  branch-office  operator  may  receive  a  message 
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roni  one  corner  of  the  quadruplex  set,  or  from  the  receiv- 
ng  side  of  a  polar-duplex  set,  without  the  message  being 
•epeated  back  through  the  pole  changer  to  the  original 
iending  station,  and,  furthermore,  he  may  send  a  message 
:o  the  distant  quadruplex  station  through  the  pole  changer. 


MOFFAT'S  DBFBCTIVB-LOOP  RKPBATBR. 

14.  Battery  Arrangement. — The  principle  of  Mof- 
fat's defective-loop  repeater  is  well  illustrated  in  Fig.  6.  It 
is  an  application  of  the  Toye-repeater  principle;  namely,  the 
substitution  of  a  resistance  in  place  of  the  branch-office  line 
circuit  when  the  repeating  transmitter  opens.  The  arrange- 
ment shown  in  the  figure  illustrates  the  application  of  this 
principle  to  a  polar  duplex  or  to  the  polar  side  of  the  quad- 
ruplex system.  It  may  also  be  applied  to  the  neutral  side  of 
the  quadruplex,  in  which  case  the  pole  changer  and  polar 
relay,  shown  in  the  figure,  will  be  replaced,  respectively,  by 
the  transmitter  and  repeating  sounder  on  the  common  side 
Df  the  quadruplex,  the  repeating  transmitter  magnet  being 
connected  to  the  back  stop  of  the  repeating  sounder. 

1 5.  Operation. — The  operation  of  this  defective-loop 
repeater  is  as  follows:  When  a  message  is  coming  over  the 
quadruplex  wire  and  through  the  polar  relay,  whose  local 
circuit  passes  through  the  magnet  of  the  repeating  trans- 
mitter, the  latter  is  operated.  Thus,  the  circuit  to  the 
branch  office  is  opened  and  closed  at  the  stop  rof  the  repeat- 
ing transmitter,  and  hence  the  message  maybe  read  from 
the  sounder  ^\ 

Although  the  repeating  transmitter  opens  and  closes  the 
branch-office  circuit,  it  does  not  open  and  close  the  circuit 
:hrough  the  magnet  of  the  pole  changer;  for  in  the  closed 
:)osition  of  the  repeating  transmitter,  the  circuit  through 
:he  pole  changer  is  closed  through  the  tongue  I?  and  con- 
:act  c\  and  the  circuit  may  then  be  traced  as  follows:  From 
jround  6',  through  battery  />,  pole-changer  magnet,  tongue  I?, 
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contact  r,  branch-office  line,  sounder  5,  key  K^  ground  G^, 
and  back  to  the  original  starting  point  G.  The  current/" 
this  circuit  is  sufficient  to  keep  the  pole  changer  closed- 
When  the  repeating  transmitter  is  open,  the  pole  chang"^^ 
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will  still  be  kept  closed  by  a  current  in  the  following  cir 
cult:  From  ground  (},  through  battery  />\  magnet  of  th- 
pole  changer,  tongue  /;,  lever  a^  resistance  A\  ground  6", 
and  back  to  the  starting  point  (7. 


1 1>.     The    resistance   /v    is    made    equal    to  that    of   th^^— * 
branch-ofhee   circuit,   so   that    the    same  current    will    flov^»" 
through   the   pole-changer    magnet    in    both   the   open   an^^ 
closed  position  of  the  repeating  transmitter.      Furthermore, 
the  re[)eating  transmitter  is  a  eontinuity-preserving  device  ; 
consequently,  the   pole-changer  circuit   is  not  even  opened/ 
when  tlie  repeating  transmitter  shifts  from  the  open  to  the 
closccl  posit i(ni,  or  vice  versa.      It  is  very  necessary  that  the 
pole-changer  circuit  shall  not  be  operated  when  a  message  is 
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being  received  through  the  polar  relay.  If  ibis  ivurc  not  so 
and  the  operalion  of  the  polar  relay  should  operate  ilie  pole 
changer,  the  message  coming  through  the  polar  relay  would 
be  sent  back  by  ihe  operation  of  the  pole  changer  lo  the 
sume  station  from  which  it  was  sent. 

17.  To  Send  Prom  Branch  Office.  —  When  the 
(iperator  at  the  branch  office  is  sending  a  message  through 
the  repeating  office  to  the  other  end  of  the  multiplex  sys- 
tem, no  message  can  be  received  over  the  polar  relay, 
and  it  remains  in  its  normal  closed  position,  which  causes 
the  tongue  b  to  remain  in  contact  with  the  stop  c.  The 
operation  of  the  key  A'will,  in  this  position  of  the  repeating 
transmitter,  open  and  close  the  circuit  containing  the  mag- 
net of  the  pole  changer;  hence,  the  operator  at  the  branch 
office  can  send  a  message  through  the  near  end  of  the  multi- 
plex system  to  the  far  end  of  the  same  system.  Thus,  the 
operator  at  the  branch  office  can  both  send  and  rereive 
through  a  duplex  sy.stcm  or  either  side  of  a  quadruplex 
system  over  one  line  wire. 

18.  Dynamo  Arrange  me  nt. — The  arrangement  of 
Moffat's  defective-loop  repeater  in  Western  Union  offices. 
where  dynamos  are  used,  is  shown  in  Fig.  7.  The  l.iranch- 
uflice  circuit  is  connected  thniugh  a  wedge  to  the  kmp 
switch  LS^,  and  the  common  side  of  the  quadruples  is 
connected  to  the  loop  switch  /,  S.  The  repeating  apparatus 
consists  merely  of  a  repeating  transmitter  R  T,  two  lamps  / 
and  /,.  the  sounder  S.  and  the  key  A'.  The  latter  two  instru- 
ments enable  the  attendant  operator  at  the  repeating  office 
to  receive  and  send  as  well  as  to  adjust  and  balance  the 
system.  The  arms  of  the  switch  N  rest  upon  the  contact 
buttons  1  and  .i  when  the  quadruplex  apparatus  is  used  in 
connection  with  the  defective-loop  repeater.  It  will  be 
noticed  that  the  repeating  sounder  RS,  instead  of  being 
connected  to  the  reading  sounder  on  the  common  side  of 
the  quadruple.*,  is,  in  this  case,  connected  directly  with  the 
switch  .'Vsotliat  itcontrolsthe  repeating  transmitter.  The 
repeating  sounder  is  so  connected  that  when  it  is  in  operation 
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3pens  and  closes  the  good  leg  of  the  branch-office  loop  at 
i  stop  r,  but  it  does  not  open  the  sending  side  that  passes 
■ough  the  quadruplex  transmitter  T.  This  is  very  neces- 
•y  in  order  to  prevent  the  operation  of  the  transmitter  T 
d  the  repeating  of  the  message  coming  through  the  neu- 
l1  relay  N R  back  to  the  original  sending  station. 

1  9.  When  the  local  circuit  of  the  repeating  sounder  is 
en  at  //,  the  repeating  transmitter  will  open  the  good  leg 

the  branch-office  circuit  at  r,  and  the  sending  side  may 

traced   from   C,  through  the  dynamo  />,  key  A!',,  trans- 

tter  T^  switch  arm  r,  contact  button  7,  loop  switch  L  5, 

y  A',  the  tongue  b,  lever  a,  lamp  /,  ground  G^  and  back 

the  starting  point  C,. 

When  the  repeating  sounder  R  S  is  closed  at  ;/,  as  shown 

the  figure,  the  repeating  transmitter  R  T  will  close, 
using  the  tongue  b  to  make  contact  with  the  stopr.  The 
rcuit  through  the  transmitter  7"  is  now  closed  through  the 
)od  leg  of  the  branch-office  circuit,  instead  of  through 
e  lamp  /.  The  sending  side  may  now  be  traced  from  6",, 
'namo  D,  key  A',,  transmitter  T^  switch  arm  c,  loop 
^itch  L  S,  key  A",  tongue  b,  stop  r,  the  sounder  5,  loop 
•itch  A^V,,  good  leg  of  the  branch-office  loop,  the  branch- 
^ce  sounder  S^,  and  key  A',,  to  the  ground  C,  and  back  to 
e  starting  point  C,.  Thus  the  sending  circuit  through 
e  magnet  of  the  quadruplex  transmitter  T  is  kept  closed 
-d  the  current  is  kept  the  same  in  strength  in  both  posi- 
:)ns  of  the  repeating  transmitter  R  T.  This  is  accom- 
ished  by  making  the  resistance  of  the  lamp  /  equal  to  that 

the  good  leg  of  the  branch-office  loop,  which  it  replaces 
len  the  repeating  transmitter  R  T  opens.  Hence  the 
anch  office  may  receive  a  message  coming  through  the 
utral  relay;  furthermore,  the  branch-office  operator  may 
nd  a  message  through  the  transmitter  7^,  provided  the 
peating  transmitter  A  7^  is  kept  closed  by  the  repeating 
under  RS,  This  defective-loop  repeater  may  also  be 
ed  c)n  the  polar  side  of  the  quadruplex  or  in  connection 
th  the  polar  duplex. 
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20.  The  lamp  /,  has  such  a  resistance  that  the  current 
furnished  by  the  dynamo  D  will  have  the  proper  strength 
for  working  the  repeating  transmitter  R  T.  When  the 
raagnet  coils  of  7'and  R  T  Sive  equal  in  resistance,  as  they 
usually  are,  the  lamps  /  and  /,  will  each  have  the  same  re- 
sistance ;  consequently,  these  two  lamps  /  and  /,  may  be  re- 
placed by  one  lamp,  if  it  is  connected  between  the  point  d 
and  the  ground  G. 

As  the  branch-office  line  wire  is  used  for  both  receiving 
and  sending,  it  is  evident  that  the  branch-office  key  A",  must 
be  in  the  half  of  the  loop  used.  Hence,  should  the  sending 
leg  of  the  loop  fail,  the  branch-office  operator  must  reverse 
the  sending  and  receiving  sets,  or  else  he  must  cut  in  his 
key  in  the  receiving  or  good  leg  of  the  loop.  The  chief 
operator  at  the  loop  switch  merely  reverses  the  wedge  of 
the  branch-office  loop  in  order  that  the  good  leg  of  the 
branch-office  loop  will  face  outwardly. 

21.  Where  Used. — The  Moffat  detective-loop  repeater 
is  generally  used  where  the  resistances  of  all  loops  are  ap- 
proximately equal.  When  such  is  the  case,  the  repeater  is 
ready  for  instant  operation  the  moment  the  two  loops  are 
inserted  in  the  respective  spring  jacks  at  the  loop  switch- 
board, and  it  seldom  requires  attention  or  readjusting. 


HALF-MILLIKBN    REPEATER. 

22.  Where  it  is  necessary  to  connect  a  polar  duplex  or 
one  side  of  a  quadruplex  set  with  a  main  line,  so  that  the 
distant  end  of  this  main  line  may  both  send  and  receive 
through  one  wire  from  the  polar  duplex,  or  the  one  side  of 
the  quadruplex,  the  Half-Milllken  repeater  may  be 
used.  This  accomplishes  for  the  long  main  line  the  same 
object  as  the  defective-loop  repeater  does  on  short  lines. 
The  defective-loop  repeater  is  not  very  suitable  for  use  on 
long  lines  because  the  resistance  of  a  long  line  is  constantly 
changing  more  or  less,  whereas  the  Half-Milliken  repeater 


aO  TELEGRAPHY.  §  6 

is  perfectly  satisfactory.     Pig.  8  shows  the  Half-Milliken 
repeater  connected  through  a  loop  switch  L  S  with  the  duplex 
set,  and  through  the  loop  switch  L  S'  with  the  main  battery, 
a  main  line,  and  a  distant  office.     In  a  large  office,  the  loop 
switch  LS'  would  be  connected  by  means  of  a  flying  loop  to 
a  main  switchboard,  to  which  the  main  line  and  the  main 
battery  are  connected.    The  Half-Milliken  repeater  consists 
only  of  the  Milliken  double  relay  MR  and  a  repeating  trans- 
mitter R  T,     The  sounder  5  and  the  keys  AT  and  /T,  are 
used  for  the  convenience  of  the  operator  at  the  repeating 
station  in  reading  the  signals,  adjusting  the  instruments, 
and  communicating  with  the  two  distant  offices.     The  Half* 
Milliken  repeater  is  located  at  the  main  office  containing  th^ 
loop  switches  LS  and  LS\  the  main  battery  AfB^  and  th^ 
polar  relay  PR  and  the  pole  changer  PC^  which  belong  t<3 
a  duplex  or  quadruples  set. 

23*  Operation. — In  their  normal  condition  all  circuit:  s 
are  closed.  Suppose  that  the  polar  relay  is  receiving  .a 
message  over  a  duplexed  wire.  The  opening  of  the  pola.  t 
relay  PR  will  open  the  repeating  transmitter  R  T.  Thi  * 
will  open  the  circuit  containing  the  magnet  if/  at  r  an  <il 
the  circuit  containing  the  magnet  iVat  r.  But  the  spring  ,,^, 
being  stronger  than  the  spring  ^,  will  hold  the  circu  i  ^ 
closed  at  (/.  Thus  the  sending  side  is  not  opened  when  tl"m  < 
receiving  side  opens.  However,  the  opening  of  the  circu  i  ^ 
at  c  opens  the  main-line  circuit,  and  hence  the  distant-offic_~  f 
relay  R  opens  when  the  polar  relay  PR  opens.  Closing  tl"»  ^ 
polar  relay  will  restore  all  circuits  again  to  their  norni-^^^ 
closed  position. 

Suppose  now  that  the  distant  office  desires  to  send  throug^'^ 
the  sending  side  of  the  duplex  set.     The  distant  office  w»- ^^ 
open  his  key,  thereby  cutting  off  the  current  from  the  ma; 
net  J/,  and  since  the  circuit  through  iV  has  not  been  opene* 
the  armature  of  the  relay  J/ will  open  the  sending  side  of  tk  '^^ 
duplex  set  at  d.     This  will  open  the   pole  changer  PCsm^^f 
therefore,  send  a  space  from  this  main,  or  repeating,  offi^^^ 
over  the  duplexed  wire  to  the  polar  relay  at  the  distant  ma.  i^ 
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office  where  the  other  end  of  the  duplex  set  is  located.  When 
the  distant  office  again  closes  his  key,  all  circuits  will  again 
be  restored  to  their  normal  closed  position,  thus  sending  a  dot 
or  dash  to  the  distant  main  office.  It  has  therefore  been 
shown  that  the  distant  office  is  able  to  both  send  and  receive 
by  means  of  the  Half-Milliken  repeater  through  the  duplex, 
or  one-half  of  a  quadruplex,  set  to  the  main  office  where  the 
other  end  of  the  multiplex  set  is  located.  Moreover,  this 
message  may  also  be  read  on  the  sounder  S  at  the  main,  or 
repeating,  office. 


REPBATBR   'WITH   RELAYS  IN   BRANCH-OFFICE  LOOP. 

24.  Where  it  is  necessary  to  connect  a  number  of  branch 
offices  or  a  long  line  in  circuit  with  a  polar  duplex  or  one 
side  of  quadruplex  set,  relays  must  be  used  in  the  place  of 
the  sounders  for  the  same  reason  that  relays  are  used  on 
main  lines.  The  branch-office  circuit  is  then  equivalent  to 
a  long  main  line,  but  the  magnet  of  the  pole  changer  or 
transmitter  of  the  multiplex  set  cannot  be  connected  directly 
in  the  branch  line,  but  must  be  operated  by  a  relay  whose 
magnet  is  in  the  branch  line. 

Sometimes,  six  or  eight  offices  are  connected  in  one  branch- 
office  circuit  in  connection  with  a  duplex  or  one  side  of  a 
quadruplex  set.  Where  this  is  the  case,  relays  should  be 
used  and  the  apparatus  connected  as  shown  in  Fig.  0.  The 
Toye-repeater  principle  is  used  here.  Practically  the  only  dif- 
ference between  this  and  the  defective-loop  repeater  shown 
in  Fig.  7  is  a. substitution  of  relays  for  sounders  at  the  branch 
offices  and  the  use  of  a  relay  ^' at  the  repeating  office  for 
controlling  the  quadruplex  transmitter.  When  a  return 
circuit,  as  shown  here,  is  used,  instead  of  grounding  the 
circuit  after  passing  through  the  last  branch  office,  a  resist- 
ance box  R/i  may  be  used.  This  box  allows  the  resistance 
of  the  branch-office  loop  to  be  increased  so  that  ordinary 
relavs  suitable  for  use  with  the  main-line  batterv  J//>  or  a 
dynamo  may  be  used. 
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Evidently  the  resistance  of  A'//'  should  be  equal  to  tiic  total 
resistance  of  the  branch-office  circuit  back  to  the  point  a. 
Ill  case  the  branch-office  circuit  is  grounded  and  there  is  no 
return  wire  irt,  then  only  one  resistance  box  Rh'  will  be 
necessary,  and  its  resistance  should  be  made  equal  to  the 
resistance  of  the  one  branch-office  wire  and  all  the  branch- 
office  relays  to  the  ground  at  the  most  distant  branch  office. 
The  resistance  RIt' ,  as  in  the  T')ye  repeater,  causes  the 
relay  R'  and,  consequently,  the  quadruples  transmitter  to 
remain  closed  when  the  repeating  transmitter  is  open. 


BRA^VCH-OPFICB  SINGLB  OK    DUPLEX    ARRAKGBMBNX. 

2S.  Fig.  10  shows  an  arrangement  whereby  the  appara- 
tus at  a  branch  office  may  be  used  in  a  single  or  duplex 
circuit.     When  the  switches  1-.  and  F  are  turned  to  the  left, 
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C-lic  apparatus  is  arranged  to  work  on  the  sending  and  receiv- 
ing sides  of  the  duplex  set  at  the  main  office.     In  this  case 
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i  ing  side  may  be  traced  through  the  key  A',  switch  F, 

t  mttoiif,  sounder^,  totheground  C;  and  the  recciv- 

m^  "        through  the  contact   button  d,  switch   Zf.  ;inil  the 
81  S,  to  the  ground  C. 

If)  use  the  key  A',  relay  A,  and  the  sounder  S  as  a  siiigit 
Morse  set,  the  switches  /t  and  /-"  arc  both  turned  to  the  right 
len  the  circuit  may  be  traced  from  the  sending  side  of  the 
oop  through  the  key  A',  switch  /",  contact  button  </.  relay  ^,    , 
to  the  receiving  side  of  the  loop.      With  the  switches  in  this    i 
position,  the  sounder  -S",  is  on  open  circuit.     Thus  in  the    ' 
circuit  from  the  main  office  there  is  now  only  the  key  A' anil    i 
the  relay  R,  which  controls  the  sounder  5. 

The  local  circuit  containing  this  sounder  is  supplied  with 
current  from  the  local  battery  L  B,  which  is  arranged  here 
as  it  would  be  if  it  were  a  storage  battery  that  supplid  ■ 
several  local  circuits.  If  a  gravity  battery  were  used,  it  i 
would  be  connected  between  the  points  m  and  «  and  ii" 
switch  A  would  be  necessary.  It  would  supply  only  this  oni* 
local  circuit. 


DILLON   BRANCH-OPPICB  QUADRUPLBX  REPEATER. 

26.  Mr.  James  B.  Dillon  gave  in  the  "Telegraph  Age," 
March  IC,  1000,  an  arrangement  suitable  for  use  in  West- 
ern Union  offices  by  which  a  branch-office  loop  may  be  con- 
nected in  circuit  with  the  multiplex  apparatus  at  a  repeat- 
ing station,  in  such  a  manner  that  the  terminal  offices  on 
the  multiplex  sets  may  work  single,  but  without  interfer- 
ence from  the  branch  office,  although  the  latter  is  able  to 
hear  and  break  either  terminal  of  the  multiplex  that  may 
be  sending.  Thus  the  branch  office  can  take  a  drop  copy 
without  requiring  help  in  order  to  break  one  of  the  distant 
senders,  and  the  branch  office  can  send  to  both  terminal 
offices. 

Such  an  arrangement  is  often  of  considerable  use  to  chief 
operators  in  large  offices  where  newspapers  desire  to  send 
the  same  copy  to   two  stations  by   repeating   through  the 
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office  where  the  newspaper  branch-office  loop  terminates. 
The  difficulty  with  most  of  the  present  temporary  make- 
shifts is  that,  while  the  newspaper  office  can  send  to  both 
terminals  at  once,  the  latter  cannot  hear  each  other,  which 
frequently  leads  to  confusion. 

The  arrangement  and  connection  of  the  apparatus  for 
iccomplishing  the  object  desired  is  shown  in  Fig.  11.  The 
transmitter  T  and  the  repeating  sounder  RS  constitute 
uhe  common  side  at  the  Dallas  main  office  of  a  quadruplcx 
system  extending  from  Dallas  to  Galveston.  Of  course  the 
apparatus  on  the  polar  side  can  be  substituted  in  place  of 
:hat  shown  here  on  the  common  side.  7",  and  RS^  con- 
stitute the  apparatus  on  the  common  side  at  the  Dallas  main 
office  of  the  quadruplcx  system  between  Dallas  and  St. 
Louis.  The  local  connections  only  are  shown  here.  The 
quadruplcx  apparatus  is  shown  connected  to  the  jacks  A 
and  /),  as  in  most  Western  Union  offices.  The  two  wires 
from  the  contact  stop  and  lever  of  RS^  would,  in  practice, 
be  run  to  opposite  sides  of  the  front  wedge  in  jack  B^  and 
the  wire  from  the  lever  of  A\S\  would  run  to  the  front  side 

D 

of  the  middle  half-wedge,  instead  of  being  connected  as 
shown  here.  However,  the  repeater  will  work  all  right 
either  way. 

27.  Operation.  —  Normally,  all  circuits  are  closed. 
Opening  the  key  in  the  transmitter  circuit  at  the  distant 
Galveston  office  will  open  the  local  circuits  controlled  by 
the  repeating  sounders  R  S,  R  5^,  and  R  S,.  This  will  cause 
the  message  to  be  heard  at  the  Dallas  main  office  on  R  S^ 
and  R  S^.  Furthermore,  the  operation  of  the  repeating 
sounder  RS^  will  cause  the  message  to  be  repeated  through 
the  quadruplcx  transmitter  7\  of  the  St.  Louis  set  at  Dallas 
to  St.  Louis,  and  the  operation  of  the  repeating  sounder  R  S^ 
will  cause  the  message  to  be  heard  on  the  sounder  S  in  the 
receiving  leg  at  the  branch  office.  Operating  the  trans- 
mitter key  at  the  distant  St.  Louis  office  will  operate  the 
repeating  sounders  A'  wS",,  R  S„,  and  R  S^.  Thus  the  message 
will  be  heard  in  the  main  office  at  Dallas  on  RS,  and  RS^. 
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Furthermore,  the  operation  of  the  repeating  sounder  ^i*, 
will  evidently  operate  the  transmitter  T  in  the  Galveston 
set  at  Dallas,  causing  the  message  to  be  sent  to  Galveston, 
and  the  operation  of  the  repeating  sounder  RS^^  provided 
A^  S^  remains  closed,  will  cause  the  message  to  be  sent 
through  the  receiving  leg  of  the  branch-office  loop  to  the 
branch-office  sounder  .S. 

2S.  Double-Sending:  Possible  Bet^sveen  Terminal 
Stations. — Operators  at  Galveston  and  St.  Louis  can  send 
simultaneously,  provided  the  key  K  at  the  branch  office  in 
the  sending  leg  is  closed,  and  the  messages  will  be  repeated 
properly  at  Dallas.  Thus  the  two  ends  can  work  double, 
provided  the  branch-office  key  is  kept  closed.  However,  the 
branch  office  cannot,  in  this  case,  read  either  message  be- 
cause the  two  messages  will  interfere  with  each  other  in  the 
receiving  leg  of  the  branch-office  loop,  due  to  the  simul- 
taneous operation  of  the  two  sounders  RS^  and  RS^.  If 
the  branch  office  sends  by  operating  the  key  A",  then  the 
repeating  sounders  RS^  and  RS^  are  operated.  The  op- 
eration of  RS^^  provided  RS^  remains  closed,  causes  the 
message  to  be  repeated  through  the  transmitter  T  of  the 
Galveston  set  at  Dallas  to  Galveston.  Similarly,  the  op- 
eration of  the  repeating  sounder  RS^^  provided  Tv^.V^  remains 
closed,  causes  the  message  to  be  repeated  through  the  trans- 
mitter T^  of  the  St.  Louis  set  at  Dallas  to  St.  Louis.  Hence 
the  branch  office  can  send  to  both  ends  of  the  main  circuit 
by  operating  the  key  K  in  the  sending  leg  at  the  branch 
office.  When  the  bnnich  office  is  sending,  the  local  circuits 
of  both  repeating  sounders  RS  and  RS^  must  remain  closed 
in  order  to  keep  RS^  and  RS^  closed:  hence,  no  message  can 
be  received  either  from  Galveston  or  St.  Louis  while  the 
branch  office  is  sending  and,  therefore,  in  this  case  the  line 
can  only  be  worked  single. 

29.  Thus  any  one  of  the  three  offices,  St.  Louis,  Galves- 
ton, or  the  branch  office  in  Dallas,  can  send  to  the  other  two 
by  working   the  line  single;  and  the  two  terminal  offices, 
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St.  Louis  and  Galveston,  can  work  the  line  double  if  the 
message  is  not  intended  to  be  received  at  the  branch  office 
in  Dallas  and  provided  the  branch-office  key  in  the  sending 
leg  is  kept  closed. 


POSTAL  TELBGRAPH  BRANCH-OFFICB  QUADRUPLBX 

RBPBATER. 

30.  The  same  result  obtained  by  the  arrangement  of 
the  apparatus  given  in  Fig.  11  may  be  accomplished  in  a 
much  simpler  manner  by  an  arrangement  shown  in  Fig.  12 
that  may  be  used  in  Postal  Telegraph  offices.  For  the  sake 
of  simplicity,  all  switches  have  been  omitted  in  this  figure. 
The  apparatus  in  the  upper  part  of  the  figure  is  located  at  the 
Dallas  repeating  office  and  represents  the  polar  duplex,  or 
the  polar  side  of  a  quadruplex  set,  the  other  end  of  which  is 
in  St.  Louis.  The  apparatus  in  the  middle  of  the  figure 
represents  a  polar  duplex,  or  the  polar  side  of  a  quadruplex 
set,  the  other  end  of  which  is  in  Galveston.  As  in  the 
preceding  figure,  only  the  local  connections  are  here  shown. 
The  only  extra  piece  of  apparatus  used  is  the  key  K^  at  the 
branch  office.  It  is  connected,  as  shown,  between  the  junc- 
tion of  two  resistance  coils  r,  r  and  the  ground  G,  The 
resistance  coils  r,  r  are  adjusted  to  give  all  local  instru- 
ments their  required  current.  These  two  resistances  can  be 
located  at  the  main  office  instead  of  at  the  branch  office. 

31.  Operation. — The  operation  of  the  key  AT,  sends 
the  message  to  the  repeating  office  at  Dallas,  to  St.  Louis, 
and  to  Galveston.      For,  opening  the  key  K^  opens  the  cir- 
cuit through  the  magnets  of  both  the  St.  Louis  and  the 
Galveston  pole  changers  P  C^  and  P  C,  respectively,  at  the 
Dallas   repeating   office;    hence   the    message    is    repeated 
through  these  pole  changers  to  St.  Louis  and  Galveston. 
Operating  the  key  K^  at  the  branch  office  sends  the  message 
to  the  Dallas  repeating  office,  where  it  operates  the  pole 
changer  /^£7  and  so  repeats  the  message  to  Galveston.     Oper- 
3.ting  the  key  A',,  similarly,  sends  the  message  to  the  Dallas 
repeating  office  and  to   St.   Louis.     Evidently,  a  message 
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may  be  scut  from  the  Dallas  repeating  office  to  the  brand 
office  and  to  Galveston  by  operating  the  key  A",;  simtUrlt. 
a  message  may  be  sent  fnim  the  Dallas  repetitinfi  office  (•> 
the  branch  office  and  to  St.  Louis  by  operating  ilie  key  A',, 

32.  The  operation  of  the  pole-changer  key  at  Si.  L*™b 
will  send  the  message  to  the  Dallas  repeating  office  anil  t" 
the  branch  office,  the  message  being  received  on  the  sound- 
ers 5,  and  i'„  respectively;  and  by  the  repeating  action  "f 
the  pole  changer  P  C,  the  message  will  also  be  sent  ti.  (Jal 
veston.  Similarly,  Galveston  can  send  lo  the  Dallas  repeal- 
ing office,  the  branch  office,  and  to  St.  Louis;  furthennnre, 
St.  Louis  and  Galveston  can  be  sending  simultaneously  and 
each  message  will  be  received  at  the  Dallas  repealing  offifc. 
at  the  branch  office,  and  at  one  of  the  two  terminal  statioc^. 
When  the  branch  office  sends  by  means  of  the  key  JC„  the 
line  between  Galveston  and  St.  Louts  can  only  be  worked 
single. 

The  arrangement  given  here  enables  an  operator  at  ilic 
branch  office  to  send  to  the  repeating  office  and  to  either 
terminal  station  by  tlie  key  A',  or  A'„  or  to  the  repeating 
office  and  to  both  terminal  stations  by  key  AT,.  Further- 
more, he  can  hear  the  message  sent  from  both  ends  whea 
they  iire  working  double.  Consequently,  there  should  be  no 
confusion  at  any  time  due  to  the  operator  at  either  end  nr 
in  the  branch  office  not  hearing  the  others  sending. 


DOimi.B-I.OUH  UGPKATER. 

33.  It  is  sometimes  desirable  lo  connect  two  branch 
offices  with  a  duplex  set  or  one  side  of  a  quadruples  set  at 
the  main  office  in  such  a  manner  that  both  branch  offim 
may  receive  the  message  coming  over  the  receiving  siiit'rf 
the  multiplex  set,  anci  also  allow  either  branch  office  tosend 


is  very  necessary  that  the  opening  of  the  key  in  the  sending 
circuit  at  either  branch  office  or  at  the  repeating  station 
shall  not  leave  the  sending  circuit  open  at  the  repeating 
station. 

34.  Operation. — In  explaining  the  operation  of  the 
dtiuble-liiop  repeater,  we  will  first  assume  that  all  circuits 
are  in  their  normal  condition,  that  is,  closed.  Suppose  now 
that  the  polar  relay  in  the  duplex  set  connected  to  the  loop 
switch  /.J,  in  the  figure  opens  the  receiving  side.  This 
will  cut  off  the  current  from  the  magnet  of  the  repeating 
sounder  A'  5  and  also  from  the  sounder  in  the  receiving  leg 
at  the  branch  office  B.  Furthermore,  the  opening  of  the 
repeating  sounder  RS  will  cut  off  the  current  from  the 
sounder  i'and  also  from  the  sounder  in  the  receiving  leg  at 
the  branch  office  A.  Hence,  the  opening  of  the  circuit  at 
the  polar  relay  has  cut  off  all  current  from  the  receiving 
I'l^s  of  the  two  branch-office  loops  and  from  the  sounder  S. 
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The  sounder  .S  is  used  to  enable  the  attendant  to  read  tli« 
signals  in  order  to  judge  whether  the  circuit  is  working 
properly  and  to  communicate  with  the  branch  office. 

35.  Suppose  that  the  branch  office  A  desires  to  send  in 
the  branch  office  B  and  through  the  sending  side  of  the 
duplex  set  to  the  distant  main  office.  When  the  key  in  the 
sending  leg  at  the  branch  office  A  is  opened,  there  will  be  mi 
current  through  the  magnets  of  the  transmitters  /"and  '/",. 
thua  allowing  these  two  transmitters  to  open.  The  opening 
of  the  transmitter  T  will  open  the  sending  side  of  the  duplex 
set  at  contact  stop  r  and,  hence,  operate  the  sending  side  of 
the  duplex  set.  When  the  transmitter  7"  opens,  however, 
the  tongue  of  the  tran.smitter  is  connected  through  the  lever, 
lamp  /,  and  dynamo  />,  to  the  ground  G.  Since  the  lamp  / 
has  a  resistance  equal  to  that  of  the  sending  side  of  the 
duplex  set  that  was  cut  out  at  c,  the  current  flowing  through 
the  magnet  of  the  transmitter  T,  will  remain  constant  and 
thus  the  transmitter  7",  will  be  kept  closed.  This  is  essen- 
tial in  order  that  the  sending  circuit  from  the  branch  office  .■( 
shall  not  be  opened  at  the  repeating  station.  The  o{>ening 
of  the  transmitter  7",,  by  disconnecting  the  tongue  from  the 
contact  stop  r„  has  opened  the  sending  leg  running  to  the 
branch  office  B;  and  by  connecting  the  tongue  to  the 
ground  G,,  the  opening  of  the  transmitter  7",  has  been  pre- 
vented by  the  substitution  of  a  circuit  to  the  ground  C, 
for  the  sending  leg  from  r,  through  the  branch  office  B. 
Thus  the  opening  of  the  key  in  the  sending  leg  at  the 
branch  office  A  has  opened  the  sending  leg  to  the  branch 
office  B  and  the  sending  side  of  the  duplex  set,  but  has  not 
opened  the  sending  leg  of  the  branch  office  A  at  the  repeater. 
No  lamp  is  required  between  the  lever  of  the  transmitter  T, 
and  the  ground  (7^,  because  the  lamp  /is  in  the  circuit  be- 
tween (7,  and  the  dynamo  whenever  the  transmitters  /"and 
T,  are  open. 

36.  Suppose  that  the  circuits  are  again  in  their  normal 
closed  condition  and  that  the  key  in  the  sending  leg  at  the 
branch  office  B  is  opened.     This  will  open  the  circuit  through 
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the  transmitter  7",  and  also  through  the  sending  side  of 
the  duplex  set.  When  the  transmitter  7^^  opens,  it  opens  the 
sending  leg  to  the  branch  office  A  at  contact  r,,  but  the 
tongue  of  this  transmitter  7",  comes  into  contact  with 
the  lever  and  makes  a  connection  through  the  lamp  /,  with 
the  ground  G^,,  thus  keeping  the  transmitters  T  and  T^ 
closed.  Thus  the  opening  of  the  key  in  the  sending  leg  at 
the  branch  office  B  has  opened  the  sending  leg  running  to 
the  branch  office  A  and  also  the  sending  side  of  the  duplex 
set.  Furthermore,  the  operation  of  the  transmitters  has 
been  such  that  the  sending  leg  from  the  branch  office  B  has 
not  been  opened  at  the  repeating  station.  Thus  it  has  been 
shown  that  both  branch  offices  may  receive  a  message  from 
the  receiving  side  of  the  duplex  set  and  that  either  branch 
office  may  send  to  the  other  branch  office  and  through  the 
sending  side  of  the  duplex  set  to  the  distant  main  office. 


THRBB  MULTIPLBX  SETS  CONNBCTBD  TOGBTHBR. 

37.  A  method  of  arranging  three  quadruplex  sets  in  such 
a  manner  that  they  will  be  in  communication  with  one 
another  when  workfed  as  a  single  line,  or  where  any  two 
can  be  worked  double,  provided  the  third  station  keeps  his 
key  closed,  is  shown  in  Fig.  14.  This  arrangement  was 
given  by  Mr.  J.  B.  Dillon,  in  the  **  Telegraph  Age,'*  April  1,  , 
1900.  The  repeating  sounders  shown  in  this  figure  can  be 
replaced  by  transmitters  properly  connected  or  by  pony 
relays  of  the  proper  resistance.  The  resistance  of  the 
various  circuits  should  be  adjusted  by  the  use  of  lamps  or 
resistance  coils  to  allow  the  various  instruments  the  proper 
amount  of  current. 

38.  Operation.  —  If  when  all  keys  are  closed  and 
quadruplex  A  wishes  to  work  with  B  and  C,  the  operation  is 
as  follows:  Opening  the  key  at  the  distant  office  A  causes 
polar  relay  A  and  the  repeating  sounders  R  S  and  R  S^  to 
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open,  thereby  opening;  the  circuits  passing  through  the 
pole  changers  of  the  quadruplex  sets  B  and  C,  respective!)-, 
thus  sending  the  signal  to  the  distant  quadruplex  stations 
B  and  C. 

Should  the  distant  office  B  desire  to  break,  the  opening  of 
his  key  will  cause  the  polar  relay  B  and  the  repeating 
sounders  RS^  and  A' 5,  to  open,  thereby  opening  the  cir- 
cuits passing  through  the  pole  changers  of  the  sets  A  and 
C — it,  of  course,  being  understood  that  tlie  operator  at  the 
pole-changer  key  at  the  distant  office  A  wit!  close  his  key 
when  he  hears  the  opening  of  his  sounder  controlled  by  his 
polar  relay,  and  thus  permit  the  office  C,  as  well  as  the 
office  .-(,  to  hear  what  the  operator  at  the  pole-changer  key 
at  the  distant  office  B  has  to  say. 


Should  the  distant  operator  C  desire  to  send,  the  open- 
ing of  his  key  will  open  the  polar  relay  at  the  set  C  and 
cause  the  repeating  sounders  RS,  and  RS^  to  open  the  cir- 
cuit passing  through  the  pole  changers  of  the  quadruplex 
sets  B  and  A,  respectively.      It  will  thus  be  seen  that  each 
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station  can  hear  and  converse  with  any  other  as  a  single- 
circuit  arrangement. 

39.  Two  Offices  Working  Double. — To  show  how 
any  two  offices  can  work  double,  provided  the  third  station 
keej)s  his  key  closed,  suppose  that  A  and  7>  desire  to  work 
double,  while  the  key  at  the  distant  office  C  is  kept  closed. 
The  path  of  the  current  through  the  pole  changer  of  the 
A  set  may  be  traced  through  the  front  wedge  in  the  quad- 
ruplex  A  jack,  the  cord,  and  contact  points  of  the  repeating 
sounder  R  S^^  thence  back  to  the  other  side  of  the  same 
wedge,  through  the  center  half-wedge,  the  cord,  and  the 
contact  points  of  the  repeating  sounder  RS^  to  the  ground. 
As  the  repeating  sounder  R  S^  is  controlled  by  the  polar 
relay  of  the  B  set,  it  will  be  readily  seen  that  the  distant 
A  operator  will  then  hear  what  the  distant  B  operator  has 
to  say.  The  path  of  the  current  through  the  pole  changer 
of  the  B  set  may  be  traced  through  the  front  wedge  in  the 
quadruplex  B  jack,  the  cord,  contact  points  of  the  repeating 
sounder  R  .S\,  the  cord,  the  other  side  of  the  same  wedge, 
the  center  half-wedge,  thence  through  the  contact  points  of 
the  repeating  sounder  RS  to  the  ground.  As  the  repeating 
sounder  R  Sy  which  controls  the  pole  changer  of  the  B  set, 
is  in  turn  controlled  by  the  polar  relay  of  the  A  set,  it  is 
evident  that  the  distant  B  operator  will  hear  what  the  distant 
A  operator  has  to  say. 

-lO.  If  A  and  C  wish  to  work  double,  B  must  keep  his 
key  closed.  The  repeating  sounder  ^.S',  will  then  operate 
the  pole  changer  of  the  set  (T,  and  the  repeating  sounder  R  S^ 
will  operate  the  pole  changer  of  the  set  A.  Confused  signals, 
due  to  the  sending  at  both  A  and  C^  which  operate  the 
repeating  sounder  RS  and  R  S^  (as  well  as  R  S^  and  R  SJ), 
will  pass  through  the  pole  changer  of  the  set  B;  hence 
neither  message  can  be  read  at  the  distant  office  B. 
Should  B  and  C  desire  to  work  double,  A  must  keep  his 
key  closed. 

41.  While  the  third  quadruplex  will  be  practically  dead, 
as  far  as  business  is  concerned,   when  the  other  two  are 
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working  double,  attention  is  merely  called  to  the  fact  that 
doubling  is  practicable,  as  explained,  should  it  be  desirable 
to  connect  three  quadruplex  sets  for  special  or  report  matter 
(worked  as  a  single  line). 


CARB  OP  Mi;i.TIPI,KX  SINGLB-WIBG  RBREATKRS. 

42.  The  repeating  transmitters  of  multiplex  single-wire 
repeaters  must  be  kept  in  good  order,  the  contacts  must 
be  kept  clean,  and  the  tongue  of  the  transmitter  must  not 
be  too  stiff.  If  the  contacts  of  the  repeating  transmitter 
become  dirty,  a  message  coming  over  the  polar  relay  nr 
the  neutral  relay  will  be  repeated  back  through  the  pole 
changer  or  transmitter  to  the  original  sending  station.  For 
it  is  evident  that  a  dirty  contact  may  prevent  the  repealing 
transmitter  from  holding  the  pole  changer  or  transmitter 
of  the  multiplex  set  closed  when  a  message  is  coining 
through  the  polar  or  neutral  relay.  In  case  a  single-wire 
repeater  is  used  at  both  ends  of  the  multiplex  system,  utter 
confusion  miyht  result  from  defective  contacts  on  both 
repeating  transmitters. 

The  second  source  of  trouble  may  be  due  to  the  fact  that 
the  current  through  the  pole  changer  or  transmitter  of  the 
multiplex  set  is  not  the  same  in  the  two  positions  of  the 
repeating  transmitter.  This  may  be  due  to  a  weakening  of 
one  of  the  batteries,  or  to  the  fact  that  the  resistance  used 
in  repeaters  (depending  on  the  principle  used  in  the  Tbye 
repeater)  to  take  the  place  of  the  branch  circuit  in  the  open 
position  of  the  transmitter  is  not  properly  adjusted.  If  the 
two  currents  are  unequal  for  either  of  the  reasons  given 
above,  and  if  the  spring  of  the  pole  changer  or  transmitter 
of  the  multiplex  set  is  adjusted  properly  for  the  stronger 
current,  the  instrument  may  open  when  the  weaker  current 
passes  through  it  instead  of  remaining  closed  as  it  shouW- 
This,  of  course,  may  be  avoided  by  making  the  strength  of 
the  current  through  the  pole  changer  or  transmitter  of  the 
multiplex  set  the  same  in  both  positions  of  the  repeating 
transmitter. 
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If  the  tongue  of  the  quadruplex  transmitter  is  too  stiff, 
it  will  not  break  contact  properly  with  the  lever,  as  it  should 
do,  when  the  repeating  transmitter  is  opened;  especially  will 
this  be  the  case  should  the  local  battery  in  the  quadruplex 
transmitter  be  weak  at  the  same  time.  The  faults  that 
have  been  enumerated  do  not  include,  of  course,  faults  due 
to  the  improper  adjustment  and  balance  of  the  duplex  or 
quadruplex  system  itself.  The  latter  have  already  been 
given  in  connection  with- the  adjustment  and  balancing  of 
the  quadruplex  system. 


-OFFICE  SIGNALING  DEVICES. 

43.  Where  wires  are  rented  to  brokers  or  others,  it  is 
necessary  in  order  to  report  any  trouble  that  may  occur  in 
their  circuits  that  they  shall  be  able  at  all  times  to  signal 
the  main  office,  which  is  responsible  for  the  condition  of  the 
line. 

As  vibrating  bells  or  buzzers  are  generally  used  in  con- 
nection with  these  branch-office  signaling  devices,  it  will  be 
well  to  describe  them  first.  The  only  difference  between  a 
vibrating  bell  and  a  buzzer  is  that,  in  the  case  of  the  bell, 
the  vibrating  armature  of  the  electromagnet  is  allowed  to 
tap  a  gong,  whereas  in  the  buzzer  it  merely  vibrates  between 
two  stops.  The  construction  and  operation  of  the  annun- 
ciators that  are  used  in  this  connection  will  be  clear  from 
the  diagrams  in  which  they  are  shown. 


VIBRATING  BBLL. 

44.  Construction.  —  The  bell  used  for  battery  call 
work  is  usually  of  the  type  known  as  the  vibrating:  or 
trembler  bell,  one  form  of  which  is  shown  in  Fig.  15. 
The  hammer  of  this  bell  is  arranged  so  as  to  vibrate  rapidly 
back  and  forth  and  to  strike  the  gong  at  each  vibration, 
producing  a  continuous  succession  of  sounds.  D  and  U  are 
two  electromagnets  having  cores  F  and  F^  of  soft  iron  se- 
cured to  a  soft  iron  yoke  piece  Y,     6^  is  a  soft  iron  armature 
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mounted  by  means  of  a  flat  spring  5  secured  to  a  poaf 
so  as  to  vibrate  freely  in  front  of  tlie  cores  /■"  and  P'. 
armature  carries  a  hammer,  as  shown,  adapted  to  strike)! 
gong  a  sharp  b!ow  wlien  the  armature  is  pulled  tow! 
the  magnet  cores.  If  the  circuit  through  th«  magid 
passed  from  one  binding  post  7"through  the  coils  direcit| 
the  oiher  binding  post  T\  then  closing  the  circuit  conts 
ing  a  suitable  battery  would  cause  the  hammer  to  St^ 
the  gong  a  single  blow. 

A  succession  of  blows  might  be  produced  by  rapidly  mal^ 
and  breaking  the  circuit  at  the  point  from  which  the 

was  being  sent;  but  this  woul(|| 
an  unsatisfactory  method, 
fore,  the  armature  of  the  bell  ij^ 
arranged  as  lo  make  and  break  the 
circuit  by  its  own  vibration.  In 
)  this  way  a  rapid  and  continuous 
succession  of  strokes  is  produced  as 
long  as  the  terminals  of  the  battery 
are  connected  to  the  two  binding 
posts  7"  and  T.  To  bring  : 
tliis  result,  the  circuit  between*] 
binding  posts  of  the  bell  i 
follows:  From  the  binding  poi 
which  is  insulated  from  the  ( 

of  ihc  bell,  a  wire  leads  to  one^ 

minal  of  the  coils  D  and  J)',  wki^ 

('Qi)''"~^'\i|  are   connected   together   in   series, 

W^        ^^  -^  '^'"^^  leads  from  the  other  termi- 

r  7  nal  of  D'  to  the  metallic  post  .V, 

'''<'-  '"■  which  is  insulated   from  the  metal 

framework  and  provided   with  a  c 

the  armature  is  at  rest,  a  contact  s 

armature,  rests  against  the  contact  screw  Af,  thus  carrying 
the  circuit  to  the  armamrc  and  the  post  P.  This  posiyis 
connected  with  the  frame  of  the  bell,  as  is  also  the  post  T, 
so  that  the  circuit  from  /'  to  V  is  completed  thrxngh  llie 
metal  frame  itself.    When  a  current  is  sent  through  the  cgi^' 


mtact  screw  M.     While 
spring  ..V,  carried  by  the 
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the  armature  will  be  drawn  forwards,  thus  causing  the  ham- 
mer to  strike  the  gong.  This  movement,  however,  will  break 
the  circuit  by  causing  the  spring  A'  to  move  out  of  contact 
with  the  screw  M,  This  interrupts  the  flow  of  current 
through  the  coils,  and  therefore  allows  the  armature  to 
spring  back,  it  being  no  longer  attracted  by  the  magnet 
cores.  In  doing  this,  contact  is  again  made  between  the 
spring  Jif  and  the  screw  J/,  thereby  completing  the  circuit 
and  again  energizing  the  magnets,  thus  producing  another 
stroke  of  the  hammer.  This  process  is  repeated  as  long 
as  the  battery  circuit  remains  closed.  The  spring  X  is  pro- 
vided so  that  the  circuit  will  not  be  broken  quite  as  soon 
as  the  armature  starts  to  move  toward  the  cores.  Its  func- 
tion is  to  prolong  the  time  during  which  the  circuit  is  closed, 
so  as  to  allow  the  magnets  to  exert  a  pull  on  the  armature 
until  the  hammer  is  almost  in  contact  with  the  bell. 

45.  Design. — These  bells  are  manufactured  in  almost 
numberless  styles,  many  of  which  are  of  exceedingly  poor 
design,  from  both  mechanical  and  electrical  standpoints. 
A  good  battery  bell  should  be  so  well  constructed  that  none 
of  its  parts  are  likely  to  work  loose  because  of  the  rapid 
and  violent  vibration  of  the  hammer.  The  point  of  the 
screw  M  and  also  the  surface  on  the  spring  X  should  be 
tipped  with  platinum,  in  order  that  the  surface  of  the  con- 
tacts may  be  kept  clean,  as  platinum  will  not  corrode  under 
ordinary  atmospheric  conditions,  and  is,  moreover,  not 
much  affected  by  the  electric  spark,  which  is  sometimes 
very  heavy  between  these  contacts.  Silver,  being  cheaper, 
is  frequently  used  in  place  of  platinum,  and  is  superior  to 
copper,  brass,  and  iron.  The  screw  M  should  be  provided 
with  a  locknut,  or  with  some  other  means  of  locking  it 
securely  in  any  position  to  which  it  has  been  adjusted.  If 
this  is  not  done,  the  vibration  of  the  armature  will  cause 
the  screw  to  gradually  work  back  until  finally  it  reaches  a 
point  where  the  spring  A^will  not  make  contact  with  it. 
This  locking  is  sometimes  accomplished  by  splitting  the 
post  N^  so  that  the  screw  threads  in  the  two  halves  exert  a 
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combined  action  on  the  screw,  due  to  the  elasticity  nf  the 
parts  of  the  post. 

46.  Prevention  of  t^ticklns- — Means  must  be  pro- 
vided for  preventing  the  armature  from  coming  into  actual 
contact  with  the  poles  of  the  electromagnet,  as  the  residual 
magnetism  will  cause  it  to  stick  and  not  allow  the  spring  S 
to  move  it  back  at  once  or  at  all.  This  may  be  done  in  a 
number  of  ways,  one  of  which  is  to  secure  a  thin  strip  of 
copper  to  the  surface  of  the  armature  which  would  other- 
wise come  in  contact  with  the  poles.  Another  way  is  to 
insert  a  small  pin  of  brass  or  copper  into  the  ends  of  the 
poles  in  such  a  manner  that  it  will  project  slightly  beyond 
the  pole  surfaces.  Either  of  these  methods  should  prevent 
actual  contact  between  the  iron  surfaces  and  therefore 
eliminate  this  tendency  to  stick;  which  is  particularly 
great  where  the  magnets  and  armature  are  not  of  the  best 
quality  of  soft  annealed  iron,  because  hard  iron  retains  its 
residual  magnetism  with  more  tenacity.  In  a  first-ciass 
hell  these  parts  are  made  of  the  softest  grade  of  wrought 
iron,  so  as  to  be  readily  demagnetized  when  jarred  by  the 
striking  of  the  armature  against  the  cores. 

47.  Adjustment. — The  adjustment  of  battery  bells 
is  a  very  simple  matter,  for  usually  the  turning  of  the 
screw  ^  until  it  occupies  the  desired  position  is  all  that  is 
required.  The  best  position  may  be  determined  by  gradu- 
ally turning  this  screw,  while  the  circuit  is  closed,  until  the 
hammer  vibrates  in  such  a  manner  as  to  produce  a  succes- 
sion of  hard,  sharp  blows  against  the  gong.  If  the  screw# 
is  too  far  back,  the  circuit  will  be  opened  before  the  arma- 
ture has  acquired  sufficient  momentum  to  carry  the  hammer 
to  the  gong;  or  it  may  be  so  far  back  as  not  to  allow  the 
circuit  to  be  completed  at  all.  On  the  other  hand,  if  the 
screw  is  too  far  forwards,  the  spring  Xwlll  not  be  puW 
away,  and  the  circuit  will  not  be  broken;  or  else  the  hK^k 
will  occupy  such  a  short  space  of  time  that  the  hammer 
will  not  be  allowed  to  recede  far  enough  to  strike  a  proper 
blow  upon  the  gong.     If  the  adjustment  by  means  of  the 
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screw  M  does  not  produce  the  desired  results,  it  may  be 
that  the  armature  G  does  not  occupy  a  proper  position  with 
respect  to  the  poles  of  the  magnet.  When  the  hammer 
rests  against  the  gong,  the  distance  between  the  armature 
and  each  of  the  pole  pieces  should  be  approximately  the 
same.  This  adjustment,  as  a  rule,  may  be  made  by  bend- 
ing the  spring  S  slightly  or  by  shifting  the  position  of  the 
magnets. 

48.  Sometimes  the  surface  of  the  gong  against  which 
the  hammer  strikes  does  not  occupy  such  a  position  as  to 
allow  the  hammer  to  strike  it  at  the  proper  moment.  If  the 
gong  in  Fig.  15  is  too  far  to  the  right,  the  hammer  will 
strike  before  the  armature  has  moved  far  enough  toward 
the  pole  pieces  to  allow  them  to  attain  the  maximum  pull. 
If  the  gong  is  too  far  to  the  left,  then  the  armature  will 
strike  the  pole  pieces  before  the  hammer  strikes  the  gong; 
in  either  case  a  loss  of  efficiency  will  result.  This  may  be 
remedied  by  bending  the  rod  on  which  the  hammer  is 
mounted,  but  in  many  cases  a  better  way  is  to  turn  or 
move  the  gong  itself  on  its  standard.  These  gongs  are 
usually  somewhat  eccentric,  due  to  imperfections  in  their 
manufacture,  and  therefore  by  turning  them  the  surface 
against  which  the  hammer  strikes  may  be  brought  into  the 
correct  position. 

49.  Fig.  IG  shows  such  a  bell  connected  in  circuit  with 
a  battery  and  push  button.     By  pushing  the  button,  the 
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Fig.  16. 

circuit  is  closed  at  ^,  thus  allowing  the  action  already  de- 
scribed to  take  place.  This  circuit  is  such  as  would  be 
used  for  an  ordinary  push-button  call  for  almost  any  pur- 
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HUHD  BRANCH-OFFICE  BIGNAI.TNG  DEVECB. 

SO.  Loops  ihal  are  extended  lo  Itranch  offices  aro 
usually  connected  through  an  annunciator  at  tlic  niahi 
office.  These  annunciators  are  alt  grouped  at  one  board, 
where  they  are  looked  after  by  an  attendant.  The  method 
devised  by  Mr.  J.  B.  Hiird  is  shown  in  Fig.  17,  Al  ihe 
branch  office  there  is  a  three-point  switch  Q  that  ordinarily 
remains  in  a  central  position,  thus  insulatiiiy  the  ground  C. 
Ordinarily  the  current  througli  tlie  branch-office  loop  appa- 
ratus has  not  sufficient  strength  to  attract  the  armature  rf 
of  the  main-office  annunciator  A.  Thus  the  annunciator 
shutter  (-is  ordinarily  held  up  by  thflmokon  the  front  enJ  of 


an  arm  that  is  rigidly  fastened  to  the  armature  </.  How- 
ever, the  branch-office  operator,  should  he  desire  to  attract 
the  attention  of  the  attendant  at  the  main-office  annunciator 
board,  turns  the  arm  of  the  switch  Q  to  the  contact  buttons 
so  as  to  ground  the  low-resistance  side  of  the  circuit. 
This  cuts  out  one  wire  of  the  branch-office  loop  and  the 
branch-office  instruments  and  thus  allows  enough  current 
to  flow  from  the  main  battery  yl//i',  through  the  coil  of  the 
annunciator  A,  one  wire  of  the  loop  circuit,  and  the  ground 
to  drop  the  shutter  f  to  the  dotted  position  against  the  con- 
tact stop  «. 


§6 


TELEGRAPHY. 


43 


51.  It  is  usual  to  arrange  the  shutter  of  the  annunciator 
in  this  manner,  so  that  when  it  falls,  a  local  circuit  contain- 
ing a  buzzer  or  bell  and  a  battery  will  be  closed,  thus 
attracting  the  attention  of  the  attendant. 

The  switch  Q  in  provided  with  two  contact  buttons  «  and  r 
so  that  the  ground  can  be  connected  to  either  side  of  the 
circuit.  Thus,  in  case  the  two  sides  of  the  branch-office 
loop  are  reversed  at  the  main  office,  the  branch-office  opera- 
tor can  still  operate  the  annunciator.  Behind  the  shutter  e 
is  the  name  of  the  branch  office  that  is  connected  to  this 
annunciator.  The  magnet  of  the  annunciator  is  usually  of 
low  resistance,  about  2  or  3  ohms. 


nUPLBX  CALL. 

52.     An  arrangement  for  calling  on  a  duplex  circuit  is 
shown  in  Fig.  18.     An  extra  neutral  relay  NR  and  vibrating 
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bell  Fare  connected  in  the  circuits,  as  shown  at  the  west 
station.  The  connections  will  be  the  same  at  both  stations, 
but  only  enough  to  explain  the  operation  are  shown.  The 
spring  s  of  the  neutral  relay  is  so  adjusted  that  the  armature 
will  be  held  against  the  front  stop  c  as  long  as  the  battery 
or  dynamo  at  the  distant  east  station  is  connected  to  the 
line.  This  is  the  case  while  the  arm  of  the  switch  Q  remains 
in  contact  with  the  button  a.  If  the  main  battery  or  dy- 
namo at  the  distant  east  station  be  disconnected  and  the 
circuit  grounded  by  turning  the  arm  of  the  switch  Q  to 
contact  button  b,  the  current  from  the  west  main  battery 
or  dynamo  will  divide  equally  through  the  two  differential 
coils  of  the  extra  neutral  relay.  The  magnetizing  effect  of 
one  coil  will  be  neutralized  by  the  other  and,  consequently, 
the  armature  e  will  fall  against  the  back  stop  d  and  cause 
the  brating  bell  Fto  ring  as  long  as  the  eastern  operator 
allow  the  arm  of  the  switch  Q  to  remain  in  contact  with  b 
or  until  the  western  operator  opens  the  local  bell  circuit  by 
means  of  the  switch  //. 


SIMULTANEOUS  TELEGRAPHY   AND 

TELEPHONY. 

53.  The  transmission  of  telegraph  and  telephone  mes- 
saires  over  the  same  wire  at  the  same  time  is  called  slmul- 
tancou)^  telcjil^rupliy  and  telephony. 


VAN    RYSSKLBKRGHH    METHOD. 

54.  The  Van  Ryssclberjflic  nicttiod  for  the  simul- 
taneous transmission  of  telej)hone  and  telegraph  messages 
over  the  same  line  was  originated  and  developed  by  Mr.  J. 
F.  Van  Ryssclberghe,  an  offit^al  of  the  Belgian  telegraph 
service.  It  is  now  being  used  both  in  Europe  and  America. 
Before  describing  the  method  of  arranging  the  telegraph 
and     tele[)hone     apparatus    by     which     this    simultaneous 
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transmission  can  be  accomplished,  it  will  be  well  to  consider 
briefly  some  of  the  fundamental  principles  involved. 


^,,  One  of  the  difficulties  to  be  overcome  in  attempting 
to  telegraph  and  telephone  simultaneously  over  the  same 
wire  is  the  prevention  of  telegraphic  signals  being  heard  in 
the  telphone  receiver.  Unless  this  is  done,  much  annoyance 
will  be  caused  those  using  the  telephone;  besides,  the 
secrecy  of  the  telegraph  will  be  destroyed.  The  wasting  of 
the  telephone  currents  in  the  telegraph  instrument  must 
also  be  avoided. 

In  a  simple  short  telegraph  circuit,  the  current  will  rise 
to  its  maximum  value  almost  instantly  when  the  key  is 
closed  and  fall  to  zero 
almost  instantly  when 
the  key  is  opened.  A 
curve  representing  the 
current  in  such  a  cir- 
cuit is  about  as  shown 
in  Fig.  19.  The  time  required  for  the  current  to  reach  its 
maximum  value,  even  on  an  overhead  line  of  350  miles  in 
length,  is  ordinarily  less  than  one-fortieth  the  time  required 
to  make  a  dot.  In  telegraphing  at  the  rate  of  25  words  a 
minute,  which  is  equivalent  to  about  5  Morse  signals  a 
second,  there  would  be,  if  means  were  not  taken  to  avoid  it, 
10  intense  clicks  every  second  in  a  telephone  receiver  con- 
nected between  the  line  wire  and  the  ground,  one  of  these  * 
being  made  every  time  the  telegraph  key  was  closed  and 
another  every  time  it  was  opened,  due  to  the  very  rapid 
rise  and  fall  of  the  relatively  large  telegraph  current,  which 
is  about  100  times  larger  than  the  telephone  current.  If 
the  telegraph  current  can  be  made  to  rise  and  fall  gradually 
enough,  the  telephone  receiver  will  not  make  any  click. 
The  accomplishment  of  this  result  has  made  possible  this 
method  of  simultaneously  telephoning  and  telegraphing 
over  the  same  wire., 

56.     It  is  a  well-known  fact  that  the  sudden  rise  and  fall 
of  a  current  in  a  circuit  can  be  delayed,  that  is,  made  more 
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gradual,  by  increasing  the  inductance  in  the  circuit.  Fur- 
thermore, if  in  addition  to  the  inductance  coil,  a  condenser 
is  connected  from  the  line  to  the  ground,  the  current  in  the 
line  will  rise  and  fall  still  more  slowly.     Hence,  by  using 
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enough  inductance  coils  and  condensers,  the  current  in  the 
line  may  be  made  to  rise  and  fall  as  slowly  as  desired.  A 
simple  telegraph  circuit,  with  two  inductance  coils  /and/,, 
and  two  condensers  C  and  C^,  connected  in  the  circuit,  is 
shown  in  Fig.  20. 

The  coils  /  and  /,  are  called  impedance^  retardation,  or 
choke  coils,  and  are  usually  made  by  winding  a  large  number 
(^f  turns  of  insulated  c^()j)pcr  wire  over  a  soft-iron  wire  core, 
the  ends  of  the  iron  wire  being  brought  together  and  over- 
lap[)c(l,  as  shown  in    Fig.   21,    so  as  to  form  a   closed  iron 

circuit  for  the  magnetic  lines  of  force. 

of  in- 
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section  of  iron,  such  a  closed  magnetic 
circuit  will  give  a  maximum  induct- 
ance, causing  a  maximum  opposition 
to  a  rapid  rise  or  fall  c>f  the  current. 
In  making  such  a  coil,  it  is  of  much 
more  importan(x^  to  have  a  large  numl)er  of  turns  of  copper 
wire  and  a  good  magnetic  circuit  of   iron   than   to  have  a 
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large  resistance.  In  fact,  the  smaller  the  simple  resistance 
can  be  kept  the  better,  provided  there  are  a  sufficient  num- 
ber of  turns.  Low  resistance  and  a  large  number  of  turns 
means  a  large  coil,  because  large-sized  copper  wire  must  be 
used,  and  it  becomes  necessary  to  compromise  in  order  to 
have  neither  too  large  a  coil  nor  too  high  a  resistance  with 
a  given  number  of  turns.  A  choke  coil  of  about  50  ohms 
resistance  may  be  made  by  winding  the  one  mentioned  in 
Art.  68  with  No.  31  B.  &  S.  copper  wire. 


When  the  key  A"  in  Fig.  20  is  closed,  the  inductance 
of  the  relay  ^  and  of  the  impedance  coil  /will  act  as  a 
barrier  to  the  increasing  current  and  will  prevent  it  from 
attaining  its  maximum  strength  as  quickly  as  it  would  if  the 
impedance  coil  /  was  not  in  the  circuit.  The  greater  the 
inductance  in  the  circuit,  the  slower  will  the  current  increase 
and  decrease.  Furthermore,  the  condenser  Cmust  be  fully 
charged  before  the  current  in  the  line  can  reach  its  maximum 
value.  As  fast  as  the  current  is  able  to  get  through  the 
relay  R,  it  first  tends  to  charge  the  condenser  C,  and  as 
the  condenser  becomes  more  and  more  nearly  charged  to  its 
full  capacity,  more  current  will  flow  through  the  coil  /, 
which  also  impedes  any  rapid  increase  in  the  current.  The 
increase  in  the  strength  of  the  current  in  the  line  wire  is 
thus  made  totake  place  more  slowly  than  it  would  without 
the  condenser  and  the  impedance  coil. 

On  opening  the  key  K,  the  condenser  C  tends  to  discharge 
its  current  through  the  coil  /  into  the  line  in  the  direction  of 
the  original  current,  thereby  tending  to  prolong  the  current 
in  the  line  and  causing  it  to  decrease  more  gradually.  The 
combination  of  con- 
densers and  impedance 
coils  thus  opposes  any 
rapid  change  in  the 
strength  of  the  cur- 
rent, and  the  current 
curve  can  be  made  to  approach  that  shown  in  Fig.  22  by 
Tising  the  proper  amount  of  inductance  and  capacity. 

T.  G.    JI.—iS 
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58.  At  the  rate  of  25  words  a  minute,  there  would  be 
about  5  dots  and  spaces,  or  6  curves,  like  the  one  shown  in 
Fig.  2a,  a  second.  The  induction  coils  and  condensers  will 
interfere  with  ti-legraphing  at  a  high  speed,  and  especially 
with  rapid  automatic  systems,  because  the  signals  would  be 
of  such  a  short  duration  that  there  would  not  be  time  for  the 
current  to  rise  or  fall  through  a  sufficient  range  to  properly 
operate  the  relays.  Moreover,  even  if  suitable  relays  or 
other  instruments  could  be  used,  such  rapid  signaling  would 
interfere  with  what  we  are  striving  for,  namely,  to  telephone 
as  well  as  to  telegraph  over  the  same  line.  About  the  lowest 
audible  sound  is  produced  by   16  complete  vibrations  per 
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second.  Therefore,  an  undulating  current  that  changes  at 
such  a  slow  rate  that  it  would  never  cause  the  diaphragm  of 
a  telephone  receiver  to  move  as  fast  as  it  would  be  moved  by 
a  current  having  a  frequency  of  Ifl  periods  per  second,  would 
produce  no  sound,  not  even  a  single  click,  in  the  receiver. 

Now,  if  a  telephone  receiver  TJi  and  the  secondary  wind- 
ing s  of  the  induction  coil  were  connected  between  the  line 
and  the  ground,  as  shown  in  Fig.  23,  but  without  the  con- 
denser C"„  more  or  less  of  the  telegraph  current  would  go 
through  the  receiver  circuit  to  the  ground  in  preference  to 
passing  through  the  line  and  the  distant-office  instruments. 
Even  if  this  current  produced  no  sound  in  the  receiver,  it 
would  still  be  necessary  (in  order  that  the  telegraph  signal 
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made  at  the  sending  station  shall  affect  the  relay  at  the 
receiving  station)  to  prevent  the  flow  or  leakage  of  the 
telegraph  current  through  the  receiver.  To  accomplish 
this,  the  condenser  C^  is  connected  between  the  receiver  and 
the  line.  The  condenser  will  not  allow  a  continuous  current 
to  pass  through  it,  because  its  resistance  to  such  a  current  is 
practically  infinite.  The  condenser  charges  and  discharges 
very  slowly  when  telegraph  signals  are  being  sent,  thereby 
causing  the  receiver  diaphragm  to  move  in  and  out  very 
slowly,  but  the  rate  of  change  of  the  current  in  the  receiver 
is  not  great  enough  to  cause  an  audible  sound. 

5i).  It  has  been  shown  that  the  telegraph  signals  do  not 
affect  the  telephone  receivers.  It  yet  remains  to  be  shown 
that  the  telephone  currents  sent  from  one  end  will  operate 
the  telephone  at  the  other  end,  but  will  not  interfere  with 
the  telegraph  signals  sent  from  either  end. 

In  ordinary  conversation,  the  average  frequency  of  the 
sound  waves  is  at  least  300  complete  vibrations,  or  periods, 
per  second.  By  talking 
into  a  telephone  trans- 
mitter, therefore,  an  al- 
ternating electromotive 
force  is  generated  in  the 
secondary  winding  of  the  induction  coil,  the  average  fre- 
quency of  which  is  at  least  300  periods  per  second.  This 
rapidly  alternating  electromotive  force  will  charge  and  dis- 
charge the  condenser  C^,  thereby  producing  in  the  line  wire 
an  alternating  current  similar  to  that  in  an  ordinary  tele- 
phone line.  In  Fig.  24  is  represented  such  a  current  wave 
as  might  be  produced  in  the  line  wire  by  the  simplest  sound 
waves  having  a  frequency  of  300  periods  per  second.  Let 
the  curve  A  in  Fig.  25  represent  the  slowly  increasing  and 
decreasing  telegraph  current,  and  the  curve  B  the  rapidly 
alternating  telephone  current.  In  the  line,  these  two  will 
be  superimposed  on  each  other,  producing  a  resultant  curve 
of  the  form  shown  at  C. 

When  both  the  telephone  and  telegraph  are  in  simultaneous 
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operation,  the  telegraph  current  causes  the  diaphragm  of 
the  receiver  to  move  in  and  out  through  a  relatively  large 

amplitude,    but  too 

fA      slowly  to  make  any 

sound.    At  the  same 

time,      it     will     vi- 
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through  a  very  small 
amplitude,  because 
the  telegraph  cur- 
rent will  have  its 
^^^'  ^-  strength  very  rapid- 

ly but  very  minutely  increased  and  decreased  by  the  tele- 
phone current.  The  variation  in  the  strength  of  the  current 
is  enough,  nevertheless,  to  increase  and  decrease  the  pull  of 
the  magnet  on  the  diaphragm  sufficiently  to  produce  sound 
waves.  One  vibration  is  thus  superimposed  on  the  other, 
and  the  diaphragm  vibrates,  or  trembles,  very  rapidly  as  it 
moves  slowly  in  and  out  as  the  telegraph  current  slowly  in- 
creases and  decreases,  and  it  reproduces  the  words  spoken  at 
the  distant  transmitter,  but  the  telegraph  current  produces 
no  sound. 

t>().  The  (juestion  might  arise  as  to  why  the  telephone 
current  does  not  go  to  the  ground  through  the  telegraj»h 
ap[)aratus  at  the  end  where  it  is  generated  and  interfere  with 
the  telegraph  signals,  instead  of  flowing  through  the  lonjj 
line  wire  to  the  distant  telej)hone.  In  the  first  plaeo,  even 
if  all  the  telephone  current  did  go  through  the  liomc  tck- 
graph  apparatus,  it  would  not  alTect  the  signals,  for  the 
telephone?  current  is  {M-ohably  less  than  one-hundredth  as  large 
as  the  tetlrgraph  current,  and  its  efTect  on  the  relay  w«»ul(l 
not  be  apparent,  as  is  evident  from  curve  C^  Fig.  25.  More- 
over, prat^tically  the  whole  lcle[)hone  current  will  go  «)ver 
the  line  and  throui^h  the  distant  ret^eiver,  for  the  following 
reason:  It  is  a  well-estal)lishcd  fa<t  that  a  circuit  contain- 
ing inductance  offers  more  ()|)p<)sition,  or  impedance,  as  itii^ 
called,  to  the  flow  of  an  alternating  current  than  the  simple 
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resistance  with  which  it  opposes  a  direct  current,  and  this 
opposition  increases  very  rapidly  as  the  frequency  increases. 
For  instance,  a  certain  impedance  coil,  with  a  resistance  of 
500  ohms  and  an  inductance  of  8  henrys  (for  a  current  of 
.013  ampere),  offers  an  impedance  of  15,128  ohms  to  an 
alternating  current  whose  frequency  is  300  periods  per 
second.  This  impedance  is  over  30  times  as  large  as  the 
simple  resistance. 

The  impedance  of  the  ordinary  250-ohm  secondary  coil 
may  be  as  much  as  4  times  its  resistance,  but  the  condenser 
in  series  with  it  tends  to  reduce  the  impedance  of  this  cir- 
cuit, and  consequently  the  impedance  of  the  telephone 
circuit,  including  the  receiver,  the  secondary  coil,  and  the 
condenser,  is  probably  not  over  1,000  ohms.  An  induction 
coil  having  a  lower  resistance  secondary,  such  as  the  14-ohm 
coil  used  by  the  Bell  Telephone  Company  on  some  of  their 
long-distance  lines,  would  be  better  in  this  case.  In  circuit 
with  the  impedance  coil  there  is  also  the  relay,  so  that  the 
total  impedance  of  the  apparatus  at  one  end  of  the  line  cir- 
cuit shown  in  Fig.  20  is  probably  more  than  50  times  as  great 
as  that  of  one  receiver  circuit.  To  insure  more  satisfactory 
results,  two  impedance  coils  and  two  condensers  are  gener- 
ally used  at  each  end,  as  shown  in  Fig.  23,  thus  compelling 
practically  all  the  telephone  current  to  pass  through  the  line 
and  the  distant  telephone  circuit,  because  the  latter  offers 
so  much  less  opposition  to  its  passage  than  the  impedance 
coils  and  relays. 

61  •  The  complete  arrangement  of  the  telegraph  and 
telephone  apparatus  is  shown  in  Fig.  26.  It  is  sometimes 
advantageous  to  connect  a  condenser  of  1  or  2  microfarads 
capacity  around  the  telegraph  key  and  relay,  as  shown  by 
the  dotted  lines  at  station  2.  This  figure  gives  a  complete 
diagram  of  connections  for  one  complete  metallic  telephone 
circuit  and  two  telegraph  circuits  over  one  pair  of  line  wires, 
the  ground  being  used  as  a  return  for  the  two  telegraph 
circuits. 

If  a  completely  closed  magnetic  circuit  of  good  soft  iron 


is  used  for  the  impedance  coils  c 

copper  wire  to  make  60  'ihms  havi 
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enough  turns  of  insulated 
been  found  to  be  sufficient 
for  each  coil.  Where 
only  an  iron  core  in- 
stead of  a  complete  iron 
current  is  used,  5i>0ohms 
are  often  necessary.  The 
condenser  in  the  tcle-i 
phone  circuit  has  a 
capacity  of  3  micro- 
farads ;  the  condensers 
connected  between  the 
impedance  coils  and  the 
ground  have  a  capacity 
of  6  microfarads.  If  de- 
sirable, an  ordinary  tele- 
phone annunciator  may 
i  be  used,  as  shown  at  D, 
2  station  2,  in  place  of  the 
bell  shown  at  station  1, 
and  a  push  button  k  may 
be  arranged,  as  shown 
at  station  2,  to  short- 
circuit  the  secondary 
winding  5  of  the  induc- 
tion coil  while  listening. 
The  push  button  k  must 
be  released  while  talk- 
ing. This  push  button 
is  not  desirable,  because 
if  it  is  held  closed  while 
talking,  the  person  lis- 
ttning  at  the  other  eri! 
can  hear  nothing.  How- 
ever, it  may  improve  the  working  enough  to  warrant  its  use. 

62.     The  push  button  /  is  arranged  to  normally  short- 
circuit  the  generator  armature  in  order  to  cut  its  resistance 
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out  of  the  circuit.  When  the  generator  handle  is  turned 
to  call  up  the  distant  station,  this  push  button  should  be 
pressed,  in  order  to  open  the  short  circuit  around  the  gen- 
erator. Most  generators  have  an  automatic  device  that 
accomplishes  the  same  purpose  when  the  handle  of  the  gen- 
erator is  turned.  H  is  the  ordinary  hook  switch.  When 
the  receiver  is  on  the  hook,  the  bell  and  generator  are  con- 
nected through  the  condenser  C^  across  the  two  line  wires, 
the  circuit  containing  the  primary  winding  P  oi  the  induc- 
tion coil,  the  transmitter  7",  and  the  transmitter  battery  B^ 
is  open,  and  the  circuit  containing  the  telephone  receiver  T R 
and  the  secondary  winding  5  is  short-circuited.  When  the 
receiver  is  removed  from  the  hook,  the  bell  and  generator 
are  short-circuited,  the  local  transmitter  circuit  is  closed, 
and  the  short  circuit  around  the  receiver  and  secondary  is 
opened,  leaving  this  latter  circuit  closed  through  the  con- 
denser C^  across  the  two  line  wires. 

63«  Over  one  line  wire  it  is  practical  to  send  simulta- 
neously one  telegraph  and  one  telephone  message,  no  second 
line  wire  being  at  all  necessary.  To  do  this  the  follow- 
ing changes  would  be  made  in  Fig.  26 :  The  two  main-line 
telegraph  batteries  B^  B  and  the  lower  ends  of  the  two  tele- 
phone sets  should  be  directly  grounded,  and  the  two  lower 
telegraph  sets  (one  at  each  end,  including  the  two  adjacent 
impedance  coils  and  the  two  condensers)  and  the  lower  line 
wire  should  be  omitted. 


CAILHO'S  METHOD. 

64.  M.  Cailho,  a  Frenchman,  has  devised  a  method 
whereby  the  two  line  wires  that  form  one  complete  metallic 
telephone  circuit  are  connected  in  parallel  for  one  side  of 
the  telegraph  circuit,  the  ground  being  used  as  the  other 
side  of  the  telegraph  circuit.  In  this  method,  which  is 
much   simpler  than   that   of   Van   Rysselberghe,  only  one 
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instead  of  two  telegraph  messages  can  be  sent  over  the  two 
wires. 

06.  The  arrangement  deyised  by  M.  Cailho  is  shown  in 
Pig.  27.  A  coil  consisting  of  two  identical  windings  D 
and  E  of  insulated  copper  wire,  each  having  exactly  the 
same  resistance  and  the  same  number  of  turns,  is  wound  on 
the  same  soft'iron  wire  core.  This  arrangement  is  similar 
to  the  bridge  duplex  telegraph  system  used  oti  submarine 
cables.  The  telegraph  currents  divide  at  the  point/ into 
two  equal  parts,  since  the  two  paths  have  equal  resistance. 


I 


and  pass  through  the  two  windings  in  opposite  directions,  so 
that  the  two  coils  tend  to  magnetize  the  iron  core  equally 
but  in  opposite  directions;  and,  consequently,  the  self- 
induction  will  be  practically  zero  and  the  impedance  to  the 
telegraph  current  will  be  no  larger  than  the  resistance.  Fot 
the  telephone  currents,  however,  the  case  is  different.  They 
will  have  to  pass  through  the  two  halves  D  and  E  in  the 
same  direction  and,  consequently,  the  impedance  offered  by 
the  coil  to  the  telephone  current  will  be  very  large,  thus 
practically  forcing  ail  this  current  through  the  telephone 
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where  it  belongs.  Thus  the  coils  prevent  the  telephone  cur- 
rents from  passing  through  them,  but  as  they  add  only  one- 
half  the  resistance  of  one  coil  to  the  telegraph  circuit  (since 
there  are  two  coils  in  parallel),  they  do  not  interfere  appre- 
ciably with  the  telegraph  signals. 

66.  M.  Cailho  has  successfully  used  coils  of  lower  re- 
sistance at  D  and  E^  but  the  induction  was  made  high. 
Morse  relay  magnets  having  a  resistance  of  500  or  600  ohms, 
or  1,000-ohm  telephone-bell  magnets,  as  will  be  shown  in 
Pfund's  system,  may  be  used  in  place  of  the  special  coils. 
In  this  case  the  point /"will  be  the  junction  of  the  two  coils 
of  the  relay  magnet.  This  method  has  the  advantage  in 
that  condensers  are  not  absolutely  necessary,  and  the  extra 
apparatus  needed  is  very  much  simpler  than  in  Van  Ryssel- 
berghe's  method.  Furthermore,  the  talking  qualities  of  the 
telephone  are  not  interfered  with  in  the  least  and  ordinary 
telephones  may  be  used.  What  are  known  as  bridging  tele- 
phones^ that  is,  telephones  with  bells  of  high  resistance  (at 
least  1,000  ohms)  permanently  connected  across  the  two  line 
wires,  should  be  used.  N  represents  a  manual  or  automatic 
device  that  normally  keeps  the  generator  circuit  open. 
When  the  generator  handle  is  turned,  the  circuit  must  be 
closed  at  A^,  either  automatically  or  by  hand.  T  and  Bx 
represent  the  telephone  transmitter  and  battery,  respect- 
ively, and  /  and  s  the  primary  and  secondary  winding, 
respectively,  of  a  telephone  induction  coil.  If  care  is  taken 
that  the  two  halves  D  and  II  of  the  coil  have  exactly  the 
same  refsistance  and  number  of  turns  and  that  the  two  line 
wires  are  reasonably  equal  in  resistance,  clicks  in  the  tele- 
phone will  not  seriously  interfere  with  talking,  although 
they  may  sometimes  be  heard.  However,  if  the  clicking  is 
found  to  be  objectionable,  it  may  be  almost,  if  not  entirely, 
obliterated  by  connecting  a  condenser  Cof  one  or  two  micro- 
farad capacity  around  the  telegraph  relay  and  key  at  each 
station.  This  system  has  been  quite  extensively  used  in 
France.  The  fundamental  principle  on  which  this  method 
depends  is  also  used  in  the  two  following  systems. 
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a\       ;m  uskd  bv  tki.ephonk  companies. 

67.  The  Pacitit;  States  Telephone  and  Telegraph  Com- 
pany as  well  as  other  telephone  companies  use  a  simulta- 
neous telegraph  and  telephone  system  quite  extensively 
between  important  long-distance  telephone  exchanges.  One 
operator  signals  another  by  telegraph  to  answer  on  thai 
particular  telephone  line  and  again  "rings  off,"  that  is, 
notifies  the  other  operator  when  the  subscribers  have  finished 
their  conversation,  without  ringing  any  of  the  subscribers' 
telephone  bells.  This  plan  avoids  ringing  a  subscriber's  bell 
when  he  is  not  wanted  and  without  the  use  of  an  extra  win 
for  that  purpose  alone. 

This  company   uses  (lCIO-i)hm  retardation,  or  choke,  coils, 
as  they  are  also  called,  for  the  coils  D  and  E  in  Fig.  27,  but 
c  no   condenser    at   C. 

They  arrange  inter- 
mediate stations  as 
shown  in  Pig.  28,  in 
which  /,  /,  /,  /  are 
600-ohm  retardation 
coils.  In  each  line  is 
inserted  a  condenser 
C,  C;  an  ordinary 
bridging  telephone  is 
connected  across  the 
two  line  wires.  It  will  be  noticed  that,  except  where  an  inter- 
mediate telegraph  instrument  is  cut  in,  the  four  retardation 
coils  are  the  only  pieces  of  apparatus  that  are  required,  be- 
sides the  regular  telephone  and  telegraph  instruments.  Even 
for  an  intermediate  station  only  two  condensers  and  four 
retardation  coils  are  necessary.  The  arrangement  of  the 
intermediate  telegraph  station,  as  shown  in  the  Pfund 
method,  is  probably  superior  to  the  arrangement  shown 
here. 

68.  Dimensions  of  Choke  Colls. — Two  or  three  dif- 
ferent styles  of  choke  coils  are  used.  The  one  used  the 
most  has  an  iron  core  -^  inch  in  diameter,  a  length  between 
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heads  of  3|i(  inches,  and  is  woiinii  In  a  deptli  of  abinit  j  inch 
with  No.  3(1  li.  &  S.  cojjpi^r  wiru,  giving  a  resistance  of 
800  ohms.  The  whole  is  iron  clad,  that  is,  closed  by  an 
iron  cylindricitl  shell  ^^  inch  ihick  and  by  two  iron  end 
plates.  The  iron  parts  arc  firmly  fastened  together  by  a 
screw  at  each  end.  The  capacity  of  the  various  condensers 
does  not  exceed  3  or  4  microfarads  each.  The  induction  coil 
is  the  one  generally  used  by  this  company  in  its  bridging 
telephones  having  I.OOU-ohm  bells  and  solid-back  trans- 
mitters. The  secondary  winding  of  the  induction  coil  has 
a  resistance  of  14  ohms  ami  the  primary  winding  a  resist- 
ance of  J  ohm. 


pF'Uxd  system. 

I  69.     Pfund'N  method  for  telephoning  aud  telegraphing 

same  wires  at  the  same  time  is  shown  in  Fig.  29. 

le  two  line  wires  form  the  two  sides  of  the  telephone  cir- 

For  telegraphing,    however,    the    two  line  wires  are 

id  as  one  side  and  the  earth  as  the  return.     Three  sta- 

s.^,  B,  fare  shown,  A  and  C  being  terminal  stations 

Ji  an  intermediate  station  anywhere  between  the  other 

The  arrangement  of  the  telephone  and  telegraph  ap- 

s  is  clearly  shown.     There  are  in  addition  to  the  usual 

ratus,  a  number  of  condensers  Q,  and   at  the   inter- 

iaie  station  a  so-called  repeating  tail.     The  repeating 

is  a  form  of  telephone  induction  coil  having  the  same 

iber  of  turns  in  the  primary  and  secondary   windings 

a  closed  magnetic  circuit   of  iron.     The  polarized  or 

tgneto  telephone  bells  C,  f„  tT,,   as   they  are  called,  are 

lund  so  that  they  offer  a  very  high  impedance  to  rapidly 

:erna[itig  currents,  such  as  generated  in  the  telephone  cir- 

consequently,  practically  none  of  the  telephone  current 

1  pass  through  these  belis  or  through  the  relays.     Bells 

lund  to  a  resistance  of  at  least  1,00U  ohms  should  be  used. 

le  repeating  coils  and  the  condensers  Q^  and  (3,  are  used 

where  it  is  necessary  to  insert  an  intermediate  telegraph 

btion. 
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The  telephone  current  will  pass  from  A  to  C,  partially 
through  the  condenser  Q^  and  Q^  and  partially  by  induction 
through  the  repeating  coil.  The  telegraph  current  from  A 
to  C  will  pass  from  the  battery  B,  through  the  key  and 
relay,  to  the  middle  of  the  winding  of  the  bell  C.  There  it 
will  divide  equally,  one  half  passing  through  line  1  and  the 
Dther  through  line  2  to  the  point  a,  where  the  two  halves 
unite  and  pass  through  the  relay  ^,  and  the  key  A'^  to 
the  point  d,  where  the  current  again  divides  equally, 
tialf  flowing  through  line  1  and  half  through  line  2  to 
the  center  of  the  bell  C^.  They  again  unite  at  this 
point  and  flow  through  the  relay  R^,  the  key  K^,  and  the 
battery  /?„  to  the  ground  G^,  returning  through  the 
aground  to  station  A.  Since  this  telegraph  current  flows 
squally  through  lines  1  and  2,  it  will  produce  no  differ- 
ence of  potential  between  such  points  as  (/,  e^  and  conse- 
quently no  disturbance  will  be  produced  in  the  telephones 
connected  across  these  points;  thus  none  of  the  telephone 
instruments  will  be  disturbed  by  the  telegraph  currents. 
Moreover,  the  telephone  current  is  not  large  enough  to 
cause  any  trouble  in  the  relays,  even  if  it  could  go  through 
them.  The  telephone  current  will  be  confined  to  the  two 
line  wires  and  will  not  flow  through  the  relays  and  the 
ground,  because  the  bells  and  relays  offer  a  much  greater 
impedance  to  the  talking  current  on  account  of  its  fluctua- 
ting character  than  do  the  line  wires,  the  condensers  Q^ 
and  (7^,  or  the  repeating  coil. 

The  condensers  that  are  connected  across  the  keys  and 
relays  not  only  reduce  sparking  at  the  keys,  but  al.so  pre- 
vent a  very  rapid  rise  or  fall  in  the  strength  of  the  tele- 
graph current  in  the  line  wire.  The  inductance  of  the 
bell  C  also  tends  to  reduce  the  rapid  rise  or  fall  in  the 
strength  of  the  telegraph  current.  In  this  system  we  are 
able  to  carry  on  conversation  over  two  line  wires  between 
any  of  the  stations  connected  by  them,  and  at  the  same  time 
to  telegraph  over  the  same  circuit,  using  for  the  latter  pur- 
pose the  two  line  wires  as  one  conductor  and  the  earth  as 
the  return.     No  special  apparatus  is  required ;  the  repeating 


the  same  as  regiiiariy 


70.  In  Van  Rysselberghe's  method,  one  telephone  and 
two  telegraph  messages  can  be  sent  simultaneouslyoveronc 
pair  of  line  wires,  using  the  earth  as  a  return  path  only  (or  , 
the  two  telegraph  currents;  or,  by  using  the  eartii  as  a  . 
return  for  the  telephone  as  well  as  for  the  telegraph  cur- 
rent, then  over  a  single  wire  one  telephone  and  one  tele- 
graph message  may  be  transmitted  simultaneously,  [n 
Cailho's  and  Pfund's  methods,  however,  two  line  wires  nrn 
required  for  one  side  of  one  cele^aph  circuit,  and  hence  only 
(me  telegraph  and  one  telephone  message  can  be  transmitted 
simultaneously  over  two  line  wires,  using  the  g^und  as  a 
return  for  the  telegraph  current  only.  In  these  systems, 
high-resistance  relays  {100  ohms)  should  be  used,  and  half 
the  total  number  of  cells  necessary  for  operating  the  tele- 
graph instruments  had  better  be  placed  at  each  end,  the  two 
batteries  being  in  series,  of  course,  with  each  other. 


EDISON   PHONOPLEX. 

71*  The  Edison  phonoplex  system  Is  a  well-known 
method  of  transforming  a  single  Morse  wire  into  a  duplex 
circuit  on  which  it  is  possible  to  send  two  separate  messages 
from  one  station,  or  to  send  one  message  and  receive  an- 
other at  the  same  time.  It  is  thus  an  excellent  emergency 
system,  meeting  the  requirements  of  special  occasions  and 
doubling  the  number  of  circuits  where  wires  are  scarce.  It 
is  especially  invaluable  to  the  railroad  service,  where  the 
number  of  wires  is  usually  limited,  since  it  provides  an  extra 
circuit  that  is  available  at  all  times. 

72.     The  principle  of  the  phonoplex  system  may  be 

readily  understood  by  the  aid  of  Fig.  30.     Two  end  stations 
are  here  represented  as  equipped  with  a  Morse  and  phonoplex 
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set.  The  Morse  relays  and  keys  are  bridged  by  condens- 
ers. A  coil  of  wire  J/,  wound  on  an  iron  core  so  as  to 
have  a  high  inductance,  is  called  the  magnetic  coiL  C  is  a 
condenser  of  small  capacity  bridged  around  the  magnetic 
coil  M,  Its  purpose  is  to  quicken  the  impulses  sent  out 
over  the  line. 

In  order  to  explain  the  principle  on  which  the  phonoplex 
works,  an  ordinary  walking-beam  pole  changer  Pt  is  shown 
here.  A  resistance  d  of  about  10  ohms  is  connected  be- 
tween the  battery  Pb^  which  we  will  call  the  phonoplex  bat- 
tery, and  the  contact/.  The  pole  changer  itself  is  operated 
by  the  local  battery  L  B  and  the  key  Pk  in  the  usual  man- 
ner. The  receiving  instrument,  or  phone^  as  it  is  called, 
consists  of  an  elongated  horseshoe  magnet,  having  wound 
on  each  of  its  terminals  a  small  coil  of  insulated  copper  wire. 
Above  the  poles  is  a  large  diaphragm.  So  far  the  phone 
resembles  a  double-pole  telephone  receiver.  In  addition, 
however,  there  is  a  split  steel  ring  ;/  resting  on  the  dia- 
phragm, but  so  arranged  that  it  can  move  freely  up  and 
down  on  a  vertical  pin  ;;/.  Each  agitation  of  the  diaphragm 
causes  the  steel  ring  to  be  thrown  against  the  nut,  pro- 
ducing an  excellent  imitation  of  the  tone  of  a  telegraph 
sounder. 

73.  Operation. — To  comprehend  the  working  of  the 
apparatus,  it  will  be  necessary  to  bear  in  mind  that  the 
transmitter  produces  the  effect  of  dots  and  dashes  by  open- 
ing circuits  and  not  by  closing  them.  Suppose  that  the 
key  Pk  is  open;  then  a  steady  current  of  considerable 
strength  will  be  flowing  from  the  phonoplex  battery  Pb 
through  the  magnetic  coil  (which  has  a  resistance  of  a  few 
ohms  only)  and  the  stop  o. 

If  the  key  Pk  is  now  closed,  this  current  will  be  abruptly 
broken  at  ^,  causing  quite  a  high  counter  electromotive  force 
to  be  developed  in  the  magnetic  coil,  due  to  its  high  self- 
induction;  and  since  the  circuit  is  open  at  o  and/,  there  is 
no  other  outlet  except  along  the  line  for  the  electrical  im- 
pulses at  this  instant;  they  must,  therefore,  travel  along 
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the  line.     The  phone  at  the  distant  end  responds  to  the* 
impulses,    but   the   impulses   are    comparatively    feeble    i 


H 
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comparison  witli  tlu^  Morse  current  ;  moreover,  they  arc 
clianj^in;^-  very  rapidly  in  slren;^lh  and  hence  will  pass 
througii  the  condenser  C\,  arimnd  the  magnetic  coil  J/^  and 
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"ough  the  condensers  f,  and  (*,  instead  of  the  relays  R 
I  ^,,  and  thus  will  not  operate  the  relays.  The  sound 
ide  Ity  the  phone  corresponds  to  the  down  or  front  stroke 
'.  an  ordinary  sounder.  A  moment  later  the  circuit  is 
at  /,  und  although  impulses  are  doulnless  set  up 
lain  in  the  magnetic  coil,  they  can  now  expend  themselves 
closed  local  clrciiit  and  dci  not  produce  any  impulses 
I  appreciable  strength  in  the  line  circuit.  The  current 
wing  is  not  as  strong,  on  account  of  the  extra  resist- 
c  d  which  is  now  included  in  the  circuit  with  the  phono. 
fex  battery,  as  the  current  that  flowed  when  the  lever 
piched  a. 

'hen  the  key  is  released,  this  smaller  current  will  be 
k'uptly  broken  at  /,  and  will  develop  in  the  magnetic 
a  counter  electromotive  force  of  somewhat  less  inlen- 
hy  than  when  the  key  was  closed.  These  impulses,  for 
e  same  reason  as  given  before,  will  travel  along  the  main 
will  produce  a  sound  less  intense,  however,  than 
pore,  and  so  will  resemble  the  sound  produced  by  the  back 
foke  of  an  ordinary  sounder. 
^A  moment  later  the  circuit  will  again  be  closed  at  o,  but 
s  impulses  that  are  developed  in  the  magnetic  coil  will 
r  out  over  the  main  line,  but  will  expend  themselves 
in  the  closed  local  circuit.  Thus  the  down  and  up,  or  front 
and  back,  strokes  of  an  ordinary  sounder  have  been  closely 
imitated  and  the  system  is  ready  for  the  production  of  an- 
other signal. 


74.  The  resistance  of  the  extra  coil  rf — which  is  included 
in  the  battery  circuit  in  one  position  of  the  transmitter  Pt 
in  order  to  produce  an  effect  in  the  phone  resembling  the 
up  and  down  stroke  of  an  ordinary  sounder — is  not  more 
than  10  ohms.  The  condenser  C  intensifies  the  impulses 
sent  out  by  the  coil  M.  The  key  Pi  is  not  intended  to 
merely  open  and  close  the  circuit  of  the  battery  Pd  through 
the  coil  Af,  but  rather  to  cause  impulses  of  two  different 
intensities  to  be  sent  through  the  main  line.  Since  the 
phone  is  an  inslrument  that  produces  a  sound  only  when 
T.  G.    11.-19 
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the    current    passing   through   it   is   rapidly   changing   ii 

strength,  the  slowly  changing  Morse  current  will  not  opcr 
ate  it.     The  phone  is  adjusted  by  means  of  the  screw  n 


Fig.  31,  so  that  the  diaphragm  is  beyond  the  influence  of 

the  comparatively  steady  Morse  currents,  but  is  still  within 
the  influence  of  a  rapidly  changing  current. 
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75.  Practical  Arrani^ement. — In  Fig.  31,  the  com- 
plete and  practical  arrangement  at  an  intermediate  station 
is  shown.  The  connection  at  the  terminal  station  will  be 
practically  the  same.  This  figure  is  lettered  as  far  as  pos- 
sible like  the  preceding  one. 

The  key  Pk  is  slightly  different  from  the  ordinary  key. 
The  contacts  h  and  //  are  insulated  from  the  base  or  frame- 
work of  the  key.  The  bent  lever  /is  permanently  connected 
with  the  base  and,  consequently,  to  the  wire  «?,  which  is  also 
permanently  connected  to  the  base  of  the  key.  The  wire  1 
is  connected,  as  usual,  to  a  platinum  point  that  is  insulated 
from  the  base.  When  the  bent  lever  /  is  turned  to  the  left, 
which  is  called  the  closed  position^  the  phonoplex  battery  Pb 
is  left  open  at  the  point  b  and  the  magnetic  coil  M  is  short- 
circuited  through  the  wires  9,  <?,  spring  t\  transmitter  lever, 
wire  S^  base  of  key,  the  bent  lever  .,  and  wire  6.  Thus,  in 
this  position  of  the  bent  lever,  the  ^  iionoplex  transmit- 
ting apparatus  is  practically  cut  out  of  the  circuit.  The 
phonoplex  battery  is  left  open  for  the  reason  that  it 
is  of  low  resistance  and  depreciates  rapidly  when  left  on 
closed  circuit.  The  magnetic  coil  M  is  short-circuited 
when  not  in  use,  so  as  to  keep  its  resistance  out  of  the 
main  line. 

TB.  Transmitting:  Position  of  Key  Lever. — When 
the  key  is  opened,  that  is,  when  the  bent  lever  /  is  pushed  to 
the  right  so  as  to  come  into  contact  with  ^,  the  phonoplex 
battery  is  connected  through  b^  the  bent  lever  /,  base  of 
key,  wire  5,  through  the  transmitter  spring  e  or  r,  and 
the  magnetic  coil  M.  This  position  of  the  lever  /  opens  the 
short  circuit  around  the  magnetic  coil  and  throws  it  into 
the  line  circuit,  and  furthermore  closes  the  circuit  of 
the  phonoplex  battery  Pb  through  the  magnetic  coil  and  the 
transmitter  springs.  This  is  done  when  the  operator  desires 
to  send  a  message.  If  the  key  is  now  manipulated,  the 
transmitter  will  make  and  break  the  current  through  the 
magnetic  coil.  The  key  has  no  ordinary  circuit  closer;  con- 
sequently, the  circuit  through  the  local  battery  L  B  and  the 
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transmitter  magnet  is  opt^n  at  all  times,  except  when  a  dot  nr 
dash  is  being  made, 

77.  ReGBlvlDK  PoHltlon  of  Key  Lever. — When  the 
operator  wishes  to  receive,  he  throws  the  lever  /  to  the  left, 
which  act  corresponds  to  closing  the  ordinary  key,  but  in 
this  system  the  movement  disconnects  the  local  battery  L  B 
from  the  transmitter,  leaves  the  plionoplex  battery  Pb  on 
open  circuit,  and  short-circuits  the  magnetic  coil,  thus 
allowing  the  phone  to  be  more  readily  affected  by  the  dis- 
charge from  the  distant  magnetic  coil.  The  same  result 
could,  ol  course,  be  obtained  with  «ii  ordinary  kejr  and  a 
pole-chan^ng  switch. 

When  the  key  Pk  is  depressed  while  the  lever  /  is  turned  to 
the  rl{^ti  the  local  circuit  is  closed  and  the  armature  of  the 
transmitter  is  attracted,  thereby  breaking  contact  at  springe 
and  sending;  an  impal&e  from  the  magnetic  coil  into  the  line. 
When 'the  key  is  released,  the  armature  of  the  transmitter  is 
also  released  and  the  circuit  is  broken  at  the  point  c,  thus 
sending  another  but  weaker  impulse  into  the  line.  This 
time,  however,  the  impulse  produces  a  less  intense  sound 
that  corresponds  to  the  back  stroke  o£an  ordinary  sounder, 
thereby  enabling  the  operator  to  distinguish  the  difference 
between  the  two  and  thus  avoid  getting  a  back-stroke  effect. 
Wires  4  and  5  connected  to  the  points/' and  g,  respectively, 
short-circuit  the  phone  when  the  circuit  containing  the 
transmitter  magnet  is  closed. 

78.  An  insulated  piece  /  attached  to  the  lower  part  of 
the  lever  of  the  transmitter  permits  the  spring  g  to  make 
contact  with  the  screw  f  just  before  the  circuit  is  broken 
at  e  as  the  armature  lever  of  the  transmitter  is  attracted, 
and  then  breaking  contact  at  f  after  the  circuit  has  been 
broken  at  f  as  the  armature  is  released.  The  phone  at  the 
home  office  is  thus  silenced  while  the  home  office  is  working. 
It  is  arranged  this  way  liecause  the  response  of  the  home 
phone  to  local  impulses  would  be  very  loud  if  it  were  per- 
mitted to  work,  and  some  difficulty  would  be  met  with  when 
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the  receiving  operator  desired  to  break.  The  small  con- 
denser C  not  only  quickens  the  impulses  and  helps  the  in- 
coming signals,  but  also  prevents  excessive  sparking  at  the 
contact  points  of  the  springs  c  and  e.  The  Gordon,  Edison- 
Lalande,  bichromate  of  potassium,  or  other  good  closed- 
circuit,  low-internal-resistance  battery  should  be  used  for 
operating  the  phonoplex  and  only  10  or  12  volts  are  re- 
quired. 

79.  One  advantage  of  this  system  over  the  Morse 
is  that  it  is  less  likely  to  be  affected  by  ordinary  trouble 
on  the  wire.  It  will  work  readily  across  heavy  escapes 
or  when  the  phonoplex  wire  is  grounded  or  crossed 
with  some  other  wire.  Even  bad  weather  fails  to  affect 
the  signals  to  any  great  extent.  All  Morse  sets  in 
intermediate  offices  are  bridged  with  condensers  and 
the  operation  of  the  relays  does  not  interfere  in  any 
manner  with  the  working  of  the  phonoplex.  It  is  adapted 
for  use  between  intermediate  stations  or  between  terminal 
stations. 

A  serious  objection  to  the  system  is  the  fact  that  only  one 
circuit  can  be  worked  successfully  on  the  same  line  of  poles 
carrying  a  number  of  wires,  such  as  is  usually  strung  along 
a  railroad.  A  companion  phonoplex  on  a  line  of  poles  on 
the  opposite  side  of  the  track  is  even  impracticable,  for  the 
reason  that  the  phonoplex  impulses  are  so  penetrating  that 
their  inductive  effects  extend  far  into  the  space  around 
the  wire;  hence  it  is  much  better  to  arrange  only  one 
phonoplex  circuit  along  a  line  of  wires  in  any  one  given 
direction.  The  phonoplex  system  at  least  duplexes  the 
capacity  of  the  line,  as  it  may  be  used  between  any  num- 
ber of  intermediate  stations,  any  two  of  which  may  carry 
on  telegraphic  communications  independently  of  the  Morse 
system.  It  has  been  successfully  worked  on  wires  al- 
ready duplexed  or  quadruplexed.  The  construction  and 
operation  of  this  system  is  simple,  and  the  ease  with  which 
it  can  be  adjusted  places  it  within  control  of  an  ordinary 
operator. 


1 

I 
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SUBMARINE  TBLBQRAPHir. 


INSTRUMBNTti. 

80*  Cable  Transmtttlnit  Kmy. — ^In  submarine-cabk 
telegraphy,  the  double-current  system — a  current  in  one 
direction  to  indicate  a  dot,  and  a  current  in  the  opposite 
direction  to  indicate  a  dash — is  invariably  used.  Cable- 
grams are  now  transmitted  both  by  hand  and  by  automatic 
transmitters.  The  hand  key  is  shown  at  If  in  Pig*  Vt. 
It  consists  of  two  long  spring  levers,  or  keys,  a  and  i;  one 
is  operated  by  the  index  finger  and  the  other  by  the  second 
finger  of  the  right  hand.  One  lever  6  is  connected  to  the 
cable  conductor  or  apparatus,  the  other  lever  a  isconnected 
to  the  ground  G.  The  two  levers  normally  press  against 
the  strip  s  which  is  connected  to  the  zinc  pole  of  the  bat- 
tery. The  under  strip  c  is  connected  with  the  copper  pok 
of  the  battery.  When  the  lever  6  is  pressed  down»  it  leaves 
the  strip  g  and  touches  the  strip  c.  The  circuit  may  then 
be  traced  from  the  ground  C,  to  lever  a^  strip  jar,  nega- 
tive pole  of  the  battery  B,  through  the  battery  to  the 
strip  r,  lever  d,  and  to  the  cable  conductor  or  apparatus. 
Thus  the  copper,  or  positive,  pole  is  connected  toward  the 
cable  and  the  zinc  or  negative  pole  to  earth;  hence  a  posi- 
tive current  flows  toward  the  cable.  When  the  other 
lever  a  is  pressed  down,  a  negative  current  will  flow  toward 
the  cable,  and  the  student  should  now  be  able  to  trace  out 
the  circuit  for  himself.  When  both  keys  are  pressing 
against  the  strip  r,  the  line  is  connected  directly  to  earth. 
This  is  a  good  feature,  for  it  allows  the  cable  to  wholly  or 
partially  discharge  whenever,  in  making  a  space  between 
two  succeeding  signals,  both  keys  touch  the  top  strip  at  the 
same  time.  The  rate  of  signaling  is  not  over  20  to  30  words 
a  minute  where  this  key  is  used,  because  its  manipulation  is 
not  so  simple  as  that  of  the  ordinary  key  used  on  land  lines 
in  the  United  States. 

81.     Very    Sensitive    Receivers    Necessary. — In 

order  to  avoid  the  danger  of  injuring  the  insulating  material 
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of  a  submarine  cable,  an  electromotive  force  exceeding 
40  or  50  volts  is  seldom,  if  ever,  used.  For  this  reason,  and 
also  on  account  of  the  large  distributed  electrostatic  capacity 
of  a  long  submarine  cable,  the  current  at  the  receiving  end 
is  very  small,  too  small  to  operate  any  kind  of  electromag- 
netic relay.  Consequently  a  more  delicate  receiving  appa- 
ratus is  necessary.  Since  it  requires  some  time  after  the 
closing  of  the  key  at  the  transmitting  end  before  the  current 
at  the  receiving  end  has  increased  so  as  to  have  an  appre- 
ciable strength,  it  is  evident  that  the  smaller  the  current 
that  can  be  detected  by  the  receiving  instrument,  the  higher 
can  be  the  speed  of  signaling. 

At  first  reflecting  galvanometers  were  used,  the  signals 
being  read  by  the  right  and  left  deflections  of  the  spot  of 
light,  a  movement  in  one  direction  indicating  a  dot,  and  a 
movement  in  the  opposite  direction  a  dash.  One  man  ob- 
served the  deflections,  and  called  them  out,  while  another 
wrote  the  message  upon  paper.  Then  the  siphon  recorder, 
invented  by  Sir  William  Thomson,  now  Lord  Kelvin,  was 
used. 


THOMSON  SIPHON  RBCORDBR. 

82*  The  Thomson  siphon  recorder  consists  of  a  coil 
of  wire  suspended  by  a  silk  fiber  between  the  poles  of  a 
magnet.  The  current  passes  through  this  coil  and  causes 
it  to  swing  in  one  direction  or  the  reverse,  according  to  the 
direction  of  the  current.  This  coil  is  attached  to  a  glass 
siphon  by  a  thread,  thereby  moving  the  recording  end  of 
the  siphon  across  a  paper  tape  as  the  latter  moves  along 
uniformly  under  the  siphon.  The  upper  end  of  this  siphon 
dips  into  a  vessel  containing  ink,  and  the  lower  end  spurts 
the  ink  upon  the  paper  that'  is  drawn  past  the  end  of  the 
siphon.  The  ink  is  charged  positively,  while  the  plate  over 
which  the  paper  passes  is  given  a  negative  charge.  Conse- 
quently, the  ink  is  splashed  upon  the  paper  in  a  very  fine 
stream  of  dots  and  a  record  is  thus  obtained  of  the  move- 
ments of  the  coil. 
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83.  Mouse  Mill. — The  electrostatic  machine  used  for 
charging  the  ink  is  called  the  mouse  mill.  At  times  there 
is  sufficient  moisture  in  the  atmosphere  to  seriously  interfere 
with  the  electrostatic  charging  devices;  and  for  this  reason 
the  improved  recorders  now  used,  and  which  do  not  depend 
on  the  attraction  of  a  positive  charge  for  a  negative  charge 
of  electricity  to  cause  the  ink  to  flow,  but  on  a  mechanical 
vibration  of  the  siphon  tube,  are  much  preferable. 


CUTTRI8»  RECORDER. 

84.  The  principle  of  the  Cuttriss  recorder  is  shown 
in  Fig.  32.  N  and  5  are  the  north  and  south  poles  of  a 
powerful,  compound,  permanent  magnet  made  up  of  a  num- 
ber of  separate  permanent  magnets.  The  magnet  maintains 
a  strong  field  in  the  space  between  the  poles  N  and  S. 

The  pole  piece  .y  is  curved  outwardly  at  the  end  facing  the 
pole  N  and  the  pole  N  is  cut  away,  or  hollowed  out,  to  cor- 
respond, thus  forming  one  convex  and  one  concave  cylin- 
drical surface  about  o  in  as  an  axis.  A  narrow  space  is  left 
between  these  two  cylindrical  surfaces  on  A'' and  .yand  there 
is  also  an  opening,  or  slot,  between  S  and  s  from  the  front 
to  a  point  slightly  beyond  the  central  line,  in  order  that  the 
coil  C  of  fine  wire  may  be  put  in  place.  The  pole  piece  s 
extends  through  the  coil  C  and  one  vertical  side  of  the 
coil  is  free  to  revolve  in  the  strong  field  between  A^  and  s 
about  the  vertical  side  o  m  as  an  axis. 

The  movable  galvanometer  coil  Cis  very  delicately  pivoted 
and  supported  by  means  of  jewel  bearings  at  ;;/  and  o^  and 
above  the  coil  is  a  plate  or  piece  of  iron  (not  shown  in  the 
figure)  so  disposed  that,  by  attracting  a  small  iron  pin  fast- 
ened to  the  coil,  it  reduces  the  pressure  and,  therefore,  the 
friction  at  the  bearings  and  causes  the  coil  to  apparently 
float  in  the  magnetic  field. 

85.  Glass  Siphon  and  Support.  —  The  fine  glass 
siphon,  which  has  an  outside  diameter  of  -^^  to  -^-^  inch,  is 
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shown  in  Fig.  32  (^),  the  actual  dimensions  of  one  form 
being  given.  On  the  lower  end  of  the  siphon  is  fastened  a 
small  piece  of  iron  k  about  \  inch  long.  This  siphon  ki  is 
fastened,  Fig.  32  (^7),  by  wax  or  paraffin  to  a  delicate  holder  <' 
that  is  attached  to  the  fine  wire  gf.  By  means  of  the 
screws  ^'•and  /",  between  which  the  wire  is  stretched,  not 
only  can  the  right  tension  be  given  to  the  wire  but  also  the 
right  torsion  for  the  siphon  holder.  To  the  top  of  the 
siphon  holder  c  is  fastened  one  end  of  a  fine  thread  /,  the  other 
end  being  fastened  to  one  end  of  a  delicate  spring  v.  At 
right  angles  to  this  thread  is  another  thread  /  that  is  fast- 
ened rigidly  at  x  to  an  adjusting  screw  and  at  the  other  end 
to  a  delicate  spring  ic.  The  **  tension  fingers"^'  and  r,  as 
they  are  called,  press  with  sufficient  force  ordinarily  to  hold 
them  in  place  against  the  top  of  the  plate  upon  which  the 
device  is  mounted.  They  may  be  independently  adjusted 
and  made  to  exert  whatever  stress  is  required  upon  their 
respective  threads. 

The  thread  /  passes  through  a  slot  or  fork  in  a  projecting 
piece  //  that  is  fastened  to  and  moves  with  the  coil  C^  the 
other  thread  /  is  fastened  to  the  thread /at  the  pointy' where 
they  cross  eat  h  other.  When  the  c^oil  is  deflected  in  the 
direction  of  the  liands  of  a  watch,  it  moves  the  thread  /;  this 
pulls  on  the  threat!  /,  and  the  spring  v  takes  up  the  slack  in 
the  thread  /.  This  causes  the  lower  end  /'  of  the  siphon  to 
move  toward  the  reader.  The  tendency  of  the  torsion  in 
the  wire  ,i;'/  is  to  opj)os(^  the  })ull  of  the  thread  /  and  to  move 
the  lower  end  of  the  siphon  away  from  the  reader.  When 
no  tnirrent  flows  throuj^h  tlu!  v\vA  C\  these  threads,  wires, 
and  spriui^s  arc  in  etjuilibriuni  and  keep  the  end  k  of  the 
siplion  in  its  middle,  or  zero,  position. 

The  higher  Ic;^'  of  the  siphon  dips  into  a  small  trough  /of 
specially  prepared  ink.  lUnwt-en  its  lower  end  and  the  pole 
of  the  elcctroinai^net  M,  there  is  iniiformly  drawn  by  a 
suitable  m<>t<>r  a  (^ontinuous  tape  of  white  paper  along 
whose  middle,  when  th(!  siphon  is  at  rest,  is  traced  a  fine 
ink  lin(^  which  may  1)(!  trilled  the  "zero  "line.  The  force 
tending  to  dcllect  the  coil  heli)s  one  or  the  other  of  the  two 
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forces  that  were  previously  in  equilibrium  and  consequently 
the  end  k  of  the  siphon  is  moved  across  the  paper  tape;  the 
direction  in  which  the  siphon  moves  depends  on  the  direc- 
tion of  the  current  through  the  coil  C. 

86.  Vibration  of  the  Siphon. — The  siphon  is  made 
to  vibrate  to  and  from  the  paper,  as  will  be  explained  else- 
where, in  order  to  avoid  the  friction  between  the  end  of  the 
siphon  and  the  paper  tape,  which  would  impede  the  move- 
ment of  the  delicately  suspended  coil.  Thus  the  siphon 
traces  a  dotted  instead  of  an  absolute  continuous  line.  This 
is  necessary  because  otherwise  the  ink  is  liable  to  gather 
upon  the  end  of  the  siphon  in  globular  form,  and  either 
blur  the  record  or  cause  it  to  stop  recording.  The  ink  well 
also  is  adjustable,  and  may  be  readily  lowered  in  order  that 
it  may  be  removed. 

87.  Magnetic  Vibrator. — The  apparatus  shown  in 
Fig.  32  and  used  with  the  Cuttriss  recorder  to  make  the 
siphon  vibrate  may  be  called  a  magnetic  vibrator.  It 
consists  of  an  arrangement  of  apparatus  that  will  send  pul- 
satory currents  through  the  electromagnet  M^  the  fre- 
quency of  these  pulsations  being  so  regulated  as  to  corre- 
spond with  the  natural  rate  of  vibration  of  the  siphon. 
Almost  every  vibrating  body  has  a  particular  rate  of  vibra- 
tion, depending  on  its  length  and  various  other  conditions, 
at  which  it  will  vibrate  most  easily  and  freely.  For  in- 
stance, a  tuning  fork  or  reed  of  a  certain  length  and  having 
a  certain  pitch  will  vibrate  readily  at  a  certain  rate,  but  it 
cannot  be  made  to  vibrate  uniformly  nor  continuously  at  any 
other  rate  without  the  expenditure  of  considerable  more 
energy.  A  glass  tube  a  fastened  to  a  spring  or  reed  d  has 
its  lower  end  connected  by  a  rubber  tube  with  the  cylinder  A 
containing  mercury.  By  means  of  a  piston,  the  mercury 
can  be  forced  to  any  desired  height  in  the  tube  ^,  and  thus 
the  natural  rate  of  vibration  of  the  tube  and  spring  may  be 
varied  as  required.  When  a  new  glass  siphon  is  adjusted 
on  the  apparatus,  it  is  frequently  necessary  to  change  the 
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W—m      ■  te  of  vibration  of  the  spring  d  and  the  glass  lube  a 

I     ijftrre.    ond  to  the  natural    rate  of  vibration   of   the   new 

fien  the  contact  spring  e,  which  is  attached  to  d,  bears 
ist  the  screw  j,  the  circuit  containing  the  battery  Ji 
i^lectroraagnet  P  is  closed  and  the  magnet  is  energized. 
1  attracts  the  armature  a  fastened  to  the  lube  a  and 
IS  the  circuit  between  c   and  _;'.     The  very   high  non- 
iiH         V     resistance  r  which  is  cimnected  between  c  and  j 
Ilia     _s,  or  at  least  reduces,  the  sparking  when  the  cir- 
cuit is  broken  between  c  and  j;    but   its  resistance  is  so 
high  that  it  does  not  allow,  enough  current  to  flow  through  P 
to  cause  the  latter  to  attract   or  to   hold    its  armature  o. 
Cunseiiuentiy    the   armature  is  relea.sed,    the   circuit  again 
closed  between  r  andy,  and  the  magnet  P  again  energized. 
Thus  a  is  kept  vibrating  uniformly  and  continuously,  the 
principle  being  exactly  the  same  as  that  used  iii  huzxers  and 
vibrating  bells,   and  the  circuit  between  c   and  J  is  thus 
opened  and  closed  many  times  a  second. 

The  opening  and  closing  of  the  circuit  containing  the 
battery  B  and  magnet  jl/ between  c  andy  causes  a  rapid); 
pulsating  current  to  flow  from  the  battery  B  through  the 
electromagnet  M,  causing  it  also  to  alternately  attract  and 
release  the  small  piece  of  iron  k  fastened  to  the  lower  end 
of  the  glass  siphon.  Evidently  the  electromagnet  J/ will 
have  its  circuit  made  and  broken  at  the  same  rate  as  that 
of  P. 

88.  Adjustments  of  Electromagnet. — The  electro- 
magnet Jl/  has  an  adjustable  pole  face  constituting  a  table 
on  which  the  paper  rests  as  It  passes  beneath  the  recording 
point.  As  it  Is  sometimes  difficult  to  grind  the  recording 
end  of  the  siphon  so  that  its  end  will  be  exactly  parallel  with 
the  face  of  the  magnet,  the  pole  piece  of  the  magnet  is  made 
adjustable  so  that  it  may  be  turned  until  its  face  is  parallel 
with  the  recording  end  of  the  siphon.  The  entire  magnet  3f 
is  supported  so  that  it  may  be  raised  or  lowered  by  means 
of  an  adjustable  screw. 
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three  positive  impiibcs,  producing  one 
movement  of  the  siphon  to  the  right 
and  three  to  the  left;  and  soon.  On 
the  paper  litpc  these  sigimls  appear  as 
being  ahove  or  below  the  zero  line 
which  the  siphon,  when  at  rest,  tracw 
along  the  center  of  llie  tape.  There 
is  necessarily  no  return  of  the  siphon 
\o  its  zero  line  every  time  between 
impulses.  In  the  case  of  impulses  of 
opposite  polarity,  the  siphon  will  usually 
iToss  the  zero  position  or  line,  but  in 
the  case  of  several  impulses  of  the 
same  polarity,  the  curve  will  merely 
fall  back  a  little  and  move  a  little  far- 
ther away  each  time  from  the  zero  lin?. 
The  continental  code  is  used  on  all 
submarine  cables.  If  this  alphabet  h 
deliberately  sent  over  a  very  short 
cable,  it  will  he  traced  by  a  Biphon 
recorder  about  as  shown  in  Fig.  34  (&). 
If  the  letters  are  sent  continuously  one 
after  another,  the  actual  record  made 
by  the  siphon  recorder  connected  to 
a  long  submarine  cable  is  shown  in 
Fig.  34  {£).  Fig.  34  (rf),  which  is  an 
accurate  reproduction  of  a  portion  of 
a  message  actually  transmitted  over  a 
transatlantic  cable  with  the  accom- 
panying translation,  will  more  clearly 
convey  the  character  of  the  recorder 
signals.  The  message  is  translated  and 
written  down  by  the  operator  as  the 
tape  glides  along  in  front  of  him. 

91.  All  to  mil  tic  Submarine- 
Cable  T  ran  am  liters. — Sending  by 
means  of  the  hand  key  is  the  method 


§  6  TELEGRAPHY.  77 

most  generally  used  on  submarine  cables,  but  it  is  now  being 
superseded  by  the  automatic  transmitter.  The  accuracy 
and  speed  of  the  working  is  thus  greatly  improved,  for  by 
this  mechanism  is  obtained  the  utmost  uniformity  of  signal 
with  a  speed  and  tirelessncss  unattainable  by  hand.  By 
the  use  of  the  automatic  transmitters,  a  speed  of  40  or  50 
words  a  minute  may  be  reached  on  transatlantic  cables. 
The  Cuttriss,  Willmot,  and  !Muirhead  automatic  transmitters 
arc  used  by  the  various  cable  companies.  The  Cuttriss  is 
used  in  the  United  States.  The  Crehore  and  Squier 
sine-wave  transmitter,  which  is  suitable  for  use  on  sub- 
marine cables,  as  well  as  on  land  lines,  will  be  described  in 
connection  with  the  sine-wave  system. 


CUTTRISS   AUTOMATIC  TRANSMITTER. 

92.  The  principle  of  the  Cuttri»s  automatic  trans- 
mitter, whereby  the  positive  and  the  negative  impulses 
that  are  sent  to  the  line  or  cable  are  controlled,  may  be 
explained  by  means  of  the  diagram  of  connections  shown  in 
Fig.  35.  Cy  D,  E,  /%  and  B  show  the  ordinary  arrangement 
of  a  cable  key  and  the  main  battery.  C,  7/  are  electromag- 
nets, normally  on  open  circuit,  for  operating  the  levers 
C,  D.  The  so-called  **  trailers"  o  and  /,  under  which  a 
punched  paper  tape  is  drawn,  are  necessarily  light  and 
delicate;  in  order  to  keep  their  contacts  in  good  condition 
by  j)reventing  the  occurrence  of  sparks  at  ;;/  and  ;/,  the  cir- 
cuit is  broken  at  h  by  means  of  the  spring  bary  and  a  cam  / 
before  the  trailers  open  the  circuit  at  ;//  or  ;/.  The  spark- 
ing is  thus  confined  to  the  single  contact  at  //,  which  may 
be  made  of  substantial  form  and  easily  renewed  and  re- 
paired. The  spark  may  also  be  reduced  by  the  use  of  a 
high  non-indactive  resistance  r,  which  forms  a  shunt  around 
the  contact  points. 

93.  A  view  of  the  Cuttriss  transmitter  is  shown  in 
Fig.  30.     It   is  lettered  the  same  as  Fig.  35.     On  the  shaft 
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levers,  pivoted  side  by  side  in  an  insulating  block  r,  and 
having  in  their  ends  pins  with  points  beveled  on  the  under 
side,  as  shown,  and  lying  directly  over  the  lines  of  perfora- 
tions in  the  wheel  G.  There  are  several  springs  to  keep  the 
paper  tape  that  runs  over  the  wheel  G  pressed  against  the 
surface  of  the  wheel,  and  to  furnish  guides  through  which 
the  pins  on  the  ends  of  the  trailers  may  readily  move  up  and 
down,  but  cannot  move  sidewise  out  of  line  of  the  holes. 
Each  trailer  has  a  spiral  spring  f,  which  tends  to  make  the  pin 
enter  the  indentations  on  the  surface  of  the  wheel  G.  The 
paper  tape  A'  is  made  with  a  central  line  of  equidistant  per- 
forations. It  is  prepared  for  the  transmitter  by  a  suitable 
perforating  machine  that  makes  two  IJnes  of  perforations 
on  opposite  sides  of  the  central  lines  of  perforations.  The 
Wheatstone  perforator,  which  will  be  described  in  connection 
with  the  Wheatstone  automatic  system,  may  be  used  by 
merely  replacing  certain  round  punches  with  square  punches. 
The  side  on  which  the  perforations  are  made  depends  on  the 
direction  or  polarity  of  the  impulses  that  they- are  designed 
to  transmit,  but  every  perforation  is  exactly  in  line  with  one 
of  the  central  perforations.  The  pins  in  the  wheel  6^  enter 
tilt*  i)erf()rati()ns  in  the  center  line  of  the  tape  and  so  draw 
aioni^  tlie  tape  wlien  tlie  wlieel  rotates. 

94.  AVhen  the  motor  that  revolves  the  shaft  /  con- 
tiiuiouslv  and  unifornilv  is  started,  both  wheels  JTand  6  are 
rotated  intermittently,  the  period  of  rest  being  so  timed  as 
to  occur  wlien  the  j)ins  on  the  lower  ends  of  the  trailers  are 
opposite,  that  is,  in  line  with  tlu^  |)ins  projecting  frcun  the 
surl'ace  of  thr  wheel  C/.  If  there  is  no  perforation  in  the 
paper  under  either  pin,  they  are  prevented  from  dropping 
down  ;  but  whenever  a  perforation  conies  under  one  of  the 
pins,  it  passes  throui;h  the  paper  and  causes  its  lever  to 
make  contact  with  w  or  ;/.  On  tlie  shaft  /  is  fixed  a  sleeve  / 
having-  a  raised  portion  that  serves  as  a  cam  to  raise  the 
bar/,  thus  causiiiL;- /  to  <»})en  the  circuit  at  h  (see  Fig.  ^r')) 
while  the  wheel  (i  and  the  tape  are  at  rest,  and  prior  to  the 
time  when  either   trailer,    if   it  is    in   contact   with  its  back 


§  6  TELEGRAPHY.  81 

stop,  can  be  separated  therefrom  by  the  advance  of  the 
tape.  The  opening  of  the  circuit,  therefore,  always  pre- 
cedes the  separation  of  the  trailers  from  their  contacts. 

95-  The  collar  i  is  quite  long  in  the  direction  of  the  axis 
of  the  shaft  /.  The  edge  of  the  projection  on  the  surface  of 
the  collar,  which  raises  the  bary,  is  oblique  to  the  axis  of  the 
shaft,  while  the  other  edge  of  the  collar,  which  allows  the 
bary  to  drop  down  again  and  close  the  circuit,  is  straight  or 
parallel  to  the  axis,  so  that  by  adjusting  the  bar  j  bodily  at 
right  angles  to  the  axis  of  the  shaft,  the  period  of  engage- 
ment between  a  lug  on  the  under  side  of  the  bar  y  and  the 
projection  on  the  collar  may  be  varied,  according  as  the  lug 
on  the  under  side  of  the  bar  j  passes  over  a  narrower  or 
wider  part  of  the  projection  on  the  collar.  Furthermore, 
the  collar  may  be  turned  around  on  the  shaft  and  fastened 
in  any  position  desired. 

90.  Since  the  magnets  C  and  Z),  Fig.  35,  are  only  ener- 
gized when  the  circuit  is  closed  at  //,  it  will  be  noticed  that 
the  cable  is  connected  directly  to  the  ground  at  all  times, 
except  when  the  circuit  is  closed  by  the  bar/.  The  circuit 
may  be  closed  at  the  contact  h  at  a  time  that  is  adjustable 
within  limits  during  each  revolution  of  the  motor  shaft,  and 
then  opened  at  //  after  an  interval  of  time  during  which  the 
tape  wheel  and  trailers  are  absolutely  at  rest.  Moreover 
this  interval  of  time  during  which  the  tape  wheel  and 
trailers  are  at  rest  may  be  varied  by  means  of  a  speed 
governor  on  the  electric  motor  that  drives  the  transmitter, 
and  thus  the  relative  lengths  of  the  impulses  and  of  the 
intervening  spaces,  during  which  the  cable  is  directly 
grounded,  and  the  speed  of  transmission  may  be  varied  to 
suit  the  requirements  of  working  at  any  time  or  through 
any  cable. 

The  tape  may  be  stopped  without  stopping  the  motor,  by 
moving  the  handle  b  to  the  right,  thus  forcing  the  lever  a 
to  the  left  and  raising  both  trailers  and  the  springs  that 
press  the  paper  against  the  wheel  away  from  the  wheel. 
The  forked  spring,  on  which  the  paper  tape  K  is  resting  ir\ 
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the  figure,  then  lifts  the  tape  above  and  free  fnmi  the  pins 
on  the  wheel  G. 

In  conniption  with  the  electric  motor,  there  is  a  speed 
regulator  and  indicator  that  is  not  shown  in  the  figure.  By 
means  of  the  regulator,  the  speed  may  be  adjusted  as  de- 
sired, and  the  divisions  on  a  graduated  dial  will  indicate  the- 
nurober  of  turns  of  the  shaft  per  unit  of  time,  and,  hence, 
the  average  number  of  letters  being  sent  per  minute,  or  the 
rate  of  transmission. 


BABTH  CUBBBKTB. 

97«  The  operation  of  submarine  cables  is  interfered 
with  by  earth  currents  more  than  are  land  lines.  This  is 
due  to  the  differences  of  potential  at  the  two  ends  of  a  long 
cable,  which  cause  a  more  or  less  steady  flow  of  current,  if 
means  are  not  taken  to  prevent  it.  During  electric  or  mag- 
netic storms,  temporary  currents  are  induced  in  a  long  cable 
that  are  sometimes  very  troublesome,  because  the  delicate 
instruments  used  on  submarine  cables  are  very  readilj 
affected  by  them.  Such  disturbances,  however,  are  ?«)  un- 
certain both  in  intensity  and  time  of  occurrence  that  noth- 
\x\^  is  usually  done  to  eliminate  them.  It  is  a  well-known 
fact  that  the  flow  of  a  steady  current  can  be  prevented  by 
the  introduction  of  a  condenser  in  the  circuit;  hence,  steady 
earth  currents  are  avoided  in  cables  by  the  use  of  a  condenser 
somewhere  in  the  circuit  between  the  g^round  and  the  cable. 
While  a  constant  difference  of  potential  between  the  two 
ends  of  the  cable  will  charge  such  a  condenser,  there  will  be 
no  steady  flow  of  current  through  the  cable  or  receiving 
instruments  after  the  condenser  is  fully  charged. 

98.  The  electromotive  force  due  to  the  earth  is  fairly 
constant  and  changes  direction  but  seldom,  while  the  direc- 
tion of  the  electromotive  force  due  to  the  transmitting  battery 
is  being  constantly  changed  by  the  operation  of  the  trans- 
mitting keys;  hence,  the  earth  potential  alternately  helps 
and  opposes  the  battery  potential.  This  may  be  obviated 
in  two  ways.     A  condenser  may  be  inserted  in  the  circuit 
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between  the  cable  and  the  ground  connection,  and  the  poten- 
tial of  the  battery  increased  until  the  potential  due  to  the 
earth  is  insignificant  compared  with  it.  This  will  evidently 
make  the  component  of  the  signaling  currents  due  to  the  earth 
potential  negligible  in  comparison  with  the  component  due 
to  the  transmitting  battery.  In  order  that  the  charging  and 
discharging  currents  may  not  now  be  too  large,  they  can 
easily  be  reduced  in  volume  by  decreasing  the  capacity  of 
the  condensers  (as  C  in  Figs.  37  and  38).  Thus  one  way  is 
to  diminish  the  capacity  of  the  condensers  and  to  then  in- 
crease the  electromotive  force  of  the  battery  until  the  dis- 
turbing effects  of  the  earth  currents  are  eliminated.  This 
is  the  method  adopted  in  practice. 

99.  When  a  condenser  is  inserted  in  series  with  the 
cable,  the  combined  capacity  will  be  less  than  that  of  either 
the  condenser  or  the  cable  alone,  because  the  capacity  of 
condensers  joined  in  series  follows  a  law  exactly  similar  to 
that  for  resistances  joined  in  parallel.  Hence,  to  give  the 
same  charging  current,  a  higher  voltage  battery  will  be  re- 
quired with  condensers  than  without.  However,  the  poten- 
tial of  the  batteries  must  not  be  increased  too  much,  for  there 
is  danger  of  injuring  the  insulation  of  the  cables.  Fifty  volts 
is  about  the  highest  electromotive  force  that  can  be  safely 
used.  Low  internal  resistance  batteries,  such  as  Fuller  bi- 
chromate and  storage  batteries,  having  an  electromotive  force 
from  30  to  40  volts,  are  commonly  used  on  submarine  cables. 

On  transatlantic  cables,  the  capacity  of  the  condenser  used 
for  minimizing  the  disturbing  effects  of  earth  currents  is 
about  50  microfarads. 

100.  The  second  way  to  eliminate  earth  currents  is  to 
determine  at  each  end,  by  measurement  or  experimental 
trials,  the  intensity  and  direction  of  the  potential  between 
the  ground  and  the  cable  conductor,  due  to  thr^  earth,  and 
then  to  insert  a  battery  of  this  potential  in  the  ground  wire 
so  as  to  oppose  it.  An  objection  to  this  method  is  the  fact 
that  the  battery  potential  will  be  constant,  while  the  earth 
potential  will  vary  more  or  less. 
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TERMINAL  CONNECTIONS. 

lOl.  Submarine  cables  are  worked  both  simplex  and 
duplex.  When  sending,  the  cable  is  connected  through  a 
condenser,  switches,  ordinary  cable  key,  and  the  battery  to 
the  ground.  When  receiving,  the  cable  key  and  battery 
are  switched  out  and  the  siphon  recorder  connected  in  their 
place.  A  condenser  is  connected  in  series  with  the  receiv- 
ing instrument  because  this  arrangement  increases  the  sharp- 
ness of  the  signals. 


SIMPLEX  CABLB  CONNBCTION8. 

102.     Position  of  Switches  for  Transmlttingr.— 

When  cables  are  worked  simplex,  they  are  often  connected 
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as  shown   in    Fig.    3T.      Ordinarily,  when  transmitting,  the 
switches   will    be   placx-d   in   the  positions  shown.       In  this 
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position  of  the  switches,  the  transmitting  key  K^  battery  B^ 
and  condenser  6' are  connected  directly  in  scries  between 
the  cable  and  ground  G\  all  the  current  is  then  utilized  to 
charge  the  condenser  and  cable.  The  condenser  C  is  used 
to  eliminate  earth  currents  and  to  increase  the  speed  of 
signaling. 

103.  To  Record  Slj^nalH  Sent  From  Home  Office. 

If  it  is  desirable  to  record  the  signals  to  see  whether  they 
are  being  properly  transmitted  or  to  preserve  a  record  for 
future  reference,  the  switches  (?,  T^  and  J/ are  closed.  The 
resistance  r  is  usually  as  high  as  the  resistance  of  the  cable 
itself.  When  the  two  switches  Q  and  J/ only  are  closed, 
there  are  two  paths  for  the  current  that  comes  from  the 
battery  B\  one  is  by  way  of  d-Q-y-M  to  the  ground  G^\ 
the  other  by  way  of  d-n-x-C  and  cable,  to  the  ground  at 
the  distant  station.  Hence,  if  x  and  /  have  any  difference 
of  potential,  some  current  will  flow  through  \V,  This  cur- 
rent may  be  increased  by  turning  Q  so  as  to,  increase  the 
resistance  between  ^and/,  because  this  increases  the  differ- 
ence of  potential  between  ,randj;  or,  it  may  be  looked  at 
in  this  way:  The  greater  the  resistance  from  d  through  Q 
to  r,  the  greater  will  be  the  portion  of  the  current  flowing 
from  d  through  n-x-W-y^  and  the  smaller  will  be  the  por- 
tion flowing  through  the  parallel  path  d-Q-y.  The  current 
through  [Fmay  be  decreased  by  closing  the  switch  T,  The 
more  7"  is  turned  so  as  to  increase  the  resistance  from  xtoy, 
through  x-v-l\  which  forms  a  shunt  circuit  around  the 
coil  \\\  the  larger  will  be  the  portion  of  the  current 
through  \\\  and  the  smaller  the  portion  through  x-v-T-y. 
By  adjusting  the  switches  Q  and  1\  the  proper  current  may 
be  obtained  through  W. 

104.  Position  of  Switches  for  Receivini;. — When 
it  is  desirable  to  receive,  the  switch  .S'  is  raised.  This  switch 
is  so  constructed  that  when  this  is  done,  the  rear  end  of  the 
lever  touches  the  segment  o  before  the  front  of  the  lever 
leaves  the  segment  ;/.  This  is  very  necessary  because  it 
allows  the  cable  to  discharge  to  earth  through  n-d-o-G^ 
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of  through  the  coil  W,  as  it  would  do  if  the  swilc! 
;it  K  before  touching  o.     When  the  handie  of  th 


lever  is  up  as  high  as  it  will  go,  contact  between  i/and  n  is 
broken.     The  current  from  the  cable  then  divides  at  :r,  part 
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passing  through  W  and  the  rest  through  v  and  T  to  j, 
where  the  currents  reunite  and  pass  through  Q-ii-o  to  the 
ground  G.  When  receiving,  it  is  evidently  immaterial 
whether  M  is  closed  or  open. 


CABLB  DUPLBX. 

105.  When  submarine  cables  are  duplexed,  the  bridge 
method  is  generally  used.  One  arrangement  is  shown  in 
Fig.  38.  i)/,  iV,  and  S  are  adjustable  resistances  forming 
two  arms  of  the  bridge,  the  cable  and  the  artificial  cable 
forming  the  other  two  arms.  The  artificial  cable  corre- 
sponds to  the  artificial  line  in  the  bridge  duplex  that  has 
already  been  explained. 

There  are  usually  from  1,000  to  3,000  ohms  in  each  of  the 
boxes  M  and  iV,  while  5  contains  about  forty  :J^-ohm  coils. 
C'and  C^  are  condensers  of  about  50  microfarads  each.  Cis 
used  to  diminish  the  trouble  due  to  earth  currents  and  C^  to 
make  the  signals  sharper.  /^  is  a  10-ohm  resistance  coil  that 
may  or  may  not  be  connected  in  the  transmitting  circuit. 

When  one  of  the  levers  of  the  key  K  is  depressed,  one  pole 
of  the  battery  is  connected  to  the  condenser  (7,  causing  the 
latter  to  be  charged.  This  will  send  charging  currents 
which  divide  in  such  a  manner  through  the  arms  of  the 
bridge  that  there  is  no  difference  of  potential  between  the 
points  c  and  \V\  hence  the  receiving  instrument  connected 
between  the  condenser  C^  and  the  point  o  is  not  affected  by 
the  operation  of  the  home  key  K. 

106.  The  Stearns  artlflcal  cable,  as  the  arrange- 
ment of  the  artificial  cable  here  shown  is  called,  consists  of 
a  large  number  of  condensers  and  resistance  coils  put  up  in 
boxes.  The  coils  and  condensers  are  joined  to  terminals  on 
the  outside  of  the  boxes,  so  that  they  may  be  connected  to- 
gether and  to  the  ground  in  the  way  that  will  best  resemble 
the  real  cable  both  in  resistance  and  capacity.  By  connect- 
ing a  condenser  to  the  ground  through  a  high  resistance-^,, 
the  discharge  from  that  portion  of  the  cable  is  retarded. 
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Hence  the  charge  and  discharge  of  the  artificial  cable 
may  be  accelerated  or  retarded  to  correspond  to  that  of  the 
real  cable  by  connecting  proper  resistances  lietween  the 
ground  and  condensers  at  proper  points  in  'the  artificial 
cable.  Connecting  resistances  between  the  ground  and 
condensers  in  the  home  end  of  the  artificial  cable  will  delay 
the  discharge  of  the  home  end;  and  connecting  resistances 
between  the  ground  and  condensers  in  other  parts  of  the 
artificial  cable  will  delay  the  discharge  from  those  parts  of 
the  artificial  cable.  The  more  condensers  that  are  con- 
nected to  the  artificial  cable,  the  longer  will  it  take  to  charge 
and  discharge. 

107*     To    Change     From    I>uplex    to    Simplex. — 

When  it  is  desired,  as  is  often  the  case,  to  work  the  cable 
simplex,  a  plug  is  inserted  at  a,  and  the  plugs  at  /  and  q 
are  removed.  When  receiving,  the  switch  W  remains  on 
contact  button  ^,  but  when  transmitting,  it  is  shifted  to  the 
contact  button  /. 


MUIRHBAD  CABLR  DUPLCX. 

108*  In  the  Mulrhead  cuble  duplex,  shown  in 
Fig.  39,  the  condensers  C  and  C,  are  used  in  place  of  the 
resistances  M  and  N  shown  in  Fig.  38.  A  condenser  C,  is 
also  connected  in  the  bridge  circuit  ef.  For  the  present  sup- 
pose C^  and  R  to  be  entirely  disconnected.  The  condensers  C 
and  C\  act  in  the  same  wav  as  the  resistances  in  a  Wheat- 
stone  bridge.  When  connection  is  made  at  A^with  one  pole 
or  the  other  of  the  battery  />,  the  condensers  C  and  C^,  the 
cable,  and  the  artificial  cable  are  charged.  A  charge  is 
given  to  the  condenser  at  the  distant  station  corresponding 
to  C^'y  but  if  the  charge  of  C  is  to  the  charge  of  C^  as  the 
charge  of  the  cable  is  to  the  charge  of  the  artificial  cable^ 
there  will  be  no  charge  given  to  C^,  because  there  is  no  dif- 
ference of  potential  between  the  two  points  e  and/"  to  which 
the  receiving  circuit,  containing  IKand  C\^  is  connected,  and 
consequently  the  receiving  instrument  \V  is  not  affected. 
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The  condensers  and  cable  may  evidently  be  charged  in  either 
direction  by  means  of  the  key  K. 

109.  As  it  is  practically  impossible  to  construct  or  build 
a  number  of  large  condensers,  even  out  of  exactly  the  same 
material,  so  that  the  rates  of  absorption  of  each  will  be  the 
same,  a  supplementary  condenser  C\  and  an  adjustable  resist- 
ance /?  are  often  connected,  as  shown,  in  parallel  with  the  con- 
denser Cj.  The  resistance  R  is  usually  non-inductive,  but 
there  may  also  be  included  an  inductive  resistance  so  arranged 
that,  by  sliding  a  V-shaped  iron  bar  in  and  out  of  the  coil, 
its  inductance  may  be  varied.  The  condenser  ^„  which  is 
adjustable  by  steps  of  .01  microfarad,  has  usually  a  maximum 
capacity  of  5  microfarads.  The  resistance  R  usually  con- 
tains from  1,000  to  100,000  ohms.  5  is  an  adjustable  rheostat 
of  low  resistance,  containing  about  forty  J-ohm  coils  and 
sometimes  one  or  two  10-ohm  coils.  The  receiving  instru- 
ment at  Ji^is  usually  a  siphon  recorder.  The  arrangement 
of  the  artificial  cable,  condensers,  and  resistances  shown  in 
this  figure  is  known  as  the  Muirhead  double-block  Hysi- 
teiii.  Mr.  Muirhead  gave  the  following  values  as  those 
required  for  bahincing  one  of  the  Mackey-Bennett  cables: 
C  and  (\  r^O  microfarads,  ^^3  .15  microfarad,  and  A\ 
100, ()()()  ohms. 

1  H>.  Muirhead  Artificial  Cable.  —  The  artificial 
cal)le  shown  in  Fig.  \\\)  is  known  as  Muirhead^s  artifi- 
cial cable.  It  consists  of  a  very  large  number  of  sections, 
only  four  of  wlii(  h  are  shown  in  tliis  figure.  Each  section 
consists  of  a  thin  sh(t(!t  of  insuhiting  material,  such  as  paraf- 
fined paper,  on  one  side  of  which  is  placed  a  plain  rectangular 
sheet  of  tin-foil,  and  on  the  other  side  a  piece  of  tin-foil  a  of 
about  the  same  outside  dimensions,  but  cut  as  shown,  s<'>  as 
to  form  a  long  zigzag  c<>nductor.  These  are  piled  up,  but 
are  sej)arated  from  one  another  by  more  sheets  of  paraffined 
paper.  Tlu^  rec^tangular  tin-foil  sheets  in  one  j)ile  are  con- 
nected together,  and  the  zigzag  sheets  are  connected  in 
series,  so  as  to  form  one  long  conductor.  By  means  of  the 
terminals  on  the  outside  of  the  box  to  which  the  two  ends  of 
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the  zigzag  conducting  strips  in  each  pile  are  connected,  the 
zigzag  strips  in  each  pile  as  a  whole  may  be  joined  to  any 
other  pile  in  any  manner  required.  The  strips  are  generally 
joined  directly  in  series,  but  sometimes  a  resistance,  as 
shown  at  /l„  is  included.  Enough  of  these  zigzag  strips  of 
tin-toil  are  used  to  give  a  resistance  equal  to  that  of  the  real 
cable.  The  tin-foil  being  extremely  thin  and  cut  into  quite 
narrow  strips  (|  to  §  inch  in  width),  has  quite  an  appreciable 
resistance,  and  it  is  evident  that  sufficient  resistance  can  be 
obtained  by  using  enough  sections.  The  sheets  of  tin-foil 
and  insulating  material  can  be  pressed  and  packed  very 
closely  together;  nevertheless,  so  many  are  required  that  the 
boxes  containing  them  often  measure  several  feet  in  each 
direction. 

111.  Terminals  are  also  brought  to  the  outside  of  the 
box  from  the  rectangular  sheets  of  tin-foil  that  are  on  the 
opposite  sides  of  the  insulation  to  the  zigzag  sheets.  Some 
of  these  are  joined  together  and  to  the  ground,  and  some  are 
connected  through  resistances,  as  at  ^„  7?,,  7?^,  to  the  ground. 
R^  is  a  resistance  representing  that  of  the  land  line  from  the 
cable  station  to  the  cable  itself,  and  it  does  not  usually 
amount  to  very  much.  At  the  end  of  the  cable,  the  zigzag 
sheets  are  connected  through  the  resistance  A\  to  the 
ground  C,.  In  order  to  represent  the  small  amount  of  leak- 
age that  there  may  be  in  the  real  cable,  a  high  resistance  R^ 
may  be  connected  between  one  of  the  zigzag  sheets  and  the 
ground.  In  some  cases,  a  resistance  A\  is  connected  between 
the  point  e  and  some  point  in  the  artificial  cable,  as  j.  This 
resistance,  which  is  generally  80, 000  ohms,  or  more,  repre- 
sents the  leakage  paths  from  the  land  lines  and  the  first  part 
of  the  cable.  Thus  the  artificial  cable  may  be  made  to 
resemble  the  real  cable  by  having  the  same  resistance,  due 
to  the  zigzag  sheets  joined  in  series;  the  same  capacity, 
due  to  the  proximity  of  the  zigzag  sheets  to  the  grounded 
rectangular  sheets  of  tin-foil;  and  the  same  amount  of  leak- 
age, due  to  the  high  resistances  that  are  connected  between 
the  zigzag  sheets  of  tin-foil  and  the  ground. 
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It  is  especially  necessary  to  make  the  home  ends  of  the 
real  and  artificial  cable  resemble  each  other  very  closely; 
and  for  this  reason  the  home  end  of  the  artificial  cable  is 
subdivided  into  smaller  sections  than  the  remaining  portion 
in  order  to  permit  a  closer  adjustment  of  these  resistances 
and  capacities. 

112.  The  resistances  in  an  artificial  cable  may  have 
about  the  following  values  :  A\,  175  ohms;  R^,  1,400  ohms; 
A*,,  40  ohms;  A\,  175  ohms;  A^  and  A*,^,  90,000  or  more  ohms, 
or  is  infinite,  that  is,  disconnected.  In  some  cases  a  resist- 
ance of  about  500  ohms  is  placed  in  each  arm  between  the 
condenser  C  and  the  point  /*,  and  between  C,  and  r. 

On  one  of  the  cables  of  the  United  States  Cable  Company, 
the  following  are  the  capacities  and  resistances  used  at  one 
time  at  Nova  Scotia:  C,  41  microfarads;  C,,  40  micro- 
farads; 6',,  41  microfarads;  C„  .28  microfarad;  A,,  29  ohms; 
A„  8G0  ohms;  A\,  90,000  ohms;  A,  A„  A„  A\,  and  A,. 
0  ohms;  A^,  infinite,  that  is,  disconnected. 

The  condensers  C  and  C,  are  50  microfarads  each,  and  f,, 
)U)  microfarads  in  the  duplex  arrangement  used  in  coiuu-c- 
tion  with  the  Coney  Island  cable  of  the  Commercial  Cable 
Company  between  New  York  and  Nova  Scotia.  Tlii> 
cable  has  a  total  resistance  of  lo,70()  ohms,  a  capacity  <'t 
"^'51.4  microfarads  at  75"  F.,  and  a  length  of  )>SOJ\  knot>. 
The  condensers  6  and  C\  upon  the  same  company's  X<).  '-^ 
Atlantic  cable  betwecrn  Nova  Scotia  and  Waterville,  Ire- 
land, are  each  SO  niiiMofarads  capacity.  This  cable  ha*^  a 
total  resistance  of  4,S!»5  ohms,  a  (\ipacity  of  014  microfarads 
at  7.")'  F.,  and  a  leni^th  of  '^\l<)t  knots. 

113.  IJaliiiicinK  Cal>lc. — In  elYecting  a  balance  oi 
such  a  system  as  shown  in  Fii^.  39,  the  artificial  cable  is 
first  of  all  made  etjual  in  resistance,  capac:ity,  and  leakage 
to  tlu*  real  cable;  the  condensers  C\  C\,  and  C\  are  then  in- 
serted and  their  capacities  and  the  resistance  of  .S'  adjusted 
to  t;ive  a  close  balance.  Then  a  sli^^ht  increase  is  made  in 
the  capacitv  of  (  . — sav  bv  1  microfarad — and  bv  trials  the 
riL;ht  amount  of  resistanc^t;  required  in  the  various  rheostats 
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is  ascertained.  If  the  artificial  cables  discharge  too  rap- 
idly, more  resistance  must  be  inserted  between  the  ground 
and  the  condenser  plates.  A  sharp  signal  would  indicate 
that  the  near  end  of  the  artificial  cable  was  not  properly  ad- 
justed; a  faint  signal,  that  the  far  end  was  not  properly 
adjusted.  When  the  home  receiving  instrument  is  not 
affected  by  the  operation  of  the  home  key,  the  adjustment 
is  correct.  The  artificial  cable  seldom  needs  adjustment 
more  than  twice  a  year  and  the  bridge  arrangement  by 
means  of  the  resistance  S  and  condenser  C„  seldom  oftener 
than  once  a  day. 


DUPLEX  FOR   AMIXRD  OVBRHBAD  AND  CABLB  LINB. 

114.  The  arrangement  shown  in  Fig.  40  is  that  used  in 
some  countries  for  automatic  duplex  systems  over  a  circuit 
consisting  of  both  land  lines  and  underground,  or  short  sub- 
marine, cables.    P  C  represents  a  transmitting  key  or  device. 
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Fig.  40. 


often  the  Wheatstone  automatic  transmitter;  /^/?  a  differ- 
entially wound   receiving   device,  often    the   polar   relay  of 


the  Wheatstone  automatic  recorder;  Sc  and  Sc'  so-called 
"  signaling  condensers ";  and  C  antither  condenser  con- 
nected across  the  polar  relay  and  the  ends  of  the  adjust- 
able resistances  r,  r.  This  is  really  a  differential  polar 
duplex.  When  the  transmitter  opens  the  circuit,  the  dis- 
charge from  the  condenser  C  tends  to  neutralize  the  extra 
current  due  to  the  inductance  of  the  relay  coils.  The  con- 
densers Sc  and  Sc'  shunt  the  discharging  current  from 
the  cable  and  artificial  line  past  the  coils  of  the  relay  P/i. 
Preece  and  Sivewright  state  that  these  signaling  condensers 
have  a  disadvantageous  effect  upon  the  received  signals,  but 
that  this  may  be  compensated  by  using  a  condenser  of 
larger  capacity  at  C.  They  further  state  that  the  attain- 
able speed  on  two  circuits  was  doubled  by  adding  the  signal- 
ing condenser  compensation  illustrated  in  this  figure.  The 
speed  on  one  circuit  was  increased  from  an  average  of  60  to 
1211  words  per  minute  by  using  the  connections  shown  in 
this  figure  with  the  Wheatstone  automatic  transmitters  ajid 
receivers.* 


HIGH-SPEED  TELEGRAPHY. 

115.  In  telegraphy,  as  in  nearly  all  other  industries, 
there  are  two  ways  of  working — by  hand  and  by  machine. 
Naturally  the  hand  method  comes  first.  Even  now,  proba- 
bly 90  per  cent,  of  the  telegraph  business  of  the  world  is 
done  by  hand.  In  America  and  England,  it  is  done  by 
hand  and  sound;  in  all  other  countries,  by  hand  and  sight, 
although  Belgium  is  just  beginning  to  use  the  sounder. 
France,  Germany,  Italy,  Austria,  Spain,  Russia,  and,  in 
fact,  the  rest  of  the  world,  use  the  Morse  key  and  a  receiv- 
ing instrument  that  records  the  dots  and  dashes  in  ink 
upon  a  paper  tape.  There  are,  however,  a  number  of 
through  circuits  operated  by  the  Hughes  system.  Trans- 
mission js  by  keyboard,  and  the  message  is  received  printed 
on  a  tape,  similar  to  the  type-printing  system  of  Phelps, 
which  is  used  to  a  small  extent  in  this  country. 
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England  may  be  said  to  be  the  only  country  using  ma- 
chinery to  any  considerable  extent  for  the  operation  of  its 
telegraphs,  having  adopted  the  Wheatstone  automatic  tele- 
graph system,  which  is  an  English  invention. 


^ITHEATSTONE  AUTOMATIC  SYSTEM. 

1 1 6.     The  Wheatstone  automatic  telegraptilc  sys- 

is  capable  of  transmitting  and  recording  in  ink  signals 
at  a  rate  of  500  or  600  words  per  minute,  the  speed  below 
600  depending  on  the  electrical  properties  of  the  line.  Over 
225  words  per  minute  can  be  transmitted  between  New 
York  and  Philadelphia,  190  words  between  New  York  and 
Chicago,  and  110  words  between  Chicago  and  San  Fran- 
cisco. Between  Calcutta  and  Bombay,  which  are  1,300 
miles  apart,  130  words  per  minute  are  transmitted  without 
the  use  of  repeaters.  Where  the  line  is  long,  repeaters  are 
used.  Between  North  Sidney  and  New  York,  over  land 
lines,  the  Wheatstone  is  worked  duplex,  having  a  speed 
of  about  100  words  per  minute.  The  Wheatstone  system  is 
extensively  used  in  Great  Britain,  where  it  has  given  better 
results  than  in  the  United  States,  since  in  the  latter  country 
it  is  used  on  comparatively  few  circuits. 

This  system  consists  of  a  perforator  that  punches  holes  in 
a  paper  tape  to  represent  dots  and  dashes;  a  transmitter, 
through  which  the  paper  tape  is  fed  and  by  means  of  which 
electrical  impulses  are  sent  into  the  lines;  and  a  receiver 
that  records  in  ink  the  electrical  impulses  as  dots  and  dashes 
upon  a  paper  tape  that  is  drawn  through  the  receiver. 


PKRFORATOR. 

117.  The  perforator,  or  punching  apparatus,  is 
shown  in  Fig.  41.  It  has  three  keys  and  five  punches  so 
arranged  that  pressing  key  A  makes  perforations  in  the 
paper  tape  D  corresponding  to   a   dot,   pressing   down  C 
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makes  perforations  corresponding  to  a  dasli,  and  pressing 
down  /f  makes  one  perforation  corresponding  to  a  space  ami 
is  also  necessary  for  advancing  Ihe  paper  tape.  The  paper 
tape  passes  behind  a  punching  plate  C  containing  5  holes 
into  which  the  ends  of  the  punches  enter  in  the  act  of 
punching  corresponding  holes  in  the  paper  taiJc.  When 
the  key  A  is  depressed,  three  holes  corresponding  to  «,  «, 
and  c  are  simultaneously  punched  in  the  paper,  as  shown 
at  A,:  when  the  key  is  released,  the  wheel  ^^ revolves  anil 
teeth  on  its  surface  engage  the  center  line  of  holes  made  in 
the  paper  and  so  advance  the  paper  a  distance  e<|ual  to  the 
proper  distance  he t ween  two  center  holes.      When  the  key  i' 
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is  depressed,  one  center  hole  is  made  by  the  punch  at  am 
the  paper,  as  shown  at  if,;  and  the  releasing  of  the  key 
again  advances  the  paper  the  same  distance  as  before. 
When  the  key  t' is  depressed,  four  holes  correspnnding  to 
w,  o,  /,  and  ?  are  simultaneously  punched  in  the  paper,  as 
shown  at  C,,  and  the  releasing  of  the  key  advances  the 
paper  double  the  distance  that  is  accomplished  by  Uie 
release  of  cither  of  the  other  keys  W  or  S.  The  double 
advance  in  this  case  is  evidently  necessary;  for,  ulherwise, 
ii  A  OT  B  were  depressed  after  C,  some  of  ihc  punrbni 
would  enter  holes  already  made  in  Ihc  paper  by  the  depres- 
a  of  C. 
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The  perforations  A^  made  by  the  left-hand  key  A^  when 
passing  through  the  transmitter,  cause  a  dot ;  the  perfora- 
tion B^  made  by  the  center  key  B  causes  a  space,  and  the 
perforations  C^  made  by  the  right-hand  key  C  cause  a  dash 
to  be  printed  on  the  tape  at  the  receiver. 

1 18.  The  student  will  understand  this  better  when  the 
transmitter  and  receiver  have  been  described.  The  operator 
manipulates  these  three  keys  A,  B,  and  C  by  pounding,  or 
striking,  them  with  rubber-tipped  pieces  of  wood,  one  held 
in  each  hand.  As  this  is  laborious,  they  are  sometimes  ar- 
ranged so  that  a  key,  which  is  very  easily  depressed,  will 
operate  the  punches  by  pneumatic  pressure.  The  pneu- 
matic pressure  is  sufficient  to  punch  from  4  to  8  tapes  sim- 
ultaneously at  the  rate  of  40  words  per  minute.  Although 
about  45  words  per  minute  can  be  punched  by  pounding  or 
pneumatic  pressure  by  an  expert  operator,  40  words  is  con- 
sidered a  very  good  average  speed. 

Note.— Mr.  J.  Willmot  (see  "  Electricity,"  March  28.  1900)  has  re- 
cently made  some  improvements  in  the  steel  punches  used  in  the 
Wheatstone  perforator,  and  has  also  improved  the  Wheatstone  trans- 
mitter. 


TRANSMITTER. 

119.  The  object  of  the  transmitter  is  to  transmit  the 
dot-and-dash  alphabet  by  means  of  positive  and  negative 
currents.  These  currents  are  transmitted  alternately  in 
opposite  directions;  the  arrangement  of  the  transmitter  and 
receiver  is  such  that  the  current,  whether  positive  or  nega- 
tive, continues  to  flow  and  produce  a  mark  whose  length 
varies  according  to  the  time  that  elapses  before  the  current 
is  reversed — such  reversal  producing  an  interval  or  space, 
whose  length  continues  to  increase  until  the  current  is  again 
reversed  in  direction.  Since  alternate  currents  flowing  in 
opposite  directions  produce  the  to-and-fro  motions  of  the 
ink  wheel  in  the  receiver,  lines  of  various  lengths,  that  is, 
dots  or  dashes,  may  be  printed.  Hence  it  is  necessary  to 
send  a  current  in  the  opposite  direction  through  the  line 
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and  receiver  before  a  mark  or  a  space  that  has  once  been 
started  can  be  terminated.  The  contact  device  in  the 
transmitter  exists  in  several  slightly  different  forms,  the 
result  of  improvements  made  from  lime  to  time.  In  this 
Course  the  latest  arrangements  will  be  shown. 

120.  Inside  of  a  case  is  placed  suitable  clockwork  and 
gearing  for  operating  the  transmitting  mechanism,  which 
is  supported  on  the  side  of  the  case.  This  transmitting 
mechanism  is  shown  in  Fig.  42.  The  wheel  /,  which  is 
driven  by  the  clockwork,  has  teeth  upon  its  surface  suitably 


spaced  to  enter  llic  holes  along  the  center  line  of  the  pre- 
viously punciied  transmitting  tape  and  to  draw  it  along  at 
a  steady  di-sii*al>lu  late.  This  rale  can  be  varied  by  an  in- 
genious speed  regiilati>r  in  suit  the  conditions  of  the  line 
cireniL  The  greater  the  A' A' of  the  line,  the  slower  must 
be  the  speed  of  transmission. 

The  racking  beam  //,  as  its  name  implies,  has  a  rocking 
motion  given  l<.  it  by  a  shaft  to  whicli  it  is  rigidly  fasteiioil 
atthecenicr.  This  shaft  is  operated  by  the  sanie'eh.ckwi.rk 
thai  rotates  the  wheel  /.  and,  hence,  its  rate  of  oscillation  or- 
resjionds  with  the  r:Ll<-of  rotation  of  the  wheel  /  whether  the 
transmitter  is  nmiiing  fast  or  slowly.      On  the  rocking  i>eani 
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are  two  pins  x  and  y  against  which  the  levers  /  and  /'  are 
pressed  by  the  springs  s  and  s'.  Hence  the  rods  /  and  /'  move 
up  and  down  as  the  two  pins  x  and  j  on  the  beam  //  move 
up  and  down.  Now  /  and  /'  are  so  adjusted  by  the  screws  o 
and  o\  against  which  they  are  held  by  the  springs  v  and  v\ 
that  the  horizontal  distance  between  them  is  exactly  equal 
to  the  distance  between  the  centers  of  the  two  holes  o  and/ 
in  Fig.  41.  Moreover  the  distance  between  the  two  rods  at 
right  angles  to  the  plane  of  the  figure  is  exactly  equal  to 
the  distance  between  the  centers  of  the  holes  /;/  and  ;/  in 
Fig.  41.  Hence  the  rod  /  is  directly  below  whatever  holes 
may  have  been  punched  on  one  side  of  the  center  line  of 
holes  and  the  rod  /'  is  directly  below  whatever  holes  may 
have  been  punched  on  the  other  side  of  the  center  line  of 
holes.  The  springs  s  and  s'  always  tend  to  force  the  rods  / 
and  /'  upwards  and  to  push  the  rods  IV  and  IV  to  the  right. 

121«  The  apparatus  at  the  right  constitutes  a  pole 
changer.  The  lever  ^g'  is  pivoted  at  the  center  and  has 
attached  to,  but  entirely  insulated  from,  it  a  contact  piece  /, 
to  which  the  line  wire  is  connected.  The  metal  piece  /% 
to  which  is  attached  the  positive  pole  of  the  battery  B,  has 
two  contact  screws  k  and  k' ;  and  the  metal  piece  7^,  to 
which  is  attached  the  negative  pole  of  the  same  battery,  has 
the  two  contact  screws  r  and  r'.  The  insulated  piece  / 
moves  between  the  two  contact  screws  k  and  r,  and  the 
lower  end  of  the  lever  ^^'  moves  between  the  two  contact 
screws  ^' and  r'.  JFand  IP  are  two  rods  having  fastened 
to  them  the  collars  //  and  //',  respectively,  which  are  called 
collets.  The  rods  pass  freely  through  the  lever  gg'  without 
touching  it,  and  have  bearings  in  the  pieces  z  and  z\  which 
are  insulated  from  the  metal  piece  P.  The  rod  W  pushes 
the  lever  to  the  position  shown  in  the  figure,  and  W  pushes 
it  over  so  that  i  rests  against  the  screw  k  and  g'  against  the 
screw  r\  Neither  rod,  when  moving  to  the  left,  can  move 
the  lever.  The  wheel  j\  termed  the  jockey  wheels  is  fast- 
ened on  the  end  of  a  flat  spring  that  is  adjustable  at  zv.  It 
is  used  to  help  move  the  lever  gg'  sharply  to  one  side  or 
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the  other,  to  prevent  the  lever  from  remaintt^  in  an  inter- 
•mediate  position,  and  to  hold  it  against  whidiever  side  it 
may  have  been  pushed  by  the  rods  ^and  W. 

1 22*  When  the  pin  x  moves  upwards,  the  rod  /  will 
move  upwards ;  and  if  there  is  a  hole  directly  above  it,  the 
rod  /  will  enter  the  hole  and  continue  to  move  upwards  as 
far  as  the  pin  x  will  allow  it.  On  the  other  hand,  if  there 
is  no  hole  directly  above  it,  the  upper  end  will  come  against 
the  paper  tape,  and  although  the  pin  x  continues  to  move 
upwards  to  the  end  of  its  stroke,  the  rod  /  can  go  no  farther. 
Similarly  the  rod  f  will  move  upwards  as  far  as  the  pin  / 
will  allow,  provided  there  is  a  hole  in  the  tape  directly  above 
it;  otherwise  it  is  arrested  in  its  upward  movement  by  the 
tape.  If  the  tape  contained  a  series  of  holes,  like  those  at 
A^  in  Fig.  41,  representing  a  series  of  dots,  there  would  be 
a  hole  directly  above  both  /  and  /'  every  time  th^e  rods 
came  up  and  this  would  transmit,  as  we  shall  see,  a  succes- 
sion of  negative,  or  marking,  currents  the  proper  length  for 
dots,  and  a  succession  of  positive  currents,  producing  the 
break  or  space  between  the  dots.  The  motion  of  the  wheel  / 
and  the  rocking  beam  //  is  such  that  the  tape  is  advanced 
exactly  the  distance  between  two  center  holes  while  the 
rod  /  or  /'  moves  once  down  and  up.  Hence  these  rods  will 
pass  through  every  hole  that  is  punched  on  either  side  of 
the  center  line  of  holes. 

123*  For  instance,  assume  that  the  rod  /  projects 
through  the  hole  ;;/.  When  the  rod  /  is  drawn  down  by  the 
downward  movement  of  the  pin  x,  the  paper  will  be  moved 
forwards  the  proper  distance  to  allow  the  rod  /',  as  it  moves 
up,  to  enter  the  hole  ;/.  At  the  start,  when  the  rod  / 
moved  up  through  the  hole  ;;/  in  the  tape,  the  rod  IF  would 
push  the  collet  //,  and  with  it  the  lever  ^,  over  to  the  right 
so  far  that  the  jockey  wheel y  would  slip  down  and  press  on 
the  left  side  of  the  lever  ^  and  so  hold  /  against  the  con- 
tact r  and  jf'  against  the  contact  /'',  causing  the  negative 
pole  of  the  battery  B  to  be  connected  to  the  line  and  the 
positive  pole  to  the  ground  G.     This  state  will  continue,  in 
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spite  of  the  fact  that  W  moves  to  the  left,  until  the  rod  /' 
can  enter  a  hole  in  the  tape.  Then  the  rod  IV  will  push 
^'  over  until  the  jockey  wheel  j  slips  down  on  the  right  of 
^,  and  so  holds  ^'  against  r'  and  i  against  /'.  This  will 
reverse  the  battery  B^  connecting  the  positive  pole  to  the 
line  and  the  negative  pole  to  the  ground. 

Suppose  the  rod  /  is  in  the  hole  ;;/'  and  the  negative  pole 
of  the  battery  connected  to  the  line.  As  the  rod  /  moves 
down  and  the  pin  y  moves  up,  the  paper  will  advance,  but 
/'  can  move  up  but  little,  if  at  all,  because  it  comes  up 
against  the  paper^  opposite  the  hole  ;;/'  where  there  is  no 
hole.  Consequently  the  lever  ^^'^  is  not  disturbed  and  the 
negative  pole  of  the  battery  B  remains  connected  to  the 
line.  When  y  moves  down  and  x  moves  up,  the  rod  /comes 
against  the  paper  opposite  the  hole  ^,  where  there  is  no 
hole,  and  again  the  lever  ^  g'  is  not  disturbed.  When  y 
moves  up  again,  however,  the  hole  q  will  be  in  line  with  /'; 
hence  the  rod  W  will  push  g'  to  the  right  and,  by  aid  of  the 
jockey  wheel y,  will  reverse  the  battery,  causing  the  positive 
pole  to  be  now  joined  to  the  line.  The  time  between  re- 
versals, in  this  case,  when  a  dash  is  made,  is  three  times 
(two  dots  and  one  space)  as  long  as  it  was  when  a  dot  was 
made.  A  space  is  evidently  started  by  a  hole  on  the  lower 
or  right-hand  side  of  the  tape,  and  the  space  will  continue 
until  a  hole  on  the  upper  or  left-hand  side  of  the  tape  comes 
opposite  the  rod  /,  thereby  pushing  W  and  g  to  the  right 
and  so  starting  a  dot  or  a  dash.  Thus  dots  and  dashes  are 
transmitted  by  currents  in  one  direction  and  spaces  by  cur- 
rents in  the  opposite  direction;  a  reversal  of  current  is 
necessary  in  any  case  to  terminate  a  signal,  be  it  a  dot, 
dash,  or  space. 

124.  Improvements  Made  by  l^illmot. — An  im- 
provement of  the  transmitter  just  described  has  been  made 
recently  by  Mr.  J.  Willmot,  of  England.  He  has  substi- 
tuted a  permanent  magnet  and  a  soft-iron  tongue  in  place 
of  the  jockey  wheel,  and  has  made  quite  a  number  of  im- 
provements in  the  details  of  construction   that  reduce  the 
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wear  and  tear  to  which  high-speed  apparatus  is  especiaily 
subject.  The  arrangement  of  the  improved  transmitter  is 
shown  in  Fig.  43.  The  lever  j",  which  is  made  of  soft  iron, 
vibrates  between  the  poles  ^V  and  5  of  a  permanent  magnet. 
The  soft-iron  piece  _<;■  will,  of  course,  be  attracted  by  both 
the  north  and  so\ith  pole  of  the  permanent  magnet  and 
it    will    move   rapidly    toward  and    remain    firmly    against 


whichever  pole  it  happens  to  be  nearest.  The  use  of  mag- 
netic attraction  in  placeof  the  jockey  wheel  entirely  removes 
the  downward  pressure  of  the  jockey  spring,  and  greatly 
increases  the  holding-over  force  operating  upon  the  lever, 
thereby  causing  a  better  contact  between  the  contact 
points.  The  force  necessary  to  drive  the  instrument  when 
fitted  with  the  magnetic  arrangement  is  considerably  less 
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than  with  the  jockey  roller,  due  to  the  fact  that  the  down- 
ward pressure  on  the  pivots  is  entirely  removed.  Further- 
more, the  laws  of  magnetism  hold,  and  no  sooner  does  the 
lever  commence  to  move  from  the  pole  of  the  permanent 
magnet  to  which  it  is  nearest  than  the  attractive  force  of 
that  pole  from  which  it  is  receding  diminishes  inversely  as 
the  square  of  the  distance,  while  the  attractive  force  of  the 
pole  that  it  is  approaching  increases  inversely  as  the  square 
3f  the  distance — a  condition  most  favorable  to  the  object  in 
view. 


ReCBIVER. 

125.  The  l^heatstone  receiver,  or  ink  recorder, 

as  it  is  also  called,  consists  of  clockwork  operated  by  a  weight 
and  a  very  sensitive  polarized  relay.  It  is  shown  in  Fig.  44. 
Inside  the  case  is  placed  the  polarized  relay  and  also  the 
clockwork  that  revolves  the  wheel  r,  the  ink  disk  /,  and  the 
Ink-supply  wheel  b.  The  paper  tape  on  which  the  ink  records 
are  made  by  the  ink  disk  i  is  drawn  by  the  roller  c  from  the 
base  of  the  instrument,  where  it  is  coiled  away.  The  speed 
of  the  clockwork,  and  hence  the  speed  of  the  tape,  can  be 
regulated  by  means  of  the  handle /"to  suit  recording  at  any 
speed  from  about  25  to  600  words  per  minute.  The  ink 
wheel  ^,  which  dips  into  a  covered  ink  well  g^  has  a  V-shaped 
groove  around  its  periphery.  This  is  shown  better  in 
Fig.  45.  The  edge  of  the  revolving  ink  disk  i  enters  this 
hollow  in  the  periphery  of  the  wheel  b^  but  it  never  actually 
touches  the  wheel.  Thus  there  is  no  friction  between  the 
revolving  disk  and  wheel.  During  the  revolution  of  the 
ink  wheel  ^,  capillary  attraction  keeps  the  hollow  full  of  ink, 
and  a  constant  and  uniform  quantity  is  supplied  to  the  ink 
disk  /.  The  clockwork  is  started  and  stopped  by  means  of 
the  handle  a  and  wound  up  by  the  handle  Q  in  Fig.  44. 

1 26.  The  l^heatstone  polarized  relay  that  moves 
the  ink  disk  /  against  the  paper  tape  as  it  is  drawn  along  is 
shown   in   Fig.    45.     The   relay   consists   of    a    permanent 
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magnet  /"across  whose  ends  is  a  vertical  shaft  A  to  which  is 
rigidly  fastened  the  soft-iron  armatures  n  and  s  and  the 
arms  J  and  k.  The  soft-iron  armatures  arc  permanently 
polarized  by  the  permanent  magnet  P. 

Two  vertical  electromagnets  m  and  i«'  have  polar  exten- 
sions opposite  each  other  and  between  which  the  soft-iron 
armatures  s  and  n  can  move.    These  two  soft-iron  armatures 


are  rigidly  fastened  to  the  shaft  h\  but  their  motion,  which 
is  exceedingly  small  (about  one-fourth  degree),  is  limited 
and  adjusted  by  the  stop-screws  d  and  e.  When  the  magnets 
are  energized  by  a  current,  the  polar  extensions  opposite 
each  other  are  oppositely  magnetized;  hence  each  armature  J 
and  «  is  repelled  by  one  and  attracted  by  the  opposite  polar 
extension,  and  the  polarities  of  the  four  polar  extensions  are 
always  such  that  they  all   tend  to  move  both  armatures 
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toward  the  same  side.  When  the  current  is  reversed,  the 
polarities  of  the  four  polar  extensions  are  reversed  and  both 
armatures  move  toward  the  other  side. 

The  shaft  /,  which  is  pivoted  at  the  end  o  and  caused  to 
revolve  by  the  wheel  o,  rests  lightly  in  a  cavity  at  r  in  the 
arm  k.  When  the  armatures  move  away  from  the  reader,  the 
arm  k  moves  the  ink  disk  /toward  the  moving  tape,  on  which 
it  makes  a  dot  or  dash,  depending  on  the  length  of  time  that 
the  marking  current  lasts.  When  the  current  is  reversed, 
the  armatures  move  toward,  the  reader  and  the  ink  disk  away 


from  the  tape,  making  a  space  that  lasts  until  the  current  is 
again  reversed.  Hence  a  series  of  instantaneous,  alternately 
positive  and  negative  currents  passing  through  the  electro- 
magnet will  cause  a  to-and-fro  motion  of  the  marking  disk  (, 
a  current  in  one  direction  pressing  the  marking  disk  against 
the  paper,  where  it  will  remain  until  withdrawn  by  a  current 
in  the  opposite  direction, 

127.     The  motion  of  the  armature  is   limited   by  the 
screws  </ and  e,  which  are  shown  in  both  figures;  one  may.be 
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ii§eii  as  a  contact  screw  at  which  is  opened  and  closed  the 
circuit  of  a  local  sounder  that  is  used  to  attract  the  attenlion 
of  the  operator,  and  also  for  reading  messag;es  when  the  line 
is  being;  operated  manually  by  a  key. 

Iti  the  base  of  the  transmitter  is  placed  a  triple  switch,  hy 
means  of  which  the  automatic  transmitting  apparatus  may 
be  cut  out  and  the  battery  connected  to  a  hand  transmitting 
key.  This  switch  is  worked  by  the  lever  used  for  starting 
and  stopping  the  clockwork.  By  this  arrangement,  messages 
may  be  transmitted  by  hand.  On  the  transmitting  key 
there  are  also  switches  enabling  the  operator  to  cut  the  key 
and  batteries  out  of  the  circuit  when  he  is  receiving  messages 
by  means  of  a  local  sounder  controlled  by  the  polarized 
relay  of  the  automatic  receiver, 

128.  Resistaiice  nnd  Inductance  of  Wheattttooe 
Relay. — The  relay  used  in  the  Wheatstone  receiver  is  gen- 
erally wound  differentially,  so  that  the  system  may  be 
worked  duplex.  To  give  the  two  coils  exactly  opposite 
magnetic  effects  for  duplex  working,  the  two  wires  are 
wound  together  as  one  upon  the  spool;  the  resistance  of 
each  coil  is  made  equal  to  100  ohms  in  the  British  service. 
The  inductance  of  a  200-ohm  Wheatstone  receiver,  with  tbe 
two  coils  of  the  relay  connected  in  series,  is  about  3.46  hen- 
rys;  with  the  two  coils  in  parallel,  about  .875  henry.  When 
the  two  coils  are  differentially  connected  and  the  current 
flows  in  the  proper  direction  to  create  an  equal  but  opposing 
magnetization,  the  inductance  is  about  .187  henry. 

1  29.  Non-inductive  Resistances  and  Condenacrt 
In  Wheatstone  Systeni. — In  practice  it  is  found  tliat 
when  the  Wheatstone  receiver  is  connected  directly  in  the 
line  and  is  operated  by  the  Wheatstone  transmitter,  the 
speed  obtainable  over  most  lines  can  be  increased  by  the 
use  of  condensers  properly  arranged.  The  arrangement  of 
condensers  and  resistances  in  actual  use  in  England  is 
indicated  in  Fig.  4C.  Common  values  of  the  resistance  and 
capacity  are  about  8.000  ohms  and   10  to  20  microfarads, 
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respectively,  which  will  vary  according  to  the  line.  The 
non-inductive  resistance  is  often  larger  than  the  impedance 
of  the  receiver. 

This  arrangement  reduces  the  retardation  due  to  the  self- 
induction  of  the  receiver  relay.  It  increases  the  total  resist- 
ance of  the  circuit  considerably  without  increasing  the 
inductance;  hence  the  time  constant  of  the  receiving  appa- 
ratus is  considerably  reduced.  Moreover,  the  condenser 
connected  in  this 
manner  also  helps 
to  make  the  cur- 
rent start  and  stop 
more  abruptly,  be- 
cause the  moment 
the  circuit  is  opened 
at  the  transmitter, 
the  extra  current 
due  to  the  electromotive  force  of  self-induction  of  the  relay 
is  opposed  or  neutralized  by  the  current  discharged  from  the 
condenser.  In  the  Wheatstone  system,  this  arrangement 
has  proved  to  be  better  than  connecting  the  condenser 
around  the  coils  of  the  relay  itself. 

130.  Non-inductive  Resistance  Around  Relay 
Contacts. — A  small  but  important  addition,  which  has 
been  made  in  England,  to  all  local  apparatus,  i.  e.,  apparatus 
worked  by  relays,  has  been  the  general  introduction  of  a 
non-inductive  shunt,  or  spark  coil,  as  it  is  called,  of  high 
resistance  connected  across  the  terminals  of  the  relay.  This 
has  resulted  in  the  suppression  of  the  spark  at  the  relay 
contacts  and  a  consequent  greater  certainty  of  action.  This 
improvement  has  been  quite  generally  applied  to  all  relays 
and  not  alone  to  the  Wheatstone  relay. 


131.     Lrimltins:  Number  of  Words  per  Minute. — 

The  present  perfection  of  the  Wheatstone  system  is  much 
superior  to  that  obtained  with  the  original  instruments. 
This  improvement  is  due  to  Mr.  Preece,  who  has  gradually 


the  speed  from  100  or  200  to  600  words  per  minute. 

I        e  atstone  system  has  been  in  commercial  operation 

in  Eh)     lid  for  so  long  a  period  that  the  speed  expected  on 

any  given  line  is  accurately  known,  and  may  be  represented 

closely  by  an  equation  of  the  form 

where  A' denotes  the  total  distributed  capacity  of  the  line, 
Ji  the  tota  resistance,  If  the  number  of  words  per  minute, 
and  a  a  constant.  The  constant  n  depends  on  the  kind  of 
line  used. ;  iddiffers  for  iron  and  copper  *ire  ■'1  for  cables. 
The  value,  uf  the  constant  a  det ■?V'-' incd  jy  a  series  of 
experiments  extending  over  a  long         »id  are  as  follows: 

10  X  10*  for  p-rial  line  of  ir-         ,r«. 

13  X  10'  fr-i^  line  ol  copper  wire.     . 

15  X  in'  i.irine  cable  with  condenser  at  one  end. 

18  X  10*  imarine  cable  with  condensers  at  both  emls- 

A  copp  .i1   line  having  a  A" A'  equal  to  alKiiit  SO.t^^ 

will  redu  e  Wheatstone  speed  to  about  400  words  pet 

minute;  vnen  a  line  exceeds  tuis  it  is  customary  to  insert 
an  automatic  repeater,  by  which  the  speed  is  maintained 
over  longer  distances.  Speeds  of  400  words  per  minute  a.T^ 
regularlj  laintained  in  England  in  commercial  workings 
while  the  limit  of  the  commercial  working  in  the  Unite;t 
States  is  cons'derably  lower,  about  200  words  per  minute. 


WHEATSTONE  nUPLEX. 

132.     The   arrangement  of   the  Wheatstone  apparatus 
when  worked  as  a  polar  duplex  with  dynamos  as  a  source  O' 
current  is  about  as  shown  in  Fig.  47.     The  polar  relay  <* 
wound  differentially  and  the  line  and  artificial-line  circuits 
run  through   separate   coils  of   the  differential  galvanom- 
eter D  G.     The  two  coils  of   this  galvanometer  have  the 
same   resistance   and  the  same   number   of  turns  and  a" 
wound  in  such  a  direction  that  equal  currents  through  the 
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the  beam  or  armature  lever,  and  r  and  k  the  positive  and 
negative  contact  stops,  respectively.  The  lever  gg^  is 
joined  to  the  point  b. 

For  a  high-speed  duplex  system,  the  line  must  be  much 
more  carefully  balanced  than  for  a  manual  duplex  system. 
For  this  reason  three  retarding  coils  are  required:  one  cdt 
in  series  with  the  condenser  C\  a  larger  resistance  cdfk 
in  series  with  the  condenser  C^\  and  a  still  larger  resist- 
ance cdfij  in  series  with  C^.  The  condenser  C  must  have 
the.  largest  and  C^  the  smallest  capacity;  the  rheoBtat  con- 
sists of  the  coils  in  the  circuit  c—m-n-o-p. 

134.  Balanclnc. — The  system  is  balanced  by  asking 
the  distant  operator  to  run  fais  transmitter  while  the  home 
artificial  line  is  adjusted  in  the  usual  manner.  If  balanced 
properly,  the  galvanometer  should  give  no  deflection  when 

the  switch  Q  is  placed  on  a  and  the  key  Pk  is  operated. 

To  further  eliminate  the  disturbing  effects  of  the  static 
line  charges,  the  home  transmitter  should  be  run  and  the 
condensers  and  the  retarding  coils  adjusted  until  the  incom- 
ing signals  made  by  the  receiver  are  clear  and  distinct. 


WHRATSTONR  RBPRATER. 

1  35.     Repeaters  known  in  Great  Britain  as  "  fast -speed  " 

repeaters  are  used  in  connection  with  the  Wheatstone 
apparatus  when  the  latter  must  be  worked  over  long 
circuits.  The  value  of  the  repeaters  for  speed  purposes 
may  be  illustrated  by  the  fact  that  direct  working  between 
London  and  Aberdeen  (SCO  miles)  would  not  be  possible  at 
a  higher  speed  than  40  words  per  minute,  whereas  with  re- 
peaters at  Leeds  and  Edinburgh,  the  practical  working 
speed  is  increased  to  350  words.     These  repeaters  in  their 
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present  efficient  form  have  been  introduced  within  the  last 
25  years  and  are  marvelous  examples  of  ingenuity.  The 
present  form  of  this  apparatus,  for  use  on  cable  circuits, 
comprises  41  instruments  of  26  different  forms ;  it  is  arranged 
to  work  bridge  duplex  on  the  cable  side  and  differential 
duplex  on  the  land  side  of  the  circuit. 


DELANY  SYNCHRONOUS   MULTIPLEX 
TELEGRAPH   SYSTEM. 

136.  The  system  devised  by  P.  B.  Delany,  of  South 
Orange,  New  Jersey,  is  based  on  two  main  principles:  firsts 
that  of  synchronism,  or  the  simultaneous  motion  of  similar 
pieces  of  apparatus  at  two  different  places;  second^  that  of 
distributing  to  several  telegraph  operators  the  use  of  a  wire 
for  very  short  equal  periods  of  time,  so  that  practically 
each  operator  has  the  line  to  himself  during  these  periods. 

137.  As  Delany's  system  is  so  entirely  different  from 
the  duplex  and  quadruplex  systems,  it  is  proposed  for  clearer 
definition  to  give  to  the  modes  of  working  his  system  names 
based  on  the  Greek  word  hodos  (a  way).  Thus  a  two-way 
mode  of  working,  or  a  mode  by  which  two  messages  are 
practically  sent  at  the  same  time,  will  be  diode  working; 
three-way,  triode ;  four-way,  tetrode ;  five-way,  penthode ; 
and  six-way,  hexode. 

Duplex  and  quadruplex  are  such  well-rooted  and  explicit 
terms  defining  particular  modes  of  working  by  compensation, 
that  their  application  to  different  modes  of  working  based 
on  a  different  idea  may  lead  to  confusion,  while  new  and 
distinct  terms  will  confine  the  attention  to  a  new  and  distinct 
system. 

138.  In  Fig.  48  (;r),  A  and  B  are  two  separate  offices 
connected  together  by  a  line  wire  L.  If  the  arms^:  and  b^ 
which  are  in  electrical  connection  with  the  line  wire  L  ixX  A 
and  B^  respectively,  rotate  simultaneously  around  the  cir- 
cles 1— 2-3-4  at  each  station  in  the  direction  of  the  arrows, 

T.  G.    n.—22 
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making  contact  upon  the  segments  as  they  pass,  then,  when 
a  touches  A-l^  b  will  touch  B-1 ;  when  a  touches  A— 2^  b  will 
touch  3-2'^  and  similarly  for  3  and  4.  If  7,  2^  3,  and  4  at 
each  office  are  each  in  connection  with  a  set  of  similar 
telegraphic  apparatus,  the  four  sets  at  one  office  will  be  in 
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Fig.  48. 

direct  communication  with  the  four  sets  at  the  other  office 
as  the  arms  a  and  b  touch  their  corresponding  segments. 
Thus,  for  each   rotation  of  the  arms,  the  instruments  con- 

ncctt'd  to  yl-I  and  J)-l  will  be  in  direct  communication 
with  each  other  once ;  and  so  on  with  those  connected  to  .-i-? 
and  B-:J,  etc. 

139.  If  each  segment  be  divided  into  four  segments  as 
shown  in  Fig.  4S  (j'),  and  every  foin*th  one  of  these  smaller 
sei^nients  is  connected  with  one  of  the  four  instruments 
instead  of  one  large  segment  being  connected  with  oidy  one 
of  tlu;ni,  as  in  (,i"),  then,  dtiringcuie  complete  rotation,  each 
arm  will  i)la(H'  correspontling  instruments,  one  at  each  enti, 
in  coinnuinication  with  one  another  4  times.  Or,  if  each 
circle  be  divided  into  4()  segments  and  each  of  these  40  into 
four  segments,  then  corresponding  instruments  will  be  in 
communication  with  each  other  40  times  during  each  com- 
l)lete  rotation  of  the  arms  a  and  /^  In  Delany's  apparatus 
there  arc  St  S"gnients  in  the  whole  circle,  and  these  are 
grouped  act'ording  to  the  number  of  ways  of  working. 
Ilexode  working  recpiires  one  grouj)ing,  triode  an(Uher, 
diode  another,  and  so  on. 
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140.  To  Maintain  Synchronism. — Two  tuning 
forks  pitched  to  absolutely  the  same  note  and  set  in  vibra- 
tion by  currents  like  an  electric  trembling  bell,  will  move  in 
synchronism,  but  the  synchronism  cannot  be  maintained. 
The  deposition  of  dirt,  dust,  or  moisture,  changes  of  tempera- 
ture, and  variation  of  current  produce  changes  that  affect 
the  rate  of  motion. 


Fig.  40. 

Paul  la  Cour,  of  Copenhagen,  invented  an  ingenious  way 
to  maintain  synchronism.  In  Fig.  49,  E  is  a  tuning  fork 
vibrating  between  the  poles  of  the  magnet  F,  There  are 
two  contact  points  /,  q.  At  /  is  completed  a  circuit  contain- 
ing the  battery  //'and  an  electromagnet  J/.  The  other  con- 
tact q  completes  the  circuit  containing  the  battery  /and  the 
electromagnet  F,  Every  time  the  tuning  fork  touches  the 
contact  point/  a  current  is  sent  through  the  electromagnet  M 
which,  therefore,  is  magnetized  once  for  every  movement  to 
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and  fro  of  the  fork.     In  front  of  the  magnet  Mis  a  wheel  IV 
having  iron  teeth,  and  every  time  the  magnet  Af  is  excited. 


Fu;.  SO, 

atiriii-tii.n  is  iii.uni'TKarily  pxerti'd  tmthv  nearest  tooth.  If  the 
tmilh  isa[f]iro;iiliiii!j;  I  he  pnlc,  li  ismycd  forwards,  and  if  it  is 
iii'iviiij;  away  fmni  the  pole,  it  is  rirlai^ded:  hence,  the  wheel 
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can  be  propelled  with  wonderful  uniformity  and  with  con- 
siderable force.  The  electromagnet  F  is  similarly  excited, 
and  it  keeps  the  fork  in  constant  vibration.  The  wheels 
must  be  started  by  giving  them  a  turn  by  hand,  as  they  will 
not  start  otherwise.  Delany  uses  this  phonic  wheels  as  it  is 
called,  in  connection  with  a  distributor^  but  he  has  adopted 
a  reed  instead  of  a  tuning  fork. 

1 41  •  The  distributor,  as  arranged  for  hexode  working, 
is  shown  in  Fig.  50.  The  circle  is  divided  into  6  groups,  each 
group  having  12  platinum-faced  brass  segments  insulated 
from  one  another,  and  being  separated  from  the  next  group 
by  what  are  called  the  two  correctifig  segments,  one  (shaded 
and  marked  zv)  called  a  **  dead  "  segment,  and  the  other  (clear 
and  marked  B  or  C)  called  a  **live"  segment.  The  dead 
segments  zc/  are  entirely  insulated,  the  live  segments  B 
are  connected  through  the  binding  post  B  to  the  battery, 
and  the  live  segments  C  to  the  correcting  relay.  All  the 
segments  are  not  only  insulated  but  are  also  separated 
from  one  another  by  the  spokes  of  the  brass  ring  A,  which  is 
connected  with  the  earth.  Each  group  of  12  segments  is  fur- 
ther subdivided  into  2  subgroups  of  6  segments  each,  in  which 
the  corresponding  segments  are  connected,  so  that  1  and  i, 
2  and  ^,  3  and  3,  and  so  on  are  electrically  joined  together. 
Not  only  so,  but  they  are  connected  to  every  corresponding 
number  in  the  other  groups  around  the  circle.  In  Fig.  50, 
the  segments  in  only  2  of  the  subgroups  are  numbered,  but 
the  remaining  10  subgroups  must  be  understood  as  being 
numbered  in  the  same  way.  The  12  segments  numbered  1 
are  electrically  connected  through  the  binding  post  1  to  the 
telegraph  instrument  numbered  1;  the  12  segments  num- 
bered 2  are  connected  through  the  binding  post  2  to  the 
instrument  numbered  2;  and  so  on.  The  first,  third,  and 
fifth  live  segments,  that  is,  the  C  segments,  are  connected 
together  and  to  a  so-called  correcting  relay;  they  are  in- 
tended to  receive  currents  from  the  distant  station.  The 
second,  fourth,  and  sixth  live  segments,  that  is,  the  B  seg- 
ments, are  also  connected  together  and  to  a  battery,  and  so 
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can  send  currents  to  the  distant  station.  The  **dead  *'  seg- 
ments are  so  arranged  that  one  is  fixed  before  each  receiv- 
ing *Mive"  segment  C,  and  one  after  each  sending  *Mive*' 
segment  B, 

142.  Correcting:  Se8:ineiit8  on  Lines  Having: 
Large  Capacity. — The  correcting  segments  are  connected 
in  the  manner  just  described  for  lines  whose  electrostatic 
capacity  is  small,  and  where  the  retarding  effect  on  the 
current  is,  consequently,  slight;  but  when  the  capacity  is 
considerable,  the  segments  that  are  called  **dead"  are 
brought  into  use.  A  correcting  battery  is  then  connected 
to  the  **dead  '*  segments  immediately  in  front  of  the  broad 
*Mive  "  C  segments,  and  a  receiving  correcting  relay  is  con- 
nected to  the  **dead"  segments  immediately  following  the 
narrower  *Mive'*  B  segments.  This  arrangement  gives  a 
space  of  one  segment  to  allow  for  retardation  of  the  cur- 
rent when  the  capacity  of  the  line  exceeds  3  microfarads. 
When,  however,  the  capacity  is  within  that  amount,  this 
space  is  not  required ;  indeed,  it  would  be  disadvantageous, 
because  there  is  then  a  very  slight  loss  of  time  in  the 
transmission  of  the  signal.  The  receiving  correcting  seg- 
ment is,  therefore,  extended  in  such  a  manner  as  to  meet 
the  trailer,  and  so  receive  the  correction  almost  as  soon  as 
it  is  sent.  It  is  not  really  necessary  that  the  segment 
should  be  made  broad,  but  only  that  it  should  be  moved  in 
the  direction  indicated — it  is  only  made  broad  to  fill  up  the 
space. 

143.  The  arm  or  trailer  /'presses  lightly  upon  the  sur- 
face, and  moves  continuously  around  the  circle,  coming 
successively  in  contact  with  every  segment.  It  moves  in 
the  opposite  direction  to  that  of  the  hands  of  a  watch,  and 
is  electrically  connected  to  the  line  wire  L.  In  every  rota- 
tion it  makes  84  electrical  contacts,  72  of  which  are  for  tele- 
graphing, while  the  others  are  for  maintaining  synchronism. 

The  function  of  the  trailer  is  to  place  the  line  wire  suc- 
cessively in  connection  with  the  segments  in  the  different 
groups.     The  currents  of  electricity  that  flow  through  the 
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line  wire  are  dependent  on  tlie  operations  performed  on  the 
telegraphic  apparatus,  and  are  broken  up  into  short  rapid 
pulsations  or  impulses  by  the  momentary  cnntacts  made  by 
the  trailer.  The  nnifnrm  ri^tation  of  the  trailer  is  produced 
by  La  Cour's  wheel,  shown  in  Fig.  49. 

144.  Fig.  61  shows  the. La  C<>ur  wlicel  in  connection 
with  Delany's  actuating,  correning,  and  synchronizing 
devices.  The  iron-toothed  wheel  It'  is  placed  before  tlie 
poles  of  the  electromagnet  M,  which  is  magnetized  periodi- 
cally and  regularly  by  currents  frum  the  battery  //sental 
each  vibradon  of  the  reed  £  against  /.  It  propels  with 
great  uniformity  the  toothed  wheel,  to  whose  axle  the 
trailer  is  attached.  Momentum  carries  the  wheel  until 
the  next  tooth  approaches,  when  the  next  impulse  is  given. 
As  the  impulses  are  due  to  the  vibration  of  the  reed,  the 
motion  of  the  wheel  follows  these  vibrations,  which  are 
maintained  by  the  electromagnet  F,  which  is  excited  by  the 
battery  /  every  time  contact  is  made  at  ;. 

145>     Non-inductive  resistances  r  and  r,  are  placed 

as  shunts  around  each  of  the  contacts  y  and  /  to  prevent 
sparking.  A  resistance  of  100  ohms  in  series  with  a  con- 
denser of  ^  microfarad  capacity  may  also  be  used  as  a  shunt 
around  the  magnet  Jf,  instead  of  the  resistance  r,  as  shown 
in  this  figure.  Furthermore,  it  is  sometimes  advantageous 
to  connect  a  condenser  in  a  shunt  circuit  around  the  re- 
lay ^. 

146.  The  end  of  the  iron  reed  £  vibrates  between  the 
extended  pole  pieces  of  the  electromagnet  JV  and,  conse- 
quently, vibrates  in  a  magnetic  field.  This  magnet  is  ex- 
cited by  the  battery  /  whenever  contact  is  broken  at  i, 
and  this  contact  at  i-  is  broken  whenever  the  current  from 
battery  Cf  ceases  to  ilow  in  D.  The  interruption  of  the 
current  from  (/  through  /)  depends  on  the  action  of  the 
relay  R,  which  is  excited  by  currents  sent  from  the  distant 
station  coming  through  the  live  correcting  segments  .5*  of 
the    "distributor"   there,    and  received   through   the  live 
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correcting  segments  C  at  the  home  station.  When  the 
armature  of  the  relav  R  is  attracted,  it  breaks  the  local  cur- 
rent  flowing  through  D  and  opens  a  short  circuit  around  the 
battery  J  at  k.  When  the  magnet  N  is  excited  by  the 
opening  of  the  short  circuit  at  k\  the  magnetic  field  in  which 
the  iron  reed  vibrates  tends  to  retard  the  rate  of  vibration 
by  attraction,  so  that  if  the  reed  vibrates  too  frequently  its 
rate  is  checked.  The  normal  rate  of  vibration  may  be  ad- 
justed by  a  sliding  weight,  or  in  various  other  ways  not 
shown  in  the  figure. 

147.  The  manner  in  which  each  set  of  apparatus  is 
connected  is  shown  by  Fig.  52.  The  segments  of  the  **  dis- 
tributor "  at  each  station  are  indicated,  and  the  trailers  are 
shown  in  contact  with  corresponding  segments  that  direct 
the  current  to  the  No.  1  telegraph  set.  The  relay  R^  by  its 
form,  is  rendered  sluggish,  so  that  the  sharp  rapid  currents 
collected  by  the  trailer  are  practically  made  continuous  in 
their  action  on  the  armature  of  the  relay.  The  currents 
flowing  through  the  line  wire  are  short,  sharp,  rapid  im- 
pulses, or  waves,  of  electricity,  and  to  convert  these  waves 
into  telegraphic  symbols,  such  as  Morse  characters,  some 
such  method  is  needed  to  render  them  practically  continuous 
for  the  duration  of  a  dot  or  a  dash. 

148.  The  relay  has  a  condenser  C  connected  around 
it  and  a  permanent  horseshoe  magnet  O  fixed  below  the 
coils.  The  cores  are  thus  polarized  more  or  less.  The 
result  is  that  the  self-induction  of  the  coils,  assisted  by  the 
charge  and  discharge  of  the  condenser,  retards  the  demag- 
netization of  the  core,  so  that  the  effect  of  the  rapid  suc- 
cession of  short  currents  is  made  continuous  upon  the  arma- 
ture of  the  relay,  and  the  marks  are  made  as  though  they 
were  produced  by  continuous  currents.  Dots  and  dashes 
are  thus  recorded  without  breaks.  The  relay  R  operates 
a  repeating  sounder  or  relay  RS,  which,  in  turn,  operates 
the  sounder  S.  This  arrangement  is  introduced  because  in 
the  ordinary  method  of  completing  the  local  circuit,  the 
contacts  are  not  firm  enough. 
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149*  Line  Grounded  Beti^veen  Eacli  Current 
Impulse. — It  has  been  mentioned  that  each  segment  is 
separated  by  an  earth  contact — a  spoke  of  the  brass  rim. 
This  is  done  to  favor  the  rapid  discharge  of  the  static  charge 
to  earth  between  each  electrical  impulse  or  current.  The 
apparatus  being  ready,  six  pairs  of  operators  are  placed  in 
communication  and  each  pair  has  virtually  a  circuit  to 
itself. 

1 50.  In  Fig.  51  only  the  correcting  **  live  '*  and  **  dead  " 
segments  are  shown.  Of  the  **live"  segments,  those  in 
connection  with  the  battery  are  of  the  usual  dimensions, 
while  those  in  connection  with  the  correcting  relay  and 
the  reed  apparatus  are  broad.  This  is  to  admit  of  correc- 
tions being  made  before  the  working  segments  are  effected. 
Want  of  synchronism  is  thus  prevented.  When  the  trailer 
at  station  A  is  on  the  narrow  live  segment  B^  the  trailer  at 
station  B  is  on  or  near  the  broad  live  segment  C\  If  the 
wheels  are  in  perfect  synchronism,  the  trailer  at  station  B  is 
on  the  dead  segment  W  when  the  trailer  at  station  A  is  on 
the  sending  live  segment  B^  and  vice  versa,  hence  no  current 
flows.  But  when  the  wheel  at  station  B  is  in  the  least  de- 
gree in  advance  of  that  at  station  A,  then  the  trailer  at 
station  B  is  on  the  receiving  live  segments  C\  while  the 
trailer  at  station  A  is  on  the  sending  live  segments  B\ 
Hence  current  flows  and  excites  the  relay /Z';  the  electro- 
magnet D'  releases  its  armature,  thus  opening  the  shunt 
around  N'  \  hence  N'  is  magnetized  and  the  vibration  of 
the  reed  E'  is  retarded.  Perfect  synchronism  is  again  ob- 
tained and  the  correcting  current  ceases  to  flow.  Six  cor- 
recting currents  can  be  sent  at  each  revolution,  three  in 
one  direction  and  three  in  the  other.  Thus  a  deviation  of  a 
thousandth  of  an  inch  can  be  speedily  rectified. 

151.  The  method  of  Mr.  Delany  is  perfectly  automatic 
in  its  action,  practical  and  successful.  The  **  distributor  " 
rotates  nearly  3  times  in  1  second,  hence  252  contacts  are 
made  each  second  in  hexode  working.  The  distance  to 
which  the  system  can  be  worked  hexode  is  limited;   for, 
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owing  to  the  retarding  effect  of  static  induction,  the  number 
of  currents  tliat  can  be  sent  per  second  is  limited  by  the 
static  capacity  of  the  line.  Now  as  the  static  capacity  of 
the  line  has  the  effect  of  retarding  the  speed  of  a  signal,  it 
follows  that  the  limit  of  working  is  dependent  on  the  mag- 
nitude of  the  static  capacity,  for  if  the  signahng  current  be 
late,  it  will  enter  the  wrong  segments,  and  confusion  of 
signals  will  result. 

The  retarding  effect  of  static  capacity  can  be  met  by 
making  each  group  of  a  greater  number  of  segments,  or 
by  making  the  segments  of  greater  breadth;  but  this  has 
the  effect  of  reducing  the  number  of  ways  of  working. 
Either  plan  will  reduce  the  hexode  to  tetrode  or  triode 
working. 

152.  Worklntc  In  One  Direction  Only.— So  far,  it 
should  be  understood,  the  system  has  been  described  as  one 
for  working  in  either  direction  (not  simultaneously  as  in 
duplex,  but  alternately),  as  in  ordinary  simplex  working.  If, 
however,  it  is  used  for  working  in  one  direction  only,  distance 
has  not  the  same  effect  upon  it.  If  the  static  capacity  so 
reduces  the  speed  of  the  signaling  current  that,  while  it 
leaves  segments  /  at  station  A,  it  enters  segments  3  at 
station  B,  then  it  is  possible  to  still  work  five  ways  in  one 
direction,  for  every  segment  at  one  end  will  be  advanced 
one  segment,  or  the  distance  of  one  segment.  For  this 
mode  of  working  two  wires  are  necessary,  one  for  sending 
and  the  other  for  receiving;  but  it  has  this  advantage,  that 
two  wires  can  be  converted  into  ten  circuits.  Segment  fi  is 
rendered  useless  in  consequence  of  the  current  arriving  at 
station  B  when  the  trailer  is  on  the  correcting  segments. 

Working  hexode  in  either  direction  is  feasible  between 
London  and  Brighton,  but.  tetrode  is  the  limit  to  Bristol 
and  Manchester.  In  one  direction,  however,  to  Bristol  and 
Manchester  even  six  circuits  have  been  operated,  so  that 
with  two  wires  13  circuits  might  be  worked,  0  in  each 
direction.  It  is  more  difficult  to  adjust  the  system  for  work- 
ing in  both  directions  than  for  one  direction  only. 
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153.  Advantages  of  This  System.  —  The  Delany 
system,  somewhat  modified  and  improved,  is  now  being 
successfully  used  in  England.  Its  great  advantage  over 
other  systems  is  that  it  does  not  disturb  the  general  mode 
of  working.  The  sounder,  relay,  and  key  system  is  retained. 
All  initial  delay  due  to  punching,  as  in  automatic  systems, 
is  avoided.  The  skill  of  able  operators  is  fully  utilized  and 
each  operator  has  practically  an  independent  circuit.  When 
there  is  a  rush  of  traffic  in  one  direction,  the  system  can  be 
worked  all  in  one  direction,  and  not  only  half  of  it  as  in  the 
quadruplex. 
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(PART  6.) 


CHEMICAL  TELEGRAPH  SYSTEMS. 

154.  Higher  speed  than  the  Wheatstone  system  will 
give  at  the  receiving  end  of  a  line  may  be  obtained  by 
electrolysis.  It  is  at  least  10  times  quicker  than  the  fastest 
electromagnet  that  is  found  in  the  latest  Wheatstone  re- 
ceiver. Receiving  instruments  all  require  a  certain  amount 
of  energy  to  operate  them,  and,  in  addition,  most  of  them 
have  inertia  in  the  moving  parts.  The  Wheatstone  receiver, 
which  has  come  into  successful  operation,  may  be  taken  as 
representative  of  a  type  of  receiver  possessing  inertia  in 
the  moving  parts.  As  a  type  of  instrument  having  no 
inertia  in  the  recording  mechanism  may  be  mentioned  the 
various  forms  of  chemical  receivers  acting  by  electrolysis. 

155.  A  simple  method  of  obtaining  records  of  trans- 
mitted currents  is  to  place  chemically  prepared  tape  upon 
a  smooth  metal  surface,  which  serves  as  one  electrode,  and 
to  draw  over  it  a  steel  needle  that  acts  as  the  other  electrode. 
If  a  direct  current  is  used,  no  record  appears  when  the  cur- 
rent is  in  one  direction,  but  it  does  appear  when  the  current 
is  reversed.  If  two  needle  electrodes  are  placed  side  by  side 
upon  the  tape,  a  record  will  appear  at  one  needle  for  a  direct 
current,  and  at  the  other  for  the  reversed  current. 

With  the  exception  of  the  Wheatstone  transmitter,  which 
is  entirely  too  slow  for  chemical  telegraphy,  all  mechanical 
transmitters  used  or  proposed  have  heretofore  consisted  of 
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a  revolving  wheel  over  which  the  perforated  tape  was  drawn. 
This  wheel  was  connected  to  the  transmitting  battery.  On 
top  of  the  tupe  pressed  a  scraping  finger,  which  was  con- 
nected to  the  line.  When  a  hole  in  the  paper  came  between 
the  line  and  the  wheel,  an  impulse  was  transmitted.  Con- 
tacts made  in  this  way  were  rather  imperfect,  and  frequently 
mi^ed  altogether,  on  account  of  the  collection  of  dirt  and 
dtist  on  the  face  of  the  wbeel' , 

150.  TalUnE' — Suppose  that  the  electromotiTe  tmix 
has  acted  long  enough  for  the  current  at  the  receiver  to 
reach  its  steady  value,  aod  then  that  the  circuit  ia  suddenly 
broken  at  the  transmitter.  Some  time  will  elapse  before 
the  current  in  the  receiver  is  reduced  to  zero.  Thetnanner 
in  which  the  break'  is  made  must  be  consideted.  A  sbnr 
break  when  there  is  an  arc,  or  a  spark,  is  different  from  a 
rapid  one.  The  whole  line  has  been  charged  to  the  Ibnit  d 
the  electromotive  force  used  and  must  become  sufficiently 
discharged  before  the  next  wave  can  .  be  received.  TiM 
produces  the  effect  commonly  knowb  as  talllBc,  which 
means  that  a  signal  becomes  so  drawn  out  at  the  receiver 
that  it  interferes  with  the  following  signal. 

Mr.  Delany  uses  impulses  of  equal  duration  and  indicates 
the  directions  of  these  impulses,  whether  positive  or  nega- 
tive, by  a  chemical  receiver.  If  impulses,  or  waves,  of  equal 
duration  are  used,  evidently  more  of  them  may  be  received 
in  a  given  time  than  of  any  other  combination  of  waves— 
for  the  shortest  wave  that  will  operate  the  receiver  may  be 
used.     With  this  plan  the  effect  of  tailing  is  reduced. 

157.     Reversed  Currents  of  Equal  Duration. — A 

system  using  current  waves  of  different  duration,  as  sent 
out  by  a  Wheatstone  transmitter,  is  not  as  simple  as  one 
that  uses  current  waves  of  equal  duration,  because  in  very 
high-speed  systems  a  long  line  receives  a  larger  charge  when 
the  current  flows  longer  in  one  direction  than  in  the  reverse 
direction.  Hence,  a  shorter  current  following  a  longer 
current  in  the  reverse  direction  leaves  the  line  partially 
charged.     Consequently  a  signal  will  depend  on  the  length 
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of  preceding  signals.  The  difficulties  become  apparent  only 
when  it  is  attempted  to  send  waves  of  unequal  duration  at 
a  very  rapid  rate,  which  is  desirable  in  machine  telegraphy. 
The  current  requires  time  to  become  established  at  the 
receiving  end  of  the  line  after  the  electromotive  force  is 
introduced  at  the  sending  end.  There  is  evidently  a  prac- 
tical limit  to  the  shortness  of  the  time  that  the  electromotive 
force  must  remain  applied,  which  is  determined  by  the 
smallest  current  that  the  receiver  is  capable  of  recording. 
If  the  potential  between  the  terminals  of  the  receiver  is 
increased,  the  time  required  to  make  a  given  record  is 
correspondingly  reduced. 

158.  Chemical  receivers  possess  many  advantages, 
perhaps  chief  among  them  being  the  fact  that  a  large  part 
of  the  energy  received  is  brought  to  bear  directly  upon 
making  the  record.  Another  feature  is  the  simplicity  of 
the  essential  mechanism  involved,  as  no  intermediate  steps 
are  used  after  the  impulse  is  received  from  the  line  before 
the  record  is  made.  These  qualities  alone  imply  rapidity, 
and  the  chemical  receiver  is  one  of  the  most  rapid  known. 
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159«  Most  of  the  above  obstacles  to  high-speed  tele- 
graphy by  chemical  recording  apparatus  and  automatic 
transmitters  have  been  overcome  by  P.  B.  Delany's  system 
for  machine  telegraphy.  The  three  principal  features  of 
machine  telegraphy  are  the  perforator,  transmitter,  and 
receiver.  The  following  description  of  this  system  has 
been  taken  from  a  paper  that  Mr.  Delany  presented  to  the 
Franklin  Institute  in  1895. 


THB  PERFORATOR. 

160.     The  perforating  machine,  as  shown  in  Fig.  53  (a*), 
comprises  three  keys — one  dot,   one  dash,  and  one  space 
key ;  two  electromagnets  C  and  B^  for  forcing  the  punches 
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r  the  tape;  and  a   step-by-step   lape-feeding   device 

t,  u     ontrolled  by  an  electromagnet  A. 
i'\        aeration  is  as  follows:  The  ribbon  is  pcrforaled  in 
two  ..      i,  the  holes  in  the  top  line  representing  dots;  those 
pJnLlhe  lower  line,  dashes.     The  letters  are  made  of  combi- 
)iis    of    dots    and    dashes,  preferably    according  to   the 
inlal   code.      The   lower  contacts  of   the  three  keys 
-^nnected  to  one  pole  of  the  battery  LB.     The  dot-key 
ic       is  connected  to  the  punch  magnet  C,  the  dash  lever 
to  punch  magnet  B,  and  the  space  lever  to  space  magnet /I. 


Obviously,  but  one  key  is  pressed  down  at  a  time.  The 
spacing  magnet  is  in  series  with  the  dot  and  the  dash 
magnets.  To  punch  the  letter  A,  the  dot  key  is  pressed 
down,  magnet  C  forces  its  punch  through  the  paper,  and.al 
the  same  time,  the  lever  of  the  space  magnet  is  drawn  doffn- 
wards,  and  pawl  m  takes  a  new  tooth  in  the  ratchet  whcti 
on  shaft  «.  When  the  key  is  released  and  the  circuit  broken, 
the  punch  is  raised  out  of  the  die  and  the  strip  is  drawn 
forwards  a  definite  length  by  the  saw-tooth  wheel  o  and 
pressure  wheel  /.     Then  the  dash  key  is  operated  in  the 
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same  way,  after  which  the  space  key  is  touched,  which  pro- 
vides a  space  between  the  letter  punched  and  the  one  that 
is  to  follow.  Thus,  the  space  key  is  pressed  down  once  after 
each  letter,  and  three  times  after  each  word. 

Perforating  is  no  more  laborious  than  working  an  ordi- 
nary Morse  key,  and  the  speed,  with  a  little  practice,  will 
be  fully  up  to  the  average  of  Morse  transmission. 

A  side  view  of  the  punch  magnets,  their  levers,  and 
punches  is  shown  in  Fig.  53  (7). 


THE    TRANSMITTER. 

161.  The  transmitter,  as  shown  in  Fig.  54,  consists 
of  a  paper-pulling  device,  represented  by  roller  7?,  and  the 
two  pairs  of  wire  brushes  pressing  toward  each  other  above 
and  below  the  tape.  The  top  brushes  are  electrically  one, 
and  are  connected  to  the  line.  The  two  bottom  brushes 
are  insulated  from  each  other,  one  being  connected  to  the 
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positive,  the  other  to  the  negative  pole  of  the  main  trans- 
mitting battery  M  />.  This  battery  is  connected  to  earth 
at  its  middle. 

The  paper  tape  usually  separates  the  brushes.  However, 
when  a  hole  in  the  top  line  is  drawn  between  the  brushes,  a 
positive  impulse,  representing  a  dot,  is  sent  into  the  line, 


TELEGRAPHY. 

and  when  a  hole  in  the  lower  line  is  drawn  between  the 
other  brushes,  a  negative  current,  representing  a  dash,  is 
sent  into  the  line.  In  this  manner  all  the  dots  and  dashes 
on  the  tape  are  transmitted. 

162.  The  brushes  are  made  up  of  six  wires  each,  so 
that  six  contact  points  come  together  at  each  perfora- 
tion, rendering  failure  impossible  and  insuring  perfect 
uniformity  in  the  quality  of  the  impulses.  The  ends  of  the 
brushes  are  kept  bright  and  clean  by  the  edges  of  the  holes, 
and  a  pressure  may  be  put  upon  them  that  will  insure  elec- 
trical contact  with  the  tape  moving  30  feet  per  second,  or 
at  the  rate  of  8,000  words  per  minute,  or  over2,fiOO  impulses 
per  second. 

In  this  form  of  transmitter,  there  are  no  movable  or 
adjustable  parts,  no  circuit  wheels  to  get  dirty,  no  loose  or 
lubricated  contacts.  An  electric  motor  is  used  to  pull  the 
perforated  tape. 

163.  It  will  be  seen  that  as  no- dashes  are  sent,  but 
only  dots,  some  of  which,  owing  to  their  position  on  the  tape, 
represent  dashes,  the  impulses  arc  of  uniform  duration,  and 
the  line  is  not  moreheavily  charged  at  onetime  than  another; 
and  consequently  the  discharge  is  also  uniform,  and  the 
signals  on  the  receiving  tape  are  correspondingly  regular. 


THG  CHEMICAL  RECEIVER. 

164.  The  receiver  is  shown  in  Fig.  55.  It  comprises 
a  wheel  over  which  the  chemically  moistened  tape  is  drawn 
under  three  thin  iron  wires  that  press  lightly  upon  its  top. 
The  two  outside  wires  are  electrically  one,  and  are  con- 
nected to  earth  E.  The  middle  wire  is  insulated  from  the 
others  and  is  connected  to  the  line. 

When  the  brushes  of  the  transmitter  drop  into  a  hole  In 
the  dot  line,  a  positive  current  is  sent,  and  a  dot  is  marked 
in  the  track  of  the  middle  wire  of  the  receiver.  When  the 
transmitter  brushes  drop  into  a  hole  in  the  lower,  or  dash, 
line  of  perforations,  a  negative  current  is  sent,  and  a  dot  is 
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marked  in  duplicate  on  the  receiving  tape,  one  in  the  track 
of  each  of  the  outside  wires.  This  impulse  is  but  a  dot  in 
duration;  but  as  it  is  meant  to  represent  a  dash,  it  must 
have  something  to  distinguish  it  from  the  dot  signal;  there- 
fore, the  current  is  forked  or  divided  on  the  receiving  tape,  so 
that  all  dashes  are  in  the  form  of  double  parallel  dots,  while 
the  dots  proper  are  single,  and  occupy  the  center  line  on  the 
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tape.  It  will  be  understood  that  the  chemically  moistened 
tape  forms  the  circuit  between  the  center  wire  and  the  outer 
wires  of  the  receiver,  or  between  the  line  and  earth;  and 
that  all  positive  currents  come  over  the  line  and  mark  in 
the  track  of  the  middle  wire,  while  negative  currents  come 
from  the  earth  and  mark  in  the  track  of.  the  two  outside 
wires,  forming  double  dots,  which  are  recognized  as  dashes.^ 

165*  In  this  way,  no  matter  how  bad  the  **  tailing*' 
may  be,  it  is  impossible  to  mistake  a  dot  for  a  dash,  or  to 
connect  them  together  erroneously;  neither  is  it  necessary 
to  have  definition  between  successive  dots  or  dashes.  The 
length  of  the  composite,  single  or  double  mark,  determines 
at  once  the  number  of  distinctive  marks  intended. 

In  this  system  of  perfectly  straight  marks  in  distinctly 
different  lines,  translation  is  much  easier  than  in  submarine- 
cable  signaling  where  a  change  in  the  direction  and  ampli- 
tude of  a  very  irregular  curve  distinguishes  dots  from 
dashes. 

166.  The  specimens  of  record  ^  and  B  seen  in  Fig.  56 
illustrate  this  most  important  feature.  B  shows  the  word 
**  telegraphy  "  with  clearly  defined  individuality  of  each  dot 
and  dash.     A  shows  the  same  word  without  any  definition 
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ut,  notwithstanding,  the  word  to  a  practiced  eye 
,         liii  in  this  form  as  the  other.     It  is  safe  to  say 
witu      few  weeks'  practice,  the  transcriber  would  not 
for        nition  in  signals. 


Jt  will  be  clear,  then,  that  a  length  of  line  or  rate  of 
peed  that  would  render  signals  by  the  ordinary  dot-aiid- 
aash  method  utterly  illegible  would  be  [lerfectty  practicable 
with  this  method. 

167.     specimen      Transmlttlan;     and     Receivlns 

Tape. — Tn  Fig.  57  is  shown  a  portion  of  a  message  as  it  was 
actually  punched  in  the  tape  for  the  transmitter,  and  the 
same  message  as  actually  recorded  by  the  receiving  instru- 
ment on  the  chemically  prepared  tape.  These  are  repro- 
ductions of  the  sending  and  receiving  tapes  of  a  portion  of 
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a  message  actually  transmitted  at  the  rate  of  2,000  words 
per  minute.  The  Continental  code  was  used.  The  relative 
lengths  and  appearance  of  the  two  tapes  have  been  repro- 
duced as  accurately  as  possible. 

168.  Speed  of  Transmission. — A  perforator  will 
prepare  messages  as  fast  as  a  Morse  operator  will  transmit 
by  hand.  The  machine  transmitter  will  send,  between 
New  York  and  Philadelphia,  over  a  common  iron  wire,  at 
least  1,000  words  a  minute,  or  as  much  as  can  be  sent  over 
fiO  wires  by  hand,  simplex.     If  quadruplex  is  used,  15  wires 


g  7  TELEGRAPHY.  9 

will  be  required  to  compete  with  this  machine  system  on 
one  wire.  With  a  copper  wire  of  500  pounds  to  the  mile, 
the  machine  system  will  carry  2,000  words  per  minute,  or  as 
much  as  can  be  carried  by  30  wires  worked  quadruplex. 

1 69.  Trial  Results. — On  October  13,  1895,  a  trial  was 
made  over  a  wire  from  Philadelphia  to  Harrisburg  and  re- 
turn, 21G  miles,  principally  of  No.  11  copper  wire,  130  pounds 
per  mile,  and  about  25  miles  of  ordinary  iron  wire.  The 
speed  reached  was  940  words  per  minute,  perfect  record. 
The  weather  on  that  occasion  was  very  stormy  and  the 
leakage  of  current  very  great.  So  far  as  resistance  is  con- 
cerned, this  circuit  was  about  twice  as  long  as  a  line  of 
850  pounds  per  mile  of  copper  would  be  from  New  York  to 
Chicago,  but  the  electrostatic  capacity  was  very  much  less. 
The  electromotive  force  used  was  120  volts,  or  about  one- 
half  the  pressure  used  for  quadruplex  (Morse)  working. 

1 70.  Solutions  for  Ctiemlcal  Receiving  Tape. — 

The  solution  for  saturating  the  paper  tapes  used  in  chemical 
telegraph  receivers  should  be  one  that  is  easily  decomposed; 
it  should  contain  some  so-called  deliquescent  chemical,  that 
is,  a  chemical  that  does  not  dry  out,,  but  rather  absorbs 
moisture  from  the  air;  the  record  made  should  be  perma- 
nent ;  and  the  resistance  of  the  moistened  paper  should  not  be 
too  high.  The  fiesistance  may  be  reduced  by  putting  a  little 
sulphuric  acid  in  the  solution;  not  enough,  however,  to  act 
upon  and  corrode  the  marking  styles.  A  good  chemically 
sensitized  paper  will  have  a  resistance  of  about  275  ohms 
between  the  marking  style  and  the  metal  roller  beneath  it. 

171.  A  chemical  solution  may  be  made  as  follows:  , 

1  part  of  potassium  ferricyanide; 
30  parts  nitrate  of  ammonium; 

2  parts  of  water. 

The  following  solutions  for  chemically  sensitizing  the 
paper  tape  for  use  in  chemical  telegraph  receivers  are  given 
by  Mr.  G.  B.  Prescott  in  **  Electricity  and  the  Electric 
Telegraph": 


^^^ 
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Urate    of    ammonia 

,    4   pounds 

fern- 

cyaaide;  o£  potaasium,  1  ounce;  gum  tragscaatli,  4  a 
glycerine,  i  ounces;  water,  1  gallon. 

Solution  No.  B,  nitrate  of  ammonium,  2  pounds;  chloride 
of  ammonium,  3  pounds;  ferricyanide  of  potassium,  lonace; 
water,  1  gallon. 

Sohttion  No.  S,  iodide  of  potassium,  ^  pound;  bromide  of 
potassium,  3  pounds;  dextrine  or  starch,  X  ounce;,  water, 
distilled,  1  gallon. 

"  Of  the  above  solutions,  No.  1  may  be  considered  best 
for  steady  work  on  short  circuits,  and  being  also  of  com- 
paratively high  resistance,  it  is  least  affected  by  leakage 
from  other  lines.  No.  3  is  much  more  sensitive  and  can 
be  made  to  record  with  the  faintest  trace  of  current;  it  is 
therefore  well  adapted  for  long  circuits.  No.  3  is  highly 
sensitive  and  capable  of  the  most  perfect  and  beaotifal 
work  at  an  extremely  high  rate  of  speed." 


CREHORB  AND  SQUIRR  SINE-WAVE  SYSTEM. 
172.     Let  the  sine  curve,  Fig.  58  («),   represent  a  regu- 
lar succession  of  simple  alternating-current  waves  given  to 


the  line  by  an  alternating-current  generator.     If  the  cur- 
rent passes  through  a  key  that  may  be  opened  or  closed  at 
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pleasure,  then,  provided  the  key  previously  closed  is  opened 
at  a  time  corresponding  to  the  point/  of  the  wave  upon  the 
horizontal  axis,  the  current  that  was  zero  at  the  instant 
the  key  was  opened  will  remain  zero  in  circuits  that  have 
resistance  and  inductance  alone;  again,  if  the  key  could  be 
closed  exactly  at  a  time  corresponding  to  the  point  q  on 
the  curve,  also  upon  the  axis,  the  current  would  resume 
its  ifiow  undisturbed  according  to  the  sine  curve.  The  true 
current  obtained  by  opening  the  key  at/  and  closing  it  at  q 
is  shown  in  Fig.  58  (b)^  where  the  current  remains  at  zero 
between  these  two  points. 

If  the  key  had  been  closed  at  any  other  point  than  q^  as 
at  r,  the  current  would  not  have  resumed  its  flow  according 
to  the  simple  sine  wave,  but  would  give  a  succession  of 
waves  alternately  smaller  and  larger  than  the  normal  sine 
wave  for  a  very  few  alternations,  after  which  it  would  i)racti- 
cally  coincide  with  the  sine  wave.  Furthermore,  if  the 
key  is  opened  at  some  other  point  than  /,  when,  therefore, 
the  current  is  not  zero,  a  spark  may  be  observed  at  the 
break,  and  it  requires  time  for  the  current  to  fall  to  zero. 

Note. — This  description  of  the  sine- wave  system  is  taken  from  a 
paper  presented  by  Messrs.  Crehore  and  Squier  to  the  American  Insti- 
tute ojt  Electrical  Engineers. 

No  spark  is  made  in  a  transmitter  adjusted  to  break  the 
circuit  at  the  exact  times  when  the  current  is  naturally 
zero.  This  makes  it  possible,  if  it  is  found  desirable,  to  use 
comparatively  large  electromotive  forces  and  currents  on 
the  line,  for  no  matter  what  the  maximum  value  of  the  cur- 
rent, it  is  made  and  broken  by  this  plan  with  no  sparking. 
It  is  also  possible  to  use  waves  of  high  frequency  upon  the 
line,  the  upper  limit  obtainable  from  an  ordinary  alternator 
being  probably  much  higher  than  can  be  utilized  for  tele- 
graphic purposes. 

1 73.  If  a  receiver  were  used  that  could  reproduce  an 
exact  trace  of  the  actual  waves  sent  over  the  line,  the  curve 
traced  would  resemble  that  represented  by  the  heavy  curve 
in  Fig.  59.     The  sine  wave  continues  uninterrupted  to  the 


hen  the  key  is  opened  and  held  open    for  one 

le       wave   length  pq,  when  il  is  again  closed  for  a 

lei      h  q  r,  then  opened  for  one-half  a  wave  length  r  s, 

tiosed         a  wave  length  s  t,  opened  for  a  wave  length  t  ti, 

"losed    i_.    half  a  wave  length  «  7',  opened   for  half   a  wave 

ength  V  IV,  and  finally  closed.      By  this  plan   it   is    possible 

ip  the  ordinary  Continental  telegraph  code,  a  dash  being 

.  ted   when    two   successive  waves,   a    positive    and  a 

negative  one,  are  omitted  by  keeping  the   key  open,  and  a 

dot  when  a  single  half  wave  is  omitted.     The  space  between 


o.-n^'xo..../'i'uii'5^/Tru 


parts  of  letters,  as  between  the  dot  and  dash  of  the  letter  «, 
is  indicated  by  the  presence  of  one-half  a  wave  length,  and 
the  space  between  letters,  as  between  /  and  c  in  the  word 
"ten,"  by  the  presence  of  two  half-waves,  while  the  space 
between  words  may  be  represented  by  the  presence  of  three 
half-waves,  and  between  sentences  of  four  half-waves,  or 
more.  The  above  is  a  single  example,  of  which  there  are 
many,  of  a  method  of  using  alternating-current  waves  and 
shows  how  these  signals  may  be  interpreted  by  a  fixed  code. 

174.  A  consideration  of  the  time  required  to  send  the 
word  "  ten  "  by  the  above  plan  shows  that  it  corresponds  to 
the  time  of  eleven  half-waves  of  current.  If  we  suppose 
that  the  frequency  is  an  ordinary  one  used  in  alternating- 
current  work,  viz.,  140  complete  waves  per  second,  the  time 
required  to  send  the  word  "ten  "  is  .0304  of  a  second,  or, by 
allowing  three  additional  half-waves  for  the  space  between 
the  words,  the  word  "ten"  would  be  sent  just  1,200  times 
in  1  minute.  There  is  no  difficulty  in  using  over  some  lines 
a  frequency  as  high  as  500  or  even  GOO  periods  per  second. 
This  would  correspond  to  sending  the  word  "ten  "  4,800  and 
6,143  times  per  minute,   respectively.     This  limit  in  each 
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instance  is  only  determined  by  the  particular  line  used.  (It 
is  doubtful  if  these  very  high  speeds  could  be  obtained  in 
practice  even  on  short  lines.) 

175.  It  will  be  sufficient  to  show  how  any  single  half- 
wave  may  be  omitted;  for  obviously  any  word  or  sentence 
may  be  formed  by  a  repetition  of  this  operation.  Imagine 
one  metallic  brush  bearing  upon  the  smooth  circumference 
of  a  metallic  wheel  and  another  metallic  brush  bearing  upon 
the  axle.  One  brush  is  connected  through  the  armature  of 
an  alterhating-current  dynamo  to  the  ground,  and  the  other 
brush  is  connected  to  a  line  wire.  The  wheel  and  axle  upon 
which  the  brushes  bear  are  geared  to  the  axle  of  an  alterna- 
ting-current dynamo  and  hence  revolve  in  synchronism  with 
it.  If  the  periphery  of  the  wheel  is  divided,  for  example, 
into  40  equal  parts,  and  it  is  geared  to  run  at  one-fourth 
the  speed  of  an  armature  that  revolves  in  a  field  having 
10  poles,  each  division  thereof  corresponds  to  one  semi- 
cycle  of  the  electromotive  force  produced  by  the  generator. 
If  both  brushes  remain  continually  in  contact  with  the 
wheel  and  axle,  the  current  transmitted  will  have  the  regu- 
lar sine  form  represented  in  Fig.  58  (a);  and  for  each 
revolution  of  the  wheel  there  will  be  40  half-waves,  or  20 
complete  waves,  transmitted.  If  one-fortieth  of  the  circum- 
ference of  the  wheel  is  covered  by  paper  or  other  insulating 
material,  and  the  brush  bearing  on  the  circumference  of  the 
wheel  is  adjusted  to  ride  on  to  and  off  this  insulation  just 
as  the  current  is  changing  from  one  semicyde  to  the  next, 
that  is,  changing  its  sign,  while  the  other  brush  is  in  con- 
tinuous engagement  with  the  axle,  the  semicycle  represented 
by  the  section  covered  will  be  suppressed,  and  without  any 
sparking,  even  if  the  potential  used  is  high.  In  practice, 
the  brush  bearing  upon  the  circumference  of  the  wheel  is 
easily  adjusted  to  this  point  by  moving  it  slightly  back- 
wards or  forwards  around  the  circumference  of  the  wheel 
until  the  sparking  ceases ;  this  adjustment  having  been  once 
made,  the  brush  is  fixed  in  position.  In  each  succeeding 
revolution  of  the  wheel,  this  cycle  of  operation  is  exactly 
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repeated,  and  the  current  sent  over  the  line  will  resctnWe 
that 'shown  in  Fig.  58  (<*),  having  every  fortieth  semic^de 
omitted.  It  is  only  necessary  to  cover  other  similar  sections 
of  the  circumference  of  the  wheel  in  a  predetermined  order 
according  to  a  code,  or  to  draw  a  properly  punched  tape 
over  the  wheel  without  allowing  it  to  slip,  in  order  to  trauk 
mil  intelligence  over  the  line. 

It  is  seen  that  by  this  method  of  operating  upon  the  alter- 
nating current,  there  is  complete  control  of  the  individual 
half-waves  of  the  current,  which  may  be  changing  direction 
thousands  of  times  in  a  second,  far  beyond  the  range  of 
possible  control  by  hand. 

176.  It  has  been  shown  by  Crehore  and  Squier  thai 
theoretically  two  messages  may  be  sent  simultaneously  by 
this  method  in  the  same  direction  or  one  in  each  direction 
over  tlie  same  line.  If  by  means  of  the  sine-wave  trans- 
mitter and  light-polarizing  receiver,  which  will  be  referred 
to.  later,  3,000  words  can  be  .sent  in  one  direction  over  one 
line,  then  theoretically  by  duplexing  the  line  6,000  words 
may  be  sent  per  minute. 


SINE-WAVB   TRANSMITTER. 

177.  Messrs.  Crehore  and  Squier  have  perfected  a 
practical  telegraph  transmitter  using  an  alternating  sine- 
wave  current,  which  is  suitable  for  cable  and  land  lines. 
It  w,']I  operate  their  chemical  receiver,  the  Wheatstone 
receiver,  or  a  siphon  recorder.  The  transmitting  tape, 
however,  is  punched  somewhat  differently  in  each  case. 
The  following  description  is  an  abstract  of  a  paper  pre- 
sented by  them  to  the  American  Institute  of  Electrical 
Engineers  in  May,  1900. 

178.  In  the  present  method  of  operating  long  cables,  a 
dot  is  transmitted  by  a  positive  current  obtained  by  con- 
necting one  pole  of  the  battery  to  the  cable  and  the  other  to 
the  earth,  and  a  dash  by   a  negative  current  obtained  by 
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connecting  the  opposite  pole  to  the  cable;  the  time  required 
for  a  (lot  and  dash  is  the  same. 

Several  letters  of  the  alphabet  require  two  or  more  con- 
secutive signals  in  the  same  direction,  and  in  order  to  sep- 
arate these  successive  signals  at  the  receiver,  it  is  usual  to 
connect  the  cable  to  the  earth  during  the  latter  portion  of 
each  individual  signal.  The  electromotive  force  used  in 
transmitting  the  letters  A,  B,  and  C  is  shown  in  Fig.  60  (<?), 
where  it  is  seen  that  the  cable  is  connected  directly  to  the 


v.fcfc^ 


Fig.  go. 

earth  during  one-fourth  of  each  signj4.  This  represents  the 
form  of  electromotive  force  as  furnished  by  the  battery  and 
transmitter;  if  no  condensers  were  used,  it  would  be  the 
form  of  wave  applied  to  the  cable.  But  it  is  customary  to 
use  condensers  at  each  end  of  the  cable  whether  working  sim- 
plex or  duplex,  and  these  condensers  greatly  modify  the 
shape  of  the  electromotive  force  that  is  applied  to  the  cable 
itself. 


179.  It  is  important  that  a  sine-wave  transi^.itter 
should  be  used^that  will  transmit  to  the  cable  the  same  com- 
binations of  impulses  as  those  at  present  used  in  cable  sig- 
naling, so  that  as  far  as  the  receiving  station  is  concerned, 
no  change  whatever  will  be  required,  either  in  instruments 
or  technical  staff.  In  the  sine-wave  system,  instead  qi  the 
square-topped  form  of  the  electromotive  force  used  for  each 
individual  signal  at  the  transmitting  end  of  the  cable,  as 
shown  in  Fig.  60  (^z),  each  signal  consists  of  a  single  sinus, 
or  semiwave,  of  an  alternating  current,  as  represented  in 
Fig.  60  {b). 
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The  required  combination  of  signals  is  produced 

i  of  an  alternating-current  dynanit).      A  diagram  o(   I 

(lator  and  cable  transmitter  is  shown  in  Fig.  61,     The    , 

:  rotates  continuously,  and  a  wheel  W,  geared  to  the 

luF  shaft,  feeds  the  paper  tape  T  in  synchronism  with 
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the  electromotive  force  generated,  so  that  one  semiwave  of 
electromotive  force  is  generated  during  the  time  that  the 
tape  is  advancing  a  distance  equal  to  the  distance  between 
the  centers  of  two  consecutive  feed-holes.  The  transmit- 
ting tape  is  similar  to  the  ordinary  tape,  having  a  row  o( 
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perforations  on  one  side  of  the  feed-holes  to  transmit  dots, 
and  on  the  other  side  for  dashes.  Brushes  are  used  for 
making  contact  through  these  perforations,  and  by  making 
the  holes  a  proper  size,  the  duration  of  contact  can  be  made 
equal  to  the  whole  or  any  portion  of  the  semicycle  desired. 
The  two  brushes  for  transmitting  the  signals  are  on  the 
same  line  transversely  across  the  tape,  and  each  brush  Psind  Q 
is  connected  to  one  terminal  of  the  armature  winding 
through  the  brushes  c  and  d  and  a  divided  ring  Ay  which 
causes  pulsations  of  the  electromotive  force  supplied  to 
each  transmitter  brush  P  or  Q  to  consist  of  successive 
semisinuses  in  the  same  direction.  A  continuous  ring  B  is 
also  supplied,  which  connects  the  middle  of  the  armature 
winding  by  means  of  the  brush  e  to  the  line.  The  contact 
roller  5,  upon  which  the  three  brushes  /',  Q,  and  R  bear,  is 
connected  to  the  earth  or  to  a  return  wire.  Thus  it  appears 
that  whenever  contact  is  established  on  the  dot  side  of  the 
tape  between  Pand  5,  a  positive  sinus  is  transmitted  to  the 
line;  contact  between  the  brush  Q  and  the  roller  S  on  the 
dash  side  sends  a  negative  sinus. 

181.  Perforated  Tape.  —  Earth  connection  is  pro- 
vided between  letters  and  words  by  adding  to  the  tape 
another  row  of  holes  and  supplying  a  third  brush  /?,  which 
connects  the  line  directly  to  earth  whenever  a  perforation 
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Fig.  (&.— Sample  of  transmitting  tafCy  sho7ving  letters  A^  B^  C,  Z>,  E^  and  F.  (1)  is 
the  dot  row.  (2)  is  the  feeding  row.  (3)  is  the  dash  row.  (4)  is  the  space  row  for 
ear  tiling  the  cable  between  letters  and  words. 

occurs  under  this  third  brush.  A  sample  of  the  transmitting 
tape  is  shown  in  Fig.  62,  where  the  letters  A^  B,  and  Care 
represented.  The  three-hole  tape,  or  four-hole  tape  counting 
the  feeding  row,  is  prepared  on  a  perforator  that  differs 
from   the  ordinary  form  only  in  the  arrangement  of  the 
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punches.  The  operator  can  detect  no  difference  between 
its  action  and  that  uf  the  ordinary  Wheatstone  perforator. 

1S2.  Adjustment  of  Bmsties. — Evidently,  to  send 
a  simple  alternating  current  to  line  with  this  transmitter,  It 
is  not  only  necessary  to  perforate  the  tape  properly  for  dots 

and  dashes,  but  the  brushes  must  be  so  placed  that  contact 
through  the  perforations  will  lake  place  at  the  instants  when 
the  current  is  approximately  zero,  otherwise  there  will  be  a 
disturbance  that  will  distort  the  wave  from  its  true  sine 
form.  To  adjust  the  brushes  easily,  they  are  both  mounted 
upon  the  same  carriage,  which  is  adjustable  along  the  tupe 
by  means  of  a  micrometer  screw.  This  adjustment  should 
be  made  by  receiving  a  current  (sent  by  means  of  a  tape 
properly  perforated  to  transmit  the  full  alternating  current) 
on  a  local  siphon  recorder  connected  in  a  circuit  with  the 
cable  to  be  used,  and  not  merely  in  a  local  circuit.  The 
brushes  are  properly  adjusted  when  the  record  is  a  smooth 
sine  wave. 

183.  One  peculiarity  met  in  designing  an  alternating- 
current  dynamo  for  working  long  cables  is  the  low  frequency 
required,  which,  for  an  Atlantic  cable,  is  as  low  as  3  or  4 
per  second,  while  the  ordinary  frequencies  of  alternators  for 
lighting  and  power  circuil:s  vary  from  25  to  150  per  second. 

One  of  the  radical  features  of  the  transmitter  is  the  use 
of  small  steel  brushes  that  make  contact  through  the  per- 
forations in  the  tape  with  a  platinum  cylinder  having  a  cor- 
rugated surface.  In  using  the  alternating  current,  always 
interrupted  at  the  zero  point,  there  is  not  the  same  objection 
to  the  use  of  brushes  due  to  sparking  that  is  the  case  when 
a  direct  current  is  suddenly  broken  at  a  high  voltage.  Any 
system  of  levers,  such  as  is  used  in  the  Wheatstone  automatic 
transmitter,  is  impossible  for  very  high-speed  telegraphy. 

18-1.  A  large  number  of  experiments  with  this  trans- 
mitter were  performed  upon  the  cables  of  the  Commercial 
Cable  Company.  To  make  a  comparison  between  the  auto- 
matic battery  transmitter  of  the  Cuttriss  pattern,  as  used 
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by  the  Commercial  Cable  Company,  and  the  Crehorc-Squier 
sine-wave  transmitter,  observations  were  taken  with  each 
instrument  under  the  same  conditions  of  the  circuit,  the 
recorder  having  the  same  adjustment  in  each  case.  The 
cable  was  used,  as  in  regular  working,  with  the  duplex 
arrangement.  The  battery  used  consisted  of  Fuller  primary 
cells,  and  measured  3G  volts  on  open  circuit. 

185.  Amplitude  of  Siphon  Signals.  —  With  this 
voltage  the  double  amplitude  of  the  excursions  of  the  siphon 
w^ere  about .  1 1  inch  at  a  frequency  of  3,  and  decreased  to  .015 
when  the  frequency  increased  to  5.G  periods  per  second. 
Below  a  frequency  of  about  4.3  waves  per  second,  the  sine- 
wave  transmitter  produced  siphon  records  having  a  smaller 
amplitude,  and  above  4.3  waves  per  second,  a  larger  ampli- 
tude, than  any  other  form  of  transmitter. 

1  86.  Influence  of  Klectromotive  Force  on  Speed 
of  Sis^nalins. — The  speed  of  signaling  or  the  number  of 
letters  per  minute  that  can  be  transmitted  and  received  by 
a  given  set  of  instruments  on  a  submarine  cable  depends  on 
the  magnitude  of  the  electromotive  force  as  well  as  on  the 
shape  of  the  wave.  The  speed  is  not  proportional  to  the 
voltage  by  either  method,  but  the  increment  becomes  less 
and  less  as  the  pressure  is  increased,  until  it  may  be  necessary 
to  double  the  voltage  to  gain  a  few  letters  per  minute. 

187.  Limiting  Electromotive  Force. — There  is  a 
practical  limit  with  any  particular  cable  to  the  voltage, 
which  it  is  not  profitable  to  exceed,  since  the  gain  in  speed 
is  so  slight.  The  limit  of  voltage  that  it  is  profitable  to  use 
is  not  the  same  for  the  sine  wave  as  for  the  battery  method. 
To  obtain  the  best  speed  with  either  system  it  should  be 
worked  at  this  maximum  voltage  point,  which  limit  can 
only  be  determined  by  experiment.  Before  such  a  limit 
is  reached,  however,  there  are  often  other  causes  that  pre- 
vent the  best  voltage  from  being  used.  If  a  fault  develops, 
a  high  potential  at  that  point  might  effect  the  complete 
interruption  of  the  cable.     When   the   fault  is  discovered, 

r.  G,    11.-24 
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it  is  customary  to  reduce  the  voltage  to  prevent  entire 
interruption.  There  is  at  present  such  a  fear  of  using  high 
voltage  on  submarine  cables  that  a  limit  is  set  to  the  pres- 
sure at  which  cables  may  be  operated,  and  this  limit,  for 
most  of  the  cables  of  the  world,  is  little  more  than  50  volts. 
Since  the  voltage  is  limited  upon  a  cable,  it  is  evident 
that  the  system  which  can  furnish  the  higher  speed  at  the 
same  pressure  has  the  advantage,  or  that  system  which  can 
furnish  a  given  working  speed  with  the  lowest  voltage  is 
the  safest  one  to  use. 

188.  With  battery  transmitters,  the  maximum  pressure 
to  which  the  cable  itself  is  subjected  is  approximately  equal 
to  the  battery  voltage,  whether  condensers  are  used  or  not. 
The  difference  is  that  with  condensers  this  pressure  is  mo- 
mentary, while  without  them  it  is  more  continuous.  It 
should  further  be  stated  that  a  sine-wave  electromotive 
force  that  has  an  amplitude  of  1  gives  a  reading  of  only  .707 
on  an  electrostatic  voltmeter.  This  reading  is  known  as 
the  virtual  electromotive  force.  Hence,  a  sine  wave  that 
produces  an  electrostatic  voltmeter  reading  of  35.4:  volts 
between  the  cable  and  earth  is  eciuivalent  to  a  batterv  ^A 
50  volts,  whetlun*  applied  to  the  cable  directly  or  through 
condensers,  htuause  the  two  have  the  same  maximum 
values. 

189.  Gain     in     Speed     at     Same     Voltage. —The 

received  waves  throui^h  a  loncf  submarine  cable  are  a[>pr()xi- 
niatcly  sine  waves,  whether  true  sine  waves  or  merely 
battery  reversals  are  used  at  the  transmitting  end.  With 
I  he  same  niaxiniuni  voltaj^e  at  the  transmitting  end  of  the 
cable,  however,  the  ani|)litu(le  of  the  wave  at  the  receiving 
('w<\  is  greater  when  the  sine  wave  is  used,  which  means  that 
more  energy  is  transmitted  by  the  cable.  This  is  equiva- 
lent lo  altainini;-  hii^her  sj)ee(l,  since  with  the  same  speed 
as  with  the  battei'y  transmitter,  the  amplitude  of  motion 
and  dctiniiion  is  greater;  but  by  tiii^hteninir  the  suspensions 
and  (pii(^kcnini^  the  natural  period  of  the  rec(^rder,  the  same 
(ichnition  and  am[)litu(le  is  obtained  at  a  higher  speed. 
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190.  The  advantajfe  of  this  transmitter  is  therefore 
the  increase  in  speed  that  may  be  obtained  with  its  aid  over 
cables,  and  especially  over  long  lines  where  higher  frequen- 
cies may  be  used  on  account  of  the  smaller  electrostatic 
capacity.  This  increase  in  speed  is  partly  due  to  the  use  of 
a  higher  voltage,  since  with  a  battery  transmitter  like  the 
Wheatstone  or  Cuttriss,  voltages  over  a  certain  value  are 
impossible  owing  to  the  sparking  at  the  contacts,  the  line 
currents  being  interrupted  at  full  strength;  whereas,  the 
sine-wave  transmitter  uses  alternating  currents  that  are 
interrupted  only  at  the  zero  instants,  whatever  electro- 
motive force  is  used.  A  trial  made  between  London  and 
Aberdeen  without  repeaters  showed  that  the  limiting  speed 
was  107  words  per  minute  with  the  ordinary  Wheatstone 
transmitter,  and  105  words  per  minute  with  the  sine-wave 
transmitter,  using  an  electromotive  force  of  only  230  volts. 

191.  In  telegraph  stations  where  a  number  of  sine-wave 
transmitters  are  used  simultaneously,  there  need  be  but  a 
single  alternating-current  dynamo  for  the  whole  station, 
and  a  separate  small  synchronous  alternating-current  motor 
at  each  desk,  the  sole  duty  of  which  is  to  draw  a  paper  tape 
under  contact  brushes  in  step  with  the  impulses  of  the 
generator.  The  single  alternator  not  only 'drives  the  syn- 
chronous motors,  but  also  supplies  the  line  with  alternating 
currents  through  the  contact  brushes.  The  present  tend- 
ency in  telegraphic  engineering  is  to  remove  all  forms  of 
primary  batteries  as  a  source  of  power,  and  the  sine-wave 
alternator  combines  this  advantage  with  the  most  efficient 
form  of  wave  for  signaling. 


CRBHORB  AND  SQUIRK  CHGMICAL  RBCBIVBR. 

192.  According  to  Crehore  and  Squier,  the  use  of  a 
sine-wave  alternating  current  permits  of  greater  potentials 
being  realized  in  a  chemical  receiver  with  less  disturbing 
influence  from  the  line  than  would  be  the  case  if  a  constant 
direct  electromotive  force  was  used.     By  using  a  sine-wave 
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alternating  current  with  a  single  needle  and  a  plate  as 
electrodes,  the  record  sliow^  a  regular  succession  of  distinct 
marks  separated  from  one  another  by  equal  intervals. 
Each  mark  exhibits  an  intensity  varying  approximately 
according  In  the  sine  curve.  Since  by  this  arrangement  the 
current  makes  its  record  in  one  direction  only,  the  result  is 
that  atlernate  semicycles  of  the  current  are  suppressed  And 
alturnate  ones  are  recorded. 

By  receiving  with  two  needles  side  by  side,  all  the  iiliet- 
nations  are  recorded,  those  that  were  suppressed  before  now 
appearing  at  the  second  needle.  The  record  then  appears 
in  two  parallel  lines  of  marks,  marks  appearing  in  one  line 
opposite  spaces  in  the  other.  The  marks  that  appear  in  one 
line  represent  dots,  those  in  the  other  line  dashes.  In  their 
chemical  receiver,  the  record  is  made  in  lines  across  a  page 
instead  of  in  one  continoiis  line,  which  requires  a  long  tape 
that  is  inconvenient  for  some  purposes. 

193.  The  Crehore  and  Squier  inatnim«ttt  nw/-be  med 
as  a  transmitter  or  as  a  receiver,  and  will  traasmit  messages 

from  sheets  upon  which  they  have  been  perforated  in  lines 
transversely  on  the  sheet  and  also  receive  the  messages  in 
lines  transversely  on  a  sheet.  The  messages  will  then  be 
in  letter  form.  Another  object  of  the  invention  was  tocon-  , 
struct  a  receiver  that  would  4^  especially  adapted  to  take 
messages  sent  by  the  alternating  sine-wave  current  trans- 
mitters constructed  by  them.  The  receiver  may  not.  how- 
ever, be  used  only  with  the  latter  transmitters,  since  it  may 
he    readily   adapted    for   use    in    the    place  of   any  chemical 


194.  In  this  receiver  the  styles,  or  contact  points,  are 
made  to  travel  across  the  paper  or  message  sheet,  and  the 
sheet  is  also  made  to  travel  under  them.  The  paper  may 
be  in  the  form  of  sheets  or  in  a  continuous  web.  The  mes- 
sage sheet  may  be  made  to  travel  step  by  step,  being  sta- 
tionary, while  the  styles  are  making  a  trip  across  it  and 
moving  a  line  sp.ice  between  the  trips  of  the  styles,  in  which 
case  the  styles  would  move  straight  across  the  sheet;  or  the 
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sheet'may  have  a  continuous  movement,  in  which  case  the 
styles  may  be  made  to  move  obliquely  across  the  machine, 
their  speed  with  relation  to  that  of  the  sheet  being  so  timed 
that  the  paper  will  have  advanced  a  line  space  between  suc- 
cessive styles  and  the  line  of  characters  will  be  nearly  straight 
across  the  sheet.  This  latter  construction  is  the  one  pre- 
ferred, and,  therefore,  the  one  illustrated. 

This  apparatus  is  shown  in  Fig.  C3.  In  the  frame  of  the 
instrument  is  a  roller  6,  which  is,  in  a  sense,  a  **  platen," 
and  may  be  so  termed.  It  is  formed  of  a  metal  tube  of  tin 
or  nickel,  or  plated  therewith,  and  is  mounted  upon  and 
suitably  insulated  from  the  frame  in  which  the  journals  of 
the  rollers  are  secured.  When  the  platen  is  a  conductor, 
the  apparatus  may  be  used  either  on  an  alternating-current 
circuit  or  on  a  direct-current  circuit.  When  so  used,  the 
platen  may  be  placed  in  circuit  by  a  brush  7.  The  chem- 
ically prepared  or  sensitized  paper  is  made  up  in  a  roll  and 
mounted  in  one  end  of  the  frame,  as  indicated  at  8.  From 
this  roll  the  paper  is  led  over  the  cylinder  ^,  afound  a  suit- 
able guide  roll  9,  and  out  through  feeding  rolls  10  and  ii, 
the  paper  being  shown  at  12  as  it  comes  out  of  the  instru- 
ment. 

195«  In  the  form  of  instrument  here  shown — that  is, 
one  adapted  to  receive  messages  from  an  alternating-current 
transmitter — two  styles,  13  and  i^,  are  secured  to  the  con- 
ducting tapes  16  and  i7,  respectively.  The  conducting 
tapes  are  in  the  form  of  endless  bands  and  mounted  upon 
rollers,  or  drums,  IS  and  10  journaled  in  suitable  brackets, 
or  bearings,  at  either  side  of  the  apparatus.  The  metallic 
rings  20  and  21  are  suitably  constructed  and  insulated  from 
one  another,  so  that  each  may  receive  and  be  in  electrical 
contact  with  one  of  the  conducting  tapes.  These  rings  have 
flanges,  or  projections,  extending  to  the  face  of  the  pulley, 
so  that  contacts,  or  brushes,  22  and  23  may  bear  thereon 
and  convey  the  current  through  the  rings  20  and  21  to  the 
metallic  bands  and  the  styles  while  in  motion. 

Several  pairs  of  styles  13  and  i^,  mounted  upon  the  same 
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bands,  are  placed  equal  distances  apart,  and  ihesc  intervals 
are  such  that  one  pair  will  engage  the  message  sheet  just 
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before  the  preceding  pair  leave 
possible   for  the  apparatus   tu 


it,  whereby  it  will  be  loi' 
mit  any   character.     The 
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current  flows  from  one  style  to  the  other  through  the  mes- 
sage sheet,  and  as  the  alternations  occur,  a  mark  is  made  at 
one  needle,  then  at  the  other,  the  cessation  of  current  or  the 
periods  of  zero  current  between  alternations  or  semicycles 
producing  no  mark  upon  the  sheet. 

The  styles  are  led  on  to  and  off  the  paper  by  means  of 
disks  2Jf,  and  25  of  insulating  material.  These  disks  insure 
a  steady  and  perfect  contact  between  the  styles  and  the 
paper  as  they  come  upon  the  latter  and,  likewise,  a  smooth 
and  steady  movement  upon  leaving  the  paper,  even  when 
traveling  at  a  high  speed.  These  disks  also  serve  to  deter- 
mine the  margin  of  the  sheet  on  which  the  messages  are 
received. 

196.  In  providing  for  the  presence  of  two  sets  of 
brushes  upon  the  paper  just  before  the  preceding  set  leaves 
the  same,  the  repetition  of  a  portion  of  a  character  or  signal 
will  frequently  be  produced.  This  repetition,  however,  is 
readily  discernible;  but  for  the  purpose  of  making  it  abso- 
lutely clear  where  such  repetition  terminates,  longitudinal 
lines  may  be  produced  upon  the  sensitized  paper  to  indicate 
the  actual  limits  of  the  lines  of  characters.  These  lines 
may  be  made  by  marking  devices  as  the  paper  is  passing 
through  the  apparatus.  These  marking  devices  consist  of 
steel  needles  26  and  27  in  an  electric  circuit  containing  a 
battery  L  B.  The  needles  are  mounted  upon  the  frame  of 
the  machine  and  bear  upon  the  paper  as  it  passes  over  the 
platen  G.  These  marginal^  lines  are  produced  by  electroly- 
sis, and  in  this  figure  the  character  ^;(,'' is  shown  as  rei)eated. 
This  figure  also  illustrates  the  appearance  of  the  characters 
upon  sensitized  paper. 

The  driving  pulley  30  is  driven  by  a  belt  from  a  suitable 
motor.  The  movement  of  the  paper  through  the  apparatus 
is  accomplished  by  means  of  a  worm  (behind  the  pulley  SO^ 
and  therefore  not  shown  in  the  figure)  mounted,  with  the 
driving  pulley  J(^),  upon  the  shaft  2i).  The  worm  meshes 
with  a  worm-wheel  mounted  upon  the  shaft  (^f  the  feed- 
ing roll  10.     The  brackets  supporting  the  shaft  29  are  so 
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mounted  that  the  styles  13  and  H  travel  obliquely  across 
the  apparatus,  and  their  point  of  leaving  the  paper  is  a 
line  space  from  the  point  at  which  they  engage  the  paper. 
The  movement  of  the  paper  is  so  regulated  with  relation  to 
the  speed  of  and  obliquity  of  movement  of  the  styles  that 
the  lines  of  characters  are  parallel  and  extend  across  the 
sheet  at  right  angles  to  its  lateral  edges. 

197.  In  using  this  apparatus  for  receiving  messages 
over  a  direct-current  circuit,  the  marks  will  appear  at  one 
style,  the  current  passing  from  one  style  through  the  pai)er 
to  the  other,  or  by  the  omission  of  one  style  it  may  be  made 
to  pass  from  the  remaining  style  to  the  roller  6.  In  each 
character  represented  on  the  message  sheet  in  Fig.  03  (/'), 
the  upper  dots  or  dashes  are  made  by,  say,  the  positive 
semicycles,  while  the  lower  ones  are  made  by  the  negative 
semicycles,  the  intervals  between  dots  or  between  dashes 
representing  the  brief  periods  of  zero  current,  and  the  spaces 
between  the  characters  or  words  representing  the  semicycles 
that  have  been  suppressed  by  the  transmitter  plus  the  brief 
period  of  zero  current  bctwecMi  tlie  end  of  one  sii;nal  and 
the  l)oij;inninjj^  of  the  next.  Obviously,  tlie  ap{)aratiis  de- 
scribed is  not  limited  to  the  recei[)t  of  any  partictilar  style 
or  cduiraeter  of  signal,  but  may  be  used  with  any  of  the 
existing  c^xles. 

1^)8.  As  a  Traiisiiiittcr. — To  use  this  instrument 
as  a  transmitter,  the;  niessa<^es  are  prei)ared  as  indicated  in 
I'^iij;'.  iV.)  (("),  \vher('in  perforations  are  made  aeross  a  slieet  (»f 
])aper  or  other  suilai)le  non-eondiutint^  material,  as  shown. 
The  message  sheet  thns  j)rej)are(l  is  fed  over  the  platen,  and 
as  the  slvh'S  ri(l(^  aer<>ss  the  sheet,  thev  make  circuit  withtiic 
I)laten  throui^h  tlu'  perforations,  the  circuit  being  inter- 
rupted as  the  styles  ride  over  the  ])ortions  of  the  sheet 
between  the  ])erforations. 

To  render  a  transniittini;"  shert  operative  with  the  alter- 
nating^ ("nrrent,  tlu.'  brushes  niiisi  move  in  synchroni.sni  with 
the  alternations  of  the  current,  and  the  brushes  or  the 
parts  carrying   them   must   be  made  atljustable  with  respect 
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to  the  perforations  in  the  message  sheet,  so  thai:  the  makes 
and  breaks  in  the  current  flowing  over  the  line  will  occur  at 
the  zero  points  between  the  pulses  or  alternations  of  the 
current. 

199.  Messrs.  Crehore  and  Squier,  while  working  with 
their  sine-wave  transmission,  developed  an  entirely  new  type 
of  receiver,  called  a  ligJit  polarizing  receiver^  having  no 
inertia  in  the  recording  mechanism.  No  difficulty  was  ex- 
perienced in  sending  and  recording  messages  by  the  use  of 
their  sine-wave  transmitter  and  light  polarizing  receiver  at 
the  rapid  rate  corresponding  to  between  3,000  and  4,000 
words  per  minute.  However,  their  elaborate  light  polari- 
zing receiver  is  hardly  a  practical  telegraph  instrument,  and 
hence  will  not  be  described  here.  A  description  of  it,  with 
interesting  exi)eriments  relating  to  their  system,  will  be 
found  in  Vol.  XIV  of  the  Transactions  of  the  American 
Institute  of  Electrical  Engineers. 

200.  Sine-Wave  Transmitter  and  Wtieatstone 
Receiver. — The  sine-wave  transmitter  can  oi)erate  the 
Wheatstone  receiver  ai)proximately  three  times  as  fast  as  the 
Wheatstone  transmitter  on  any  line,  provided  the  mechanical 
limit  of  the  receiver,  which  is- about  COO  words  per  minute,  is 
not  already  reached.  Furthermore,  it  has  been  worked  on 
circuits  that  ordinarily  require  two  repeaters,  without  any 
repeaters,  and  at  any  speed  up  to  the  mechanical  limit  of 
the  receiver.  From  the  numerous  experiments  that  have 
proved  the  foregoing  statements,  it  seems  probable  that  the 
sine  wave  possesses  superiority  over  other  forms  of  current 
wave  for  any  speed,  slow  or  fast.  There  are  two  causes  that 
account  for  the  slower  speed  of  the  Wheatstone  transmitter, 
namely,  the  difference  in  wave  lengths  sent  into  the  line  by  the 
transmitter  and  the  departure  from  the  sine  form  of  wave. 
Another  cause  for  gain  in  speed  by  the  sine-wave  transmitter 
is  the  fact  that  a  higher  voltage  may  be  used  with  it  than 
with  the  Wheatstone  transmitter,  although  it  is  difficult  to 
estimate  the  precise  amount  of  gain  due  to  this  fact.  The 
sine-wave  transmitter  and  Wheatstone   receiver  will  work 
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the  same  sneetl      I 


successfully  on  a  line  1^  times  as  long,  at  the  same  speetl 
as  the  Wheatstone  system,  provided  the  mechanical  limit  of 
the  receiver  is  not  exceeded.  With  copper  wire  weighing 
800  pounds  to  the  mile,  the  sine-wave  transmitter  can 
operate  to  the  limit  of  the  Wheatstone  receiver  any  distance 
less  than  1,800  miles,  white  the  Wheatstone  system  using 
the  same  wire  can  operate  to  the  same  limit  any  distance 
less  than  1,3G0  miles. 

201.  WbeatHton«  ttecelver  Staunted  hy  a  Cnii> 
dcaser. — When  the  Wheatstone  receiver  is  used  in  con- 
nection with  the  sine-wave  transmitter,  it  is  ])iissilile  to  in- 
crease the  receiver  current  materially,  making  it  even  larger 
than  the  line  current,  by  connecting  a  condenser  of  pro|wr 
capacity  around  the  receiver.  By  knowing  the  inductance 
of  the  receiver  and  the  frequency,  the  capacity  of  the  con- 
denser that  should  be  used  to  give  the  best  results  can  be 
calculated  by  the  formula 


-iC2x,)" 


(2.) 


in  which  Q  =  capacity  of  condenser; 

L  =  inductance  of  receiver; 

«  =  frequency; 

-  =  3.  Hlfi. 
From  this  it  is  seen  that  the  capacity  of  the  condenser 
should  vary  inversely  as  the  square  of  the  frequency  n, 
although  the  value  of  the  capacity  for  any  frequency  is 
not  very  critical ;  that  is,  a  given  condenser  wilt  improve 
the  working  for  a  considerable  range  of  speed. 


POLLAK-VIKAG    TELEGHAPH    SYSTEM. 

202.  The  method  of  high-speed  telegraphy  devised  by 
Pollak  and  Virag,  of  Austria,  has  e.\cited  considerable  atten- 
tion. Experiments  made  over  a  metallic  circuit  400  miles 
long,  having  a  resistance  of  4,000  ohms,  and  usinga  battery 
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of  20  volts  gave  clear  signals,  both  in  wet  and  dry  weather, 
at  a  speed  of  70,000  words  per  hour,  while  with  25  volts  a 
speed  of  100,000  words  per  hour  was  attained.  Other  experi- 
ments on  a  metallic  circuit  of  iron  wire  210  miles  long  and 
of  6,000  ohms  resistance  was  also  successful,  a  speed  of  54,000 
words  per  hour  being  obtained  with  a  GO- volt  battery.  Trials 
between  Budapest  and  Berlin,  in  the  fall  of  1899,  gave  dis- 
tinct and  readable  signals  at  speeds  of  from  1,300  to  1,500 
words  per  minute. 

203*  Advantages  and  Disadvantages. — This  gives 
of  course  a  great  improvement  in  speed  over  ordinary  tele- 
graphy, but  it  is  likely  to  prove  that  while  the  actual  send- 
ing of  the  electrical  signals  is  much  faster  than  the  common 
methods,  the  advantage  will  be  lost  in  a  great  measure,  if 
not  fully  oflFset,  by  the  time  and  complication  of  making 
the  messages  ready  for  the  wire  and  of  translating  them  into 
a  written  language  at  the  receiving  end.  The  telegram 
must  first  be  changed  into  the  characters  of  the  Morse 
system  and  the  tape  perforated,  as  in  the  Wheatstone  sys- 
tem. After  reception,  the  photographed  strips  must  be 
developed  and  then  translated  into  ordinary  language.  It 
is  thought  that  this  complicated  manipulation  may  lead  to 
many  errors  in  transmission.  This  has  been  found  to  be 
the  great  objection  to  many  high-speed  systems  heretofore, 
and  is  the  reason  why  the  Wheatstone  system  is  in  com- 
paratively restricted  use  in  this  country. 

204*  The  following  is  an  abstract  of  the  descriptions  of 
the  Pollak-Virag  systems  and  apparatus  that  appeared  in 
the  London  **  Electrician,"  during  1899  and  1900.  The 
transmission  is  effected  by  a  perforated  strip  of  paper,  as  in 
the  case  of  the  Wheatstone  automatic  system,  and  a  tele- 
phone fitted  with  a  small  concave  mirror  serves  as  the 
receiver,  the  diaphragm  of  the  telephone  being  set  into  oscil- 
lation corresponding  to  the  current  impulses  generated 
by  the  transmitter.  These  oscillations  are  made  visible 
photographically.     The  dots  and  dashes  of  the  Morse  code 
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r(![  cnted  by  strokes  on  cither  siUc  of  the  central  line, 
as  shown  on  tiie  cylinder  //  iii  Fiy,  04  {.r),  the  strokes  being 
"'odiiccd  by  current  impuhes  in  reverse  directions.  The 
ansmitting  itppiirutns  7*  consists  of  a  roller  <>  driven  by  a 
motor  or  clockwork.  The  perforated  paper  is  drawn  over 
the  metal  roller  «.  which  is  connected  lo  one  of  the  line 
wires.     The  strip   of  paper   b,  shown  in  (::),  is  perforated 


wrOO  0   0     0  000 

(•)lo      OOP    0  0    00  0  00  n      o  oooo  oc 


in  two  lines  corresponding  lo  the  two  directions  of  the 
current.  Above  the  tape  two  brushes  c  and  i/  are  fixed, 
one  connected  to  the  positive  pole  and  the  other  to  the 
negative  pole  of  the  battery.  The  relnrn  wire  or  ground 
is  connected  to  a  point  at  the  middle  of  the  battery. 
Now,  if  in  consequence  of  the  perforations  of  the  paper, 
either  one  of  the  two  brushes  comes  iiito  contact  with  the 
metnl  roller,  cither  a  positive  or  negative  current  flows 
through  the  roller  to  the  line  and  thence  to  the  receiviag 
apparatus. 
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2i')S,  At  the  receiving  station  A',  the  currents  pass 
through  a  telephone  .1/  whose  diaphragm  is  moved  in  a 
direction  determined  by  the 
direction  of  the  current  im- 
pulse. The  movements  of  the 
diaphragm  are  transmitted  to 
a  small  mirror  with  the  assist- 
ance of  a  metal  rod.  It  is 
necessary  that  the  small  move- 
ments of  the  diaphragm  should 
occasion  a  relatively  large  dis- 
placement of  the  mirror.  This 
is  done  hy  fastening  to  the 
mirror  a  small  plate  of  soft 
iron,   held  in  position  by  one  Picas, 

pole  of  a  permanent  magnet,  alraut  as  shown  in  Fig.  05. 
The  pole  ri  of  the  magnet  ends  In  two  points  and  holds  the 
mirror  in  such  a  way  that  the  line  joining  these  two  points 
is  the  axis  about  which  the  mirror  turns.  The  other  pole  s 
of  the  magnet  is  provided  with  a  weak  springs,  which  forms 
the  third  point  of  support  for  the  mirror.  This  spring  a  is 
connected  to  the  diaphragm  by  means  of  a  small  rod,  so 
that  the  small  movements  of  the  diaphragm  cause  a  motion 
of  the  mirror,  which  is  relatively  large,  as  the  points  of 
support  of  the  mirror,  the  two  on  «  and  the  one  on  u,  are 
very  near  to  one  another.  This  method  of  magnifying  the 
movements  of  the  diaphragm  has  the  advantage  that,  in 
consequence  of  the  small  weights  of  tiie  moving  parts,  the 
velocity  of  vibration  of  the  diaphragm  is  not  lessened. 

The  light  of  a  small  incandescent  lamp  falls  on  the  small 
concave  mirror  just  mentioned,  which  throws  the  image  of 
the  filament  on  a  piece  of  |)apcr  sensitive  to  liijht.  In  front 
of  this  sensitized  paper,  a  cylindrical  lens  />  is  placed  that 
focuses  the  reflected  beam  of  light  so  a.s  to  produce  a  bright 
s[K>t  upon  the  i>aper.  In  consecpience  of  the  current  impulses 
that  move  the  diaphragm  and  mirror,  the  spot  of  light 
moves  out  of  its  original  p<)siiion  in  one  dircctior)  or  the 
other.      In   this  way  the  up-and-down  strokes,  representing 
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letters,  as  shown  in  Fig.  66,  are  traced  on  the  sensitized 
paper.  The  latter  (see  Fig.  64)  passes  over  a  drum  H  that 
moves  horizontally  on  a  screwed  spindle,  so  that  the  line 


Fig.  6C. 

traced  by  the  spot  of  light  follows  a  continuous  spiral  route. 
The  amplitudes  of  the  movements  of  the  spot  of  light  are 
large  enough  to  make  the  signals  clearly  legible. 

206«  Although  this  action  appears  simple  enough, 
allowance  has  to  be  made  for  one  important  disturbing 
factor,  viz.,  the  natural  period  of  oscillation  of  the  dia- 
phragm itself.  Thi.>  is  done  by  making  the  duration  of 
each  current  imf^tilse  equal  to  the  natural  period  of  the 
telephone  diaphragm,  so  that  the  current  always  stops  ex- 
actly at  the  moment  when  the  diaphragm  swings  back  to 
its  original  position.  By  suitably  adjusting  the  velocity  of 
the  paper  and  the  dimensions  of  the  perforations,  the  dura- 
tion of  an  impulse  can  be  regulated  and  a  perfect  dampinv^ 
of  the  membrane  so  ol)taine(l.  But  in  order  not  to  be  de- 
pendent in  ])ractictM)n  the  precision  of  the  movement  of  the 
paper,  another  device  has  been  added.  In  Fig.  04,  the 
condenser  C,  which  is  connected  in  j)arallel  with  the  tele- 
phone, will  be  charged  as  long  as  the  current  impulse  lasts, 
but  after  the  cnirrent  ceases,  the  condenser  will  discharge 
into  th(;  telephone  circuit.  ITcncc,  if  the  current  impulse  is 
shorter  than  tlu*  natural  ])erio(l  of  the  vibration  of  the  dia- 
])hragni,  the  discharge  from  the  condenser  will  prolong  tlie 
duration  of  tiie  current,  and  ticc  versa.  By  using  a  con- 
denser of  suitable  capacity,  the  diaphragm  may  be  made  to 
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glowing  filament  that  is  surrounded  by  the  cylindrical  metal 
mantle  L.  In  this  mantle  u  helical  slit  is  cut,  the  helix 
making  one  complete  turn.  In  cousequence,  when  the 
mantle  is  turned  ahout  its  axis,  the  source  of  the  light  fall- 
iug  on  the  mirror  moves  uniformly  from  right  to  left,  and, 
hence,  the  spot  of  light  formed  on  the  paper  by  reflection 
from  the  mirror  moves  uniformly  from  left  to  right.  A 
series  of  motions  of  the  mirror  about  a  horizontal  axis  is 
recorded,  therefore,  on  the  paper  as  an  up-and-down  zigzag 
line  running  from  left  to  right,  and  commencing  at  the  left 
end  of  a  new  line  upon  the  completion  of  every  tilled  one. 
On  the  commencement  of  a  message,  the  revolution  of  the 
helically  slit  mantle  anil  of  the  sensitized  paper  feeder  /i  is 
automatically  started.  At  the  close  of  the  message,  the 
paper  strip  is  cut  and  the  moveiiient  of  the  unexposed  paper 
sto[)ped,  while  the  exposed  strip  is  carried  forwards  by 
clockwork  into  the  developing  bath  C,  then  into  a  iieighbor- 
ing  fi.\ing  bath,  and  is  finally  pushed  through  a  slot  in  the 
outer  cover  of  the  apparatus. 


IM>I  I  AK   \  l»  VI      W»l  I  l\<.  Thl  TGRAPH 

20M.      1  h(    ip]  ir  ilus  -,h  )«  n  s<.  t  u  \  n.lds  .>ni\  thi  /igzig 

intmijrLs,  ml)lm<  thil    .t   n  ihk  siphi.n  icioidLi        For  the 

recoulunjiif  i  mt  ssi.,'t 

^_,^ —  111     the     (.liiiutLr--    of 

r  ^  ordimtj    huulwriiin., 

is  -^  "^  ^ 
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moves  the  mirror  about  a  horizontal  axis,  the  other  about 
a  vertical  axis,  so  that  by  acting  simultaneously  the  two 
telephones  can  cause  the  reflected  spot  of  light  to  trace 
any  desired  curve.  The  arrangement  of  transmitting  and 
receiving  apparatus,  which  will  be  explained  presently,  is 
shown  in  Fig.  G9.  Two  line  wires  L  and  Z,^,  in  addition  to 
an  earth  return,  are  now  necessary.  One  telephone  1\  is 
connected  in  a  loop  with  these  two  line  wires,  that  is,  in 
series  with  them;  the  other  telephone  T  is  connected  be- 
tween the  loop  and  the  earth.     For  producing  horizontal 


^ 


Fig.  69. 

motions,  a  positive  current  and  a  negative  current  of 
approximately  equal  strength  are  required;  for  the  vertical 
movements,  a  positive  current,  an  equal  negative  current, 
and  a  positive  current  of  double  their  strength  are  required. 
These  current  impulses  produce  motions  to  left  and  right 
and  up-and-down  motions  of  equal  amplitude,  and  a  down- 
ward motion  of  double  this  amplitude.  Fractions  of  this 
amplitude  are  obtained  by  shortening  the  duration  of  the 
contact  at  the  sending  end. 

209.  The  transmitting  apparatus  shown  in  Fig.  69 
consists  of  a  perforated  paper  strip,  five  slip  rings  connected 
to  the  batteries,  and  two  brushes  connected  to  the  line. 
The  size  of  the  holes  in  the  paper  determines  the  duration 
of  the  contacts  between  the  brushes  and  rings. 


r.  G.    U.—25 
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210.     If  the  ordinary  written  Lattn  characters  be  dis- 
sected, it  wilt  be  found  that  certain  of  them,  such  as  m,  v,p, 
/ir  «  ^'^  shown  in  Fig.  70,  can 

^  '^         y  he  resolved  into  dements 

_'  _  each  consisting  of  a  down 

I  stroke   com- 
nding  at 
eight    above 
/-\     the   Hne.     The  letter  m 
i_j  consists,  for  example,  of 

f'"''  •'''■  three  such  elements,  the 

letters  2<  and  p  each  of  two.  In  order  to  cause  the  receiver 
to  write  letters  that  can  be  analyzed  in  this  way,  the  cur- 
rents sent  from  the  sending  end  to  produce  vertical  move- 
ments in  the  receiver  are  regulated  with  respect  to  direc- 
tion, intensity,  and  duration.  This  is  done  for  these  three 
letters  by  perforating  the  paper-transmitting  strip  with 
larger  or  smaller  holes  in  two  rows,  as  shown.  The  elements 
are  so  combined  and  spaced  as  to  produce  the  letters  dis- 
tinctly and  in  the  order  desired. 


'zl 


21 1.  For  letters  extending  above  the  top  of  an  m,  there 
are  three  rows,  /,  //,  ///,  of  holes,  as  shown  in  Fig.  71,  cor- 
responding to  the  three 
rings  under  one  brush. 
A  hole  in  row  /exposes 
to  the  brush  d  (see 
Fig.    C9)   the   ring  /,    """' 

supplying  a    negative  m. 

current  of  known  volt-      ' Q — -w" 

age,  a  hole  in  row  // 
exposes  ring  //,  sup- 
plying a  positive  cur-  ^'°-  "'■ 
rent  of  equal  voltage,  and  a  hole  in  row /// exposes  ring///, 
supplying  a  positive  current  at  double  that  voltage.  The 
effect  on  the  mirror  of  the  receiver  of  holes  punched  as 
in  Fig.  71  is  shown  directly  above  the  plan  of  the  perfora- 
tions.   It  is  a  matter  of  trial  to  fix  on  that  size  of  hole  which 
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allows  jtist  sufficient  time  for  the  current  to  exercise  its  full 
effect  on  the  telephone.  A  larger  hole  then  merely  broadens 
the  loop  that  the  spot  of  light  traces  on  the  moving  sensi- 
tized paper;  while  a  smaller  hole  displaces  the  spot  of  light 
a  distance  that  is  only  a  fraction  of  the  full  amplitude. 

212.  But  the  written  Latin  characters  include  many 
composed  partly  or  wholly  of  closed  curves,  and  these  cannot 
be  written  by  the  mere  up-and-down 
movements  so  far  described;  properly 
timed  to-and-fro  horizontal  motions  are 
necessary  in  addition.  Such  letters  are 
therefore  resolved  into  and  compounded 
from  vertical  and  horizontal  components. 
The  movements  of  the  receiver  corre- 
sponding to  each  of  these  components 
are  each  produced  by  separate  current 
impulses,  and  the  time  intervals  between 
these  impulses  are  chosen  and  obtained 
by  deciding  on  the  spaces  to  separate  O" 

consecutive  holes  in  the  perforated  tape.  ''"^  '^■ 

Take,  for  example,  the  letter  /,  which  contains  a  closed 
curve,  or  loop.  Its  vertical  components,  merely,  are  written 
by  the  mirror  as  in  the  left-hand  portion  of  the  diagram  in 
Fig.  72.  This  up-and-down  zigzag  is  the  result  of  impulses 
sent  into  the  line  through  the  perforations  in  the  rows  / 
and  //,  acting  alone.  The  hole  in  row  /would  cause  the 
V-curve  7-0-10  to  be  described  on  the  moving  paper;  the 
hole  in  row  //  would  produce  the  curve  10^12-13.  But 
when  a  hole,  as  shown  in  the  figure,  is  punched  in  the  row  IV, 
so  that  a  current  deflecting  the  spot  of  light  from  right  to 
left  is  sent  into  the  line,  as  soon  as  the  spot  of  light  in  its 
Upward  motion  due  to  hole  /reaches  the  place  marked  8,  a 
deviation  to  the  left  is  produced — in  spite  of  the  forward 
movement  of  the  paper — which  carries  the  spot  of  light  to  9. 
Here  the  current  through  the  hole  in  row  /ceases,  and  the 
spot  of  light  returns  to  10,  where  it  is  immediately,  in 
consequence  of  the  coming  of  the  hole  in  row  //,  given  a 
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liuwnward  motion  toward  IJ.  Here  the  effect  of  the  hole 
in  HJW  /Ttlies  out,  ;irid  the  mirror,  in  restoring  itself  to  its 
normal  position,  then  writes  on  the  moving  paper  the  broad 
loop  il-12-lS.     Thus  the  second  of  the  two  telephones,  by 

PBBFOaA  TIOX3. 
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its  production  of  horizontal  to-and-fro  motions  of  the  mirror, 
makes  it  possible  to  write  letters  containing  closed  curves. 
In  this  manner  any  character  of  the  alphabet  can  be 
written.  The  character  must  be  analyzed  at  the  sending 
end  into  its  hori?ontul  and  vertii-al  components,  as  defined 
above,  and  compounded  at  the  receiving  end  by  the  two 


8  7  TELEGRAPHY.  39 

telephones.  The  telephone  Z,,  Fig.  69,  gives  the  spot  of 
light  the  vertical  motions  caused  by  holes  in  rows  /,  //,  ///; 
the  telephone  7",  the  horizontal  motions  demanded  by  the 
holes  in  rows  /F,  V.  The  construction  of  the  complete 
word  **  telegraf  "  on  these  principles  is  shown  in  Fig.  73. 
Fig.  73  (d)  gives  a  plan  of  the  perforations  in  the  sending 
strip;  {d)  gives  the  written  record  due  to  the  telephone  T^ 
operated  from  the  rows  /,  //,  ///;  (c)  represents  the  effect 
on  the  telephone  7' of  the  holes  in  rows /F,  V;  and  (d)  is 
the  resultant  of  the  vertical  and  horizontal  components. 

.  213.  The  sources  of  current  are  two  comparatively 
small  batteries  connected  to  the  rings,  line,  and  earth,  as 
shown  in  Fig.  G9.  From  battery  />',  are  taken  equal  negative 
and  positive  currents  corresponding  to  rows  /and  //of  the 
perforated  paper,  and  also  a  positive  current  of  double  the 
value  corresponding  to  row  ///  From  battery  JJ  are  taken 
a  strong  positive  current  for  the  leftward  deflection  of  the 
spot  of  light  and  a  weak  negative  current  for  the  rightward 
deflection.  It  will  be  noticed  from  this  diagram  that,  as 
before  mentioned,  only  the  telephone  T^  is  included  in  the 
loop  of  the  double  line,  the  telephone  T  receiving  its  im- 
pulses after  they  have  passed  as  two  oppositely  directed 
currents  of  equal  strength  through  the  telephone  T/,  in 
other  words,  /,  is  differentially  wound  and  is  not  affected 
at  all  by  equal  currents  that  flow  in  both  line  wires  /  and  Z, 
in  the  same  direction  and  return  through  the  earth  to  the 
sending  station. 

214*  The  self-induction  and  the  capacity  of  the  wires 
and  the  effects  of  the  natural  oscillation  periods  of  the  tele- 
phone diaphragms  are  compensated  for  by  coils  and  con- 
densers as  shown  in  Fig.  69,  where  /,  and  /  are  inductance 
coils  and  C,  and  C  are  condensers.  By  modifying  the  con- 
denser Cy  moreover,  the  difference  between  the  horizontal 
and  vertical  motions  can  be  adjusted  to  a  certain  extent. 
The  perforating  of  the  paper  sending  strip  is  accomplished 
by  a  simple  machine  that  punches  simultaneously  all  the 
holes  corresponding  to  any  required  character. 
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There  is  in  this  system  of  telegraphy  no  need  for  the  syn- 
chronizing of  the  sending  and  receiving  apparatus,  for  varia- 
tions in  the  speed  at  either  end  merely  broaden  or  narrow 
the  letters;  and,  therefore,  the  inventors  claim  that  this 
system  is  simpler  and  considered  more  reliable  merely  from 
this  point  of  view.  With  the  aid  of  a  distributor  (such  as 
Delany's)  it  is  claimed  that  about  30  sets  of  apparatus  could 
be  arranged  to  work  on  one  h'ne.  At  a  recent  trial,  allowed 
by  the  Hungarian  Minister  of  Commerce,  most  excellent 
results  were  said  to  have  been  obtained  over  two  pairs  of 
telephone  wires  from  Budapest  to  Pozsony  and  back,  a  dis- 
tance of  nearly  230  miles.  The  rate  of  transmission — al  which 
rate  very  good  writing  was  produced — reached  1,000  words 
per  minute  through  a  resistance  of  2,fH)0  ohms. 


PRINTING  TELEGRAPHS. 
215.  Telegraph  systems  that  record  the  transmitted 
signals  in  plain  Roman  letters  upon  a  moving  tape  or  a 
sheet  of  paper  are  called  printing  tele|[raph8.  The 
problem  of  automatically  recording  telegraph  messages  in 
Roman  type  is  one  that  has  fascinated  inventors  almost 
from  the  days  of  Morse.  Printing  telegraph  systems  have 
been  used  more  or  less  since  about  1856.  and  on  account  of 
constant  improvements  there  are  more  of  them  than  it  is 
practical  to  describe.  Mr.  Royal  E.  House  invented  a 
type-printing  telegraph  that  was  in  successful  operation  in 
this  country  in  competition  with  the  Morse  and  Bain  sys- 
tems prior  to  1857.  The  systems  that  are  used  in  the  large 
cities  for  reporting  stock  quotations,  race-track  news,  etc., 
are  commonly  known  as  stock-ticker  systiins.  The  Phelps 
printing  telegraph  is  used  on  several  main-line  circuits  by 
the  Western  Union  Telegraph  Company.  In  some  of  the 
European  countries  and  on  the  English  Channel  cables,  the 
Htighe-s  type-printing  telegraph,  or  modifications  of  it,  and 
in  France,  the  Baudot  type-printing  telegraph  systems,  are 
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The  French  system  of  Emile  Baudot  and  the  American 
system  of  Professor  Rowland  use  an  arrangement  for  divi- 
ding the  use  of  the  line  among  several  operators,  resembling 
in  this  respect  the  Delany  multiplex  system. 


PRINCIPLE  OF  PRINTING  TELEGRAPH 

SYSTEMS. 

216.  Almost  all  printing  telegraphs  depend  on  the  syn- 
chronous rotation  of  the  transmitting  and  receiving  mecha- 
nism, but  the  methods  used  for  accomplishing  this  vary 
considerably. 

Imagine  two  toothed  wheels  synchronously  propelled  by 
clockwork  or  like  those  used  in  the  Delany  synchronous 
multiplex  system,  one  at  the  transmitting  station  and  one 
at  the  receiving  station.  Suppose  there  are  as  many  teeth 
as  characters,  there  being  one  character  on  the  face  of  each 
tooth.  In  circuit  with  the  magnet  controlling  these  wheels 
is  a  key,  the  pressing  down  of  which  will  not  only  stop  the 
rotation  of  each  wheel,  but  will  also  cause  an  electromagnet 
to  press  the  tape  upon  which  the  characters  are  to  be 
printed  against  the  tooth  that  stops  opposite  it.  When  the 
two  wheels  start  to  rotate,  similar  letters  upon  the  two 
wheels  must  occupy  exactly  similar  positions;  that  is,  if  the 
letter  A  is  opposite  a  certain  point  at  the  transmitting  station, 
the  letter  A  must  be  opposite  a  similar  point  at  the  receiv- 
ing station.  Then,  if  the  operator  is  able  to  momentarily 
stop  the  wheel  at  his  station  when  the  letter  he  wishes  to 
transmit  comes  into  a  certain  position,  that  same  letter  will 
be  opposite  the  tape  in  the  receiving  machine,  and  the  tape 
being  pressed  against  it  when  the  wheel  momentarily  stops, 
the  character  will  be  printed.  When  the  key  is  released, 
the  wheels  will  immediately  start  to  rotate  again  and  the 
paper  tape  will  also  be  moved  along  by  clockwork  or  other- 
wise. In  this  way  any  character  can  be  printed  in  succes- 
sion at  the  will  of  the  transmitting  operator. 


I 
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217.  A  number  of  receiving  stations  may  be  connected 
in  series  in  the  same  line  circuit.  It  is  necessary  to  inalci^ 
ail  the  wheels  rotate  synchronously,  which  wnuld  not  be  an 
easy  matter  merely  with  clockwork.  To  obtain  llic  syn- 
chronous rotation  of  tlie  type  wheels,  usually  a  step-liy-steji 
mechanism,  controlled  by  the  transmitting  apparatus,  is 
used-  This  may  be  done  by  sending  into  the  line  (nie  brief 
current  every  time  each  character  of  the  transmitting  whcc! 
passes  a  certain  point,  each  one  of  these  brief  currents  caus- 
ing a  properly  arranged  electromagnet  in  the  receiving 
instruments  either  to  release  a  clciuk-drivcn  wheel  one 
tooth  at  a  time  or  to  actually  push  the  wheel  around  one 
tooth  each  time.  Furthermore,  it  is  usually  necessary  to 
have  a  correcting  device  that  will  bring  all  receiving  wheda 
absolutely  to  the  starting  point,  no  niatttT  wlinl  their  posi- 
tion may  be  at  the  instant  the  correcting  device  operates. 
It  may  operate  about  every  third  revolution  of  the  receiving 
wheels. 


STOCK-TICKER  SYSTEMS. 

218*  Stock-ticker  telegraphs  may  be  divided  into 
the  single-wire  single-wlfel,  t!ic  single-wire  double-wheel, 
and  the  two-wire  double-xvlieel  systems. 

In  the  Blngle-wlre  »ine:le-fvlieel  system,  there  is  only 
one  line  wire,  and  all  the  characters,  both  letters  and  figures, 
are  placed  in  succession  on  the  periphery  of  one  printing 
wheel.  While  this  is  theoretically  the  simplest  method,  it 
is  not  as  fast  as  the  others,  and  is  not  used  as  extensively. 

In  the  slnf[le-wlre  double- wheel  system,  there  is  one 
line  wire  ;;nd  two  printing  wheels  alongside  each  other, 
one  usually  for  letters  and  another  for  figures  and  other 
characters.  The  two  wheels  usually  rotate  together,  bat 
the  paper  tape  is  pressed  up  against  only  one  at  a  time. 

In  the  two-wrire  douhle-wlieel  system,  there  are  two 
line  wires  and  two  printing  wheels.  The  two  priming 
wheels  are  alongside  each  other  and  have  the  characters  on 
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their  periphery,  as  in  the  preceding  system,  but  in  this  case 
a  separate  wire  is  used  to  merely  shift  a  pad  from  one  to  the 
other  type  wheel  as  required.  One  wire  governs  the  rota- 
tion of  the  printing  wheels  and  causes  the  pad  to  be  pressed 
against  the  type  wheel  opposite  which  an  electromagnet 
connected  in  the  other  line  wire  has  moved  it. 


PAGB-PRINTING   TBLBGRAPH  SYSTEMS. 

219.  There  are  two  page-printing  telegraph  systems 
now  receiving  attention  that  use  a  perforated  transmitting 
tape  :  the  Murray  page-printing  telegraph  and  that  of 
Mr.  C.  L.  Buckingham.  The  received  record  in  the  Buck- 
ingham printer  is  made  on  the  ordinary  telegraph  blank, 
resembling  the  Murray  printer  in  this  respect.  The  Buck- 
ingham system,  which  has  recently  come  into  commercial 
use  on  some  lines  of  the  Western  Union  Telegraph  Company, 
has  a  maximum  speed  of  about  100  words  a  minute  on  the 
circuit  between  New  York  and  Chicago.  The  circuit  can 
be  duplexed,  giving  about  double  the  above  capacity. 


MURRAY   PAGE-PRINTING   TELEGRAPH. 


TRANSMITTING   ARRANGI-:MBNT. 

220.  Mr.  Murray  uses  a  special  alphabet,  perforating 
the  transmitting  tape  with  a  keyboard  perforator,  having  a 
separate  movable  lever  for  each  character.  Each  character 
occupies  an  unvarying  linear  space  on  the  tape,  and  consists 
of  five  perforated  and  unperforated  subdivisions  of  such 
space.  The  difference  in  the  number  and  succession  of 
these  subdivisions  or  perforations  imparts  the  designating 
characteristics.  There  are  no  spaces  between  successive 
letters  or  characters.  Either  makes  and  breaks  or  reversals 
can  be  used  in  transmitting.     It  is  to  this  fundamental  fact — 


^P     Setters   of   the   same   length — that   the   success   of  the 
I  nn  is  due.     Each  letter  occupies  half  an  inch  on  the 


transmitting  tape,  and  a  similar  length  on  the  receiving  tape. 
The  result  is  lliat  a  roinparatively  simple  transmitttng-tape 
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perforator  worked  by  an  ordinary  typewriter  keyboard  is 
rendered  possible.  In  connection  with  the  ordinary  type- 
writer keyboard,  there  is  a  group  of  ten  punches,  one  punch- 
ing magnet,  and  one  spacing  magnet  that  controls  a  motor- 
driven  escapement. 

Note. — This  description  of  the  Murray  page-printing  telegraph  is 
an  abstract  of  a  paper  presented  by  Mr.  W.  B.  Vansize  to  the  American 
Institute  of  Electrical  Engineers  in  January,  1901. 

221.  Receiving  Apparatus. — At  the  receiving  sta- 
tion there  is  an  electromagnetic  perforating  device  that 
accurately  reproduces  the  transmitting  tape  by  producing 
corresponding  perforations  and  spaces.  This  receiving 
perforated  tape  passes  from  the  receiving  perforator  into  the 
typewriter-operating  device.  This  typewriter-operating 
device  consists  of  five  longitudinally  reciprocating  bars  or 
combs  39,  Fig.  74,  presenting  five  pointed  terminals  40,  to 
a  perforated  plate  or  die  38,  The  perforated  tape  passes 
between  the  surface  of  the  perforated  plate  and  the  pointed 
terminals  of  the  bars.  The  pointed  terminals  of  these  bars 
register  respectively  with  the  five  holes  in  the  die.  The  tape 
is  moved  along  between  the  die  and  the  pointed  ends  of  the 
bars  step  by  step,  the  length  of  a  letter  or  character  at  each 
step  being,  say,  -J  inch.  When  perforations  in  the  tape 
coincide  with  the  pointed  ends  of  the  bars  and  corresponding 
perforations  in  the  plate  or  die,  and  the  plate  is  moved 
toward  the  pointed  ends  of  the  bars,  the  bars  may  be 
separated  into  two  groups  :  one  group  is  moved  longitudi- 
nally, corresponding  with  the  unperforated  subdivisions  of 
the  tape;  the  other  group  projects  through  the  perforations 
in  the  tape  and  in  the  die  and  is  unmoved.  Lying  over  the 
five  bars  or  combs  at  right  angles  thereto  are  a  series  of 
thin  metat  strips  4^y  each  strip  is  mechanically  connected 
with  its  individual  key  lever  on  the  typewriter.  The  upper 
surface  of  the  five  bars  first  described  are  notched  arbitrarily. 
These  notches  are  caused  to  be  alined  below  any  one  of  the 
strips  under  the  control  of  the  perforated  tape  and  die; 
when  any  one  of  the  strips  drops  into  a  groove,  a  motor- 
driven  cam  engages   it  and   produces  a  movement  of  the 
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typewriter  lever.  The  movement  of  the  die  and  paper  tape 
and  of  the  typewriter-key  lever  is  produced  by  motor-driven 
cams.  It  will  be  seen  that  this  mechanism  will  operate  not 
only  a  typewriter,  but  any  keyboard  machine,  such  as  a 
typesetting  machine  or  linotype.  The  perforated  receiving 
tape  is,  therefore,  available  for  setting  type  automatically. 

222*  The  l>ia8:raiTi. — In  the  diagram  shown  in  Fig.  74, 
the  apparatus  at  the  transmitting  station  is  connected  by  :i 
single  main  line  with  the  apparatus  at  the  receiving  station. 
The  vibrating  reed  1  at  the  transmitting  station  is  in  a  local 
circuit  with  an  electromagnetic  motor  2.  The  reed  makes 
and  breaks  its  own  circuit,  and  is  substantially  like  the  well- 
known  La  Cour  phonic-wheel  device  used  in  the  Delany  and 
other  multiplex  systems.  The  **  prickers  "  ^  and  J,  familiar 
features  in  the  "Wheatstone  transmitter,  are  located  as  usual 
in  line  with  the  advancing  lines  of  perforations  in  the  trans- 
mitting tape  3\  6  and  7  are  reciprocating  rods  engaging  re- 
spectively with  opposite  ends  of  the  centrally  pivoted  pole- 
changing  switch  arm  c^.  The  parts  shown  are  all  essential 
parts  of  the  well-known  Whcatstonc  transmitter,  which  is 
here  us(xl  ])raetically  witlioiit  alteration,  except  tluit- the 
prickers,^  and  /7  are  arran^'ed  to  move  or  reciprocate  u^i^tthif 
instead  of  alternately^  thereby  enabling;'  any  nuiltiple  of  a  sin- 
gle impulse  to  be  transmitted.  The  ordinary  arranti^emer.t 
of  the  WheatstoiH!  transmitter  can  only  transmit  unit  signals 
or  odd-number  multij)les  thereof;  it  can  transmit  a  dot  »-r  a 
(lash  e(inal  to  tliree  or  live  dots,  but  (^annot  transmit  a  ihi^li 
e(]iial  to  two  or  four  dots.  Mr.  Murray,  to  avoid  this  ditli 
(Uilty,  arran«;-es  tlie  pric^krrs  to  recij)rocate  toj^'cther  insteail 
<>f  alternatelv.  There  is  thus  obtainable  transmitted  iin- 
pulses  or  dashes  ('(lual  to  one,  two,  three,  four,  <n*' five  dots, 
with  ccjrrespondinj^  spaces. 

223.  In  transmitting-,  the  number  of  impulses  thrown 
upon  the  main  line  is  minimized  by  [)roducin<:^  the  irupulses 
jocallv  at  the  receiving::  station  and  usinp^  only  sufh(^ient 
main-line  impulses  to  determine  the  ac^tion  of  the  perforat«)r 
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at  the  receiving  station.  At  the  receiving  station  there  is,* 
therefore,  a  main-line  relay  to  determine  the  action  of  the 
punching  magnet,  and  a  governing  relay  that  operates  to 
maintain  unison  between  the  main-line  impulses  as  they 
arrive  and  the  corresponding  impulses  in  the  local  circuit. 
For  the  purpose  of  creating  these  local  uniform  impulses, 
there  is  a  vibrating  reed  11  (see  Fig.  74),  operated  by  an 
electromagnet  M.  The  circuit  of  this  magnet  extends  from 
the  local  battery  18  through  the  reed  ii,  contact  point  i^, 
wire  2 4^  magnet  J/,  armature  26  of  the  governing  relay,  and 
thence  by  way  of  the  points  27  or  28  to  the  battery.  The 
precise  operation  of  the  governing  relay  will  be  described 
presently.  The  receiving  perforator  is  composed  of  a  punch- 
ing magnet  and  a  spacing  magnet;  the  punching  magnet 
operates  a  spring-retracted  pivoted  armature  bar  SS^  mechan- 
ically connected  with  the  punch  SJ/.,  reciprocating  through  a 
guide  block  and  engaging  the  tape  upon  the  surface  of  a  suit- 
able die,  over  which  the  tape  passes.  The  tape  is  fed  along 
by  a  star  wheel  located  on  a  motor-driven  shaft  «?»5,  and  upon 
this  shaft  is  an  anchor  escapement  under  control  of  the 
spacing  magnet.  The  vibrating  reed  11  alternately  makes 
and  breaks  the  local  circuit  of  the  spacing  magnet;  this 
circuit  extends  from  battery  17  to  the  reed  ii,  contact 
spring  i5,  through  the  spacing  magnet  and  wire  31  to  the 
battery  17,  The  punching  magnet  is  in  a  local  circuit  with 
a  contact  point  16  operated  by  the  vibrating  reed  11  and 
controlled  by  the  contact  points  of  the  punching  relay,  so 
that  while  the  reed  is  continually  generating  local  circuit 
impulses,  these  impulses  are  effective  to  operate  the 
punching  magnet  at  only  such  times  as  the  punching  relay 
is  closed  upon  its  front  contact  21.  This  local  circuit  passes 
from  the  battery  17  through  reed  11  to  contact  point  16, 
thence  by  armature  20^  contact  21^  through  the  punching 
magnet,  and  wire  23^  to  the  battery.  It  wmII  thus  be  seen 
that  the  reed  11  is  continually  making  and  breaking  two 
circuits  alternately;  first,  that  of  the  spacing  magnet,  which 
is  a  continuous  operation;  and  second,  that  of  the  punchin[^^ 
magnet,  which  is  an  intermittent  operation,  rendered  so  by 
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'  the  action  of  the  punching  relay.  This  punching  relay  anti 
also  the  governing  relay  may  be  either  neutral  relays 
responsive  to  makes  and  breaks  or  they  may  be  polarised 
relays  responsive  to  reversals  of  current  ;  in  only  llie 
latter  case  would  the  battery  that  is  shown  dotted  at  the 
transmitter  be  used.  As  the  reed  11  vibrates,  the  electric 
impulses  in  the  spacing-magnet  circuit  permit  a  steady 
progressive  movement  of  the  tape.  Upon  the  arrival 
of  an  impulse  of  current  from  the  transmitting  station, 
the  contact  points  30  and  SI  of  the  punching  relay  are 
held  closed  for  one,  two,  three,  four,  or  five  times  Ihe 
time  interval  of  one  dot  length ;  and  while  this  relay  circuit- 
breaker  is  closed,  the  punch  34  operates  to  perforate  the 
tape  as  many  limes  successively  as  permitted  by  the  time 
length  or  duration  of  the  transmitted  impulse  upon  the  main 
line.  Mr.  Murray  has  thus  avoided  the  necessity  of  trans- 
mittingover  the  main  line  all  impulses  necessary  to  product 
spacing,  and  all  but  a  fractional  part  of  the  impulses  neces- 
sary to  produce  the  perforations.  It  is  of  vital  importance, 
however,  to  preserve  unison  between  the  arriving  trans- 
mitted impulsesin  the  main  line  and  the  local  punchingand 
spacing  impulses  at  the  receiving  station.  This  is  done  in 
the  following  manner. 


HOW  UNISON    IS  MAINTAINED. 

224.  The  governing  relay  operatesacircuit-breaker^fi, 
moving  between  two  fixed  contacts  27  and  28,  electrically 
connected  to  the  same  circuit  terminal,  so  that  the  moving 
contact  in  going  from  one  to  the  other  operates  to  open  the 
circuit  during  its  time  of  transit  only.  This  break  in  the 
local-vihrator  circuit  lakes  place  at  the  beginning  and  end 
of  each  main-line  signal,  and  as  the  main-line  signals  arrive 
at  a  uniform  rate  and  are  of  unit  or  multiple-unit  duration, 
the  governing  relay  operates  its  break  point  at  uniform  unit 
intervals  or  multiples  of  these  intervals.  In  the  same 
circuit  in  which  this  break  point  operates,  there  is  also  the 
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break  point  H  of  the  motor  magnet  il/,  which  works  on  the 
familiar  buzzer,  or  vibrating  bell,  principle.  There  are  thus 
two  break  points  in  the  same  circuit.  If  they  open  and 
close  together,  then  full  vibratory  impulses  flow  through 
the  magnet  i)/.  If,  on  the  other  hand,  the  rate  of  vibration 
of  the  reed  tends  to  accelerate,  or  the  rate  of  the  arriving 
current  signals  tends  to  lag,  then  the  two  breaks  occur 
more  or  less  alternately,  and,  consequently,  less  current 
gets  through — the  impulses  are  clipped — and  the  rate  of 
vibration  of  the  reed  is  reduced.  In  practice,  the  receiving 
vibrator  is  set  to  go  1  or  2  per  cent,  faster  than  the  rate  of 
the  arriving  signals,  and  then  the  governing  action  of  the 
two  interfering  break  points  in  the  same  circuit  results  in 
the  establishment  of  a  steady  balance  between  the  acceler- 
ating tendency  of  the  reed  and  the  retarding  tendency  of 
the  arriving  main-line  signals.  By  this  arrangement,  the 
necessity  for  sending  correcting  impulses  over  the  main  line 
to  secure  synchronism  is  avoided,  the  correcting  impulses 
being  obtained  locally  with  the  co-operation  of  the  main- 
line signals  themselves. 

It  is  to  be  understood  that  movable  weights  are  present 
upon  each  reed,  that  of  the  transmitting  station  and  that  of 
the  receiving  station,  and  by  varying  the  position  of  the 
weight  upon  the  reed,  the  rate  of  vibration  and  the  rate  of 
transmission  may  be  changed.  It  is  necessary  in  main- 
taining unison  to  have  a  considerable  range  of  variation  in 
the  speed  of  the  reed  at  the  receiving  station,  such  variation 
in  speed  to  be  attained  in  response  to  variation  in  the 
length  of  current  impulses  of  uniform  strength. 

225.     Constrained    Vibration    of  the    Reed. — To 

secure  this  result  there  is  placed  at  or  near  the  free  end 
and  upon  the  opposite  sides  of  the  reed,  resilient  stops, 
shown  at  12  and  13.  These  springs  receive  the  reed  on  each 
side  with  a  cushioning  effect  and  impart  an  initial  return 
movement.  In  explanation  of  this  result  it  should  be 
stated  that  the  rate  of  vibration  of  a  reed  varies  with  its 
length,  mass,  and  the  distribution  of  such  mass;  increase  of 
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current  in  the  magnet  AI  circuit  increases  the  amplitude  of 
vibratirin  without  varying  the  speed  beyond  a  practically 
negligible  amount  due  to  a  slight  electromagnetic  damping 
effect.  Rigid  limiting  stops  have  not  proved  satisfactory. 
By  the  use  of  resilient  stops,  the  movement  of  the  reed  \t 
rendered  smooth  and  uniform;  it  is  freed  from  the  inter- 
ference due  to  an  impact  with  a  rigid  stop,  which  would  act 
to  jar  and  disturb  the  normal  rate  of  vibration;  and  its  rale 
may  be  varied  by  varying  the  length  of  the  current  impulses. 

Hliape   of    Punch. — The   shape   of   the   punih 

ting  the  receiving  tape  Is  quite  important.      The 
punch  shown  in  Fig.  75  has  the  best  shape. 

227.     The    Murrajr    Alptaabet.  —  Murray, 

by  using  multiple  units  of  current  and  space  (that 
is,  by  using  several  different  time  intervals  in- 
stead of  only  one),  has  not  found  it  necessary  to 
use  reversals.  The  Murray  alphabet  is  shown 
Frci  75.  in  Fig.  70.  It  will  be  seen  that  the  uniform  time 
fur  each  k-tter  is  dividcil  into  5  equal  units  or  subdivisions, 
one  or  more  of  these  5  subdivisions  being  a  current  impulse, 
so  that  we  get  current  impulses  or  spaces  of  1,  3,  3,  4,  or  5 
units  duration.  Thirty-two  possible  combinations  are  ob- 
tained in  this  manner,  and  by  using  two  of  these  letter  signals 
as  prefixes  to  the  others  for  capitals,  figures,  and  lower-case 
letters,  about  87  characters  may  be  transmitted.  Makes 
and  breaks  or  reversals  may  be  used,  therefore,  adapting 
the  system  for  use  in  quadruplex  transmission,  a  use  not 
practicable  with  an  alphabet  using  both  makes  and  breaks 
and  reversals  as  in  Baudot's  al|)hahet.  The  alphabet,  how- 
ever, is  only  avaible  for  machine  telegraphy,  as  it  is  prac- 
tically impossible  to  observe  five  different  time  intervals 
with  sufficient  accuracy  in  manual  transmission.  No  space 
is  required  between  letters  in  the  Murray  alphabet,  whereas 
in  the  Morse  a  3-unit  space  follows  each  letter.  It  will  be 
seen  upon  examination  of  Fig.  70,  that  the  maximum  num- 
ber of  impulses  required  is  3  for  the  letter  y,  and  the  aver- 
age  number   reckoned  according  to   the   frequency  of  the 
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COMPAUtBOX  UP  ALPHABBTB. 

228.  Referring  to  Fig.  77,  it  will  be  seen  thai  tho  1 
ray  wurd  is  shorter  than  the  Morse  in  the  ratio  of  30  to  SI. 
or  +1.18  [>er  cent.  This  is  home  out  by  a  comparison  made 
with  an  actual  word,  such  as  Paris,  This  comparison  is 
made  on  Hues  13  and  14-  It  will  be  observed  that  in  this 
case  the  Murray  alphabet  is  shorter  than  the  Morse  in  the 
ratio  of  30  to  49,  or  3S.78  per  cent.  Practically,  the  two 
alphabets  are  in  the  ratio  of  3  to  3.  Hence,  using  the  same 
number  and  length  of  current  impulses  in  each  case,  asiieed 

COMPARISON  OF  ALPHABETS 


of  100  words  a  minute  with  the  Murray  aljihabet  wnulJ  imi 
be  more  than  about  CO  words  a  minute  in  Morse.  Tlir 
saving  in  the  Murray  alphabet  lies  chiefly  in  the  fact  thai 
there  is  no  space  between  the  letters.  Indeed,  signals  in 
adjoining  letters  not  unfrequently  coalesce,  as  will  be  sec" 
in  the  case  of  the  letters  p  and  a  in  the  word  Paris,  where 
one  current  impulse  is  actually  shared  by  the  two  li;tters. 
and  five  letters  are  transmitted  by  7  im]mlscs,  whereas 
in  the  Morse  representation  of  the  same  word  no  less  than 
14  impulses  are  required. 
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TESTS  OP  THE  SYSTEM. 

229.  Speed. — From  time  to  time,  as  the  system  de- 
veloped, careful  tests  were  made  of  its  capacity,  both  on 
loops  of  varying  lengths  and  on  circuits  between  cities. 
The  speeds  mentioned  below  were  calculated  on  the  basis 
of  5  letters  to  the  word  and  a  word  space  equal  to  1  letter. 
That  is  to  say,  the  receiving  tape  fed  through  the  perforator 
in  1  minute  was  measured  to  find  the  number  of  letters  it 
contained,  and  this  number  was  divided  by  6.  In  April 
and  May,  1900,  a  series  of  tests  were  made  between  New 
York  and  Chicago.  Working  direct  from  Chicago  to  New 
York  via  Meadville  without  a  repeater,  a  distance  of  1,050 
miles  by  the  route  of  the  wire,  the  best  speed  attained  was 
77  words  a  minute.  Working  with  a  repeater  at  Meadville, 
much  better  results  were  achieved,  102  words  a  minute 
being  easily  attained.  The  wire  used  was  copper,  208 
pounds  and  4.5  ohms  per  mile.  Duplex  working  was  readily 
secured.  Attempts  were  made  to  reach  a  speed  of  114  words 
a  minute.  These  were  only  partially  successful,  but  the 
results  gave  promise  of  a  speed  of  at  least  120  words  a  min- 
ute in  the  future. 

The  most  exhaustive  tests  of  the  system  were  made  from 
October  17  to  November  3,  1900,  between  Boston  and  New 
York.  Two  hundred  ordinary  commercial  messages  were 
transmitted,  consisting  of  160  business  telegrams  (including 
18  in  cipher)  and  40  domestic  and  social.  They  averaged 
10.8  words  in  the  paid  portion  of  each  message.  Following 
the  usual  practice  of  counting  single  figures  as  words,  they 
averaged  about  the  usual  rate  of  30  words  per  message ;  but, 
counting  figures  as  single  letters,  and  counting  all  letters 
by  measuring  the  transmitting  tape  and  dividing  by  6,  the 
average  was  about  26  words  per  message.  These  200  mes- 
sages were  perforated  in  Wheatstone  tape.  A  column  press 
despatch  from  the  New  York  **  Herald,"  containing  5,988 
letters  and  1,261  words,  or  an  average  of  4.75  letters  per 
word,  was  also  prepared  in  Wheatstone  tape.  This  press 
despatch  and  the  200  commercial  messages  were  trans- 
mitted from  Boston  to  New  York  day  after  day  at  speeds 
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varying  from  60  to  96  words  per  minute.  It  was  found  that 
the  apparatus  worked  with  great  accuracy,  the  whole  200 
messages  frequently  coming  through  without  error.  At 
other  times  occasional  errors  occurred,  owing  to  swinging 
wires  and  other  familiar  line  troubles  common  to  all  tele 
graph  systems. 

230.  In  regard  to  the  number  of  messages  transmitted 
per  hour,  in  tests  made  when  the  apparatus  was  running  at 
61  words  per  minute,  the  200  messages  came  through  to 
New  York  in  1  hour  23  minutes.  This  is  a  speed  of  about 
144  messages  per  hour,  or  more  than  three  times  the  average 
rate  of  transmission  by  the  Morse  key,  40  messages  per  hour 
being  regarded  as  a  fair  day's  work  for  an  average  operator. 
At  the  96-word  rate  the  messages  came  through  at  about 
230  per  hour. 

The  length  of  the  Postal  Telegraph  Company's  lines  fron^ 
New  York  to  Boston  is  about  290  miles,  and  the  lines  in- 
clude from  20  to  30  miles  of  cable.  Over  this  comparatively 
short  line  the  system  did  not  require  any  readjustment  for 
weather,  which  varied  during  the  tests  from  clear  and  cold 
to  dense  fog  and  rain  all  the  way  between  the  two  cities. 
Duplex  working  was  perfect. 

• 

231*  It  will  be  seen  from  the  foregoing  tests  that  this 
system,  working  at  the  OO-word  rate,  has  a  capacity  of 
140  messages  per  hour.  Cutting  this  down  to  120  mes- 
sages per  hour  to  allow  for  corrections  and  delays,  and 
working  duplex,  there  is  an  output  of  240  messages  per 
hour,  or  50  per  cent,  more  than  the  Morse  quadruplex  can 
achieve. 

The  tests  have  shown  that,  owing  to  the  characteristic 
alphabet,  distances  of  1,()00  miles  are  not  an  obstacle,  and 
the  inventor  is  sanguine  enough  to  believe  that  it  will  be 
possible,  though  not  at  present  connnercially  practicable,  to 
work  between  New  York  and  San  Francisco,  a  distance  of 
IJ.OOO  miles,  at  a  sixnul  of  at  least  40  words  a  minute,  or 
double  the  rate  of  manual  transmission. 
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AUTOMATIC  FACSIMILE  TELEGRAPH 

SYSTEMS. 

232.  The  facsimile  telegraph  system  is  dne  that 
transmits  the  facsimile  of  a  drawing  or  writing  that  has 
been  previously  prepared  upon  a  flat  or  smooth  surface. 
The  methods  usually  employed  involve  a  synchronous  rota- 
tion of  two  metallic  cylinders,  one  at  the  transmitting  end 
and  the  other  at  the  receiving  end. 


HUMMELL  FACSIMILE  TELEGRAPH. 

233.  In  1898  the  New  York  ** Herald"  experimented 
with  the  Hummell  system  of  picture  telegraphy,  and  since 
then  the  same  journal  has  been  making  experiments  with 
an  improved  form  of  the  Hummell  apparatus  in  connection 
with  the  Chicago  **  Times-Herald,"  St.  Louis  **  Republic," 
Philadelphia  •*  Inquirer,"  and  Boston  **  Herald." 

234.  The  apparatus,  as  described  in  the  **  Telegraph 
Age,"  consists  of  a  receiver  and  transmitter,  which  are 
similar  in  appearance  and  mechanism.  The  picture  to  be 
transmitted  is  drawn  on  a  heavy  piece  of  metal  foil,  the 
lines  of  the  drawing  being  made  with  an  insulating  ink. 
The  foil  is  then  secured  on  the  circumference  of  a  horizontal 
cylinder  on  the  transmitter,  the  cylinder  being  about  the 
size  of  a  typewriter  rubber  roller.  There  is  a  similar  cylin- 
der on  the  receiver,  upon  whose  surface  is  clamped  the 
paper  on  which  the  drawing  is  to  be  produced ;  over  this  is 
superposed  carbon  paper,  which  is  covered  in  turn  by  a 
sheet  of  thin  paper.  A  style  actuated  by  an  electromagnet 
is  adjusted  close  to  the  surface  of  the  latter,  and  each  time 
a  current  is  passed  through  the  electromagnet  the  style  is 
forcibly  pressed  against  the  moving  surface  of  the  cylinder 
and  a  corresponding  mark  is  made  on  the  two  sheets  in 
contact  with  the  carbon  paper;  the  outer  sheet  serves 
merely  to  form  a  smooth  surface  for  the  style  and  to  enable 
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the    operator    to    see     that    the    picture    is    being    properly 
produced. 

235.  The  transmitting  cylinder  passes  under  a  similar 
style  that  closes  the  circuit  between  the  receiving  and  trans- 
mitting ends  when  it  rests  upon  the  foil,  and  opens  the 
circuit  when  it  passes  over  the  lines  drawn  with  insulating 
ink,  in  the  latter  case  causing  the  style  magnet  at  the  re- 
ceiving end  to  leave  a  mark  on  the  paper  on  the  receiving 
cylinder  in  the  form  of  a  line  corresponding  to  the  width  of 
the  insulation  over  which  the  transmitting  style  passes. 
The  style  at  each  station  is  simultaneously  advanced  at  the 
end  of  each  revolution  of  the  cylinders  by  a  screw  of  small 
pilch.  If  the  surface  of  the  foil  on  the  transmitting  cylinder 
were  entirely  insulated,  the  receiving  style  would  merely 
draw  a  number  of  parallel  lines  on  the  paper  corresponding 
to  the  turns  of  the  screw,  and  separated  a  distance  corre- 
sponding to  the  pitch  of  the  screw  and  the  angle  through 
which  it  is  turned  at  each  operation.  Four  different  rales 
of  advance  may  be  given  the  style,  corresponding  to  as 
many  different  angles  of  advance  that  may,  by  appropriate 
mechanism,  be  given  the  screw. 

236.  The  two  cylinders  have  synchronous  motion,  so 
that  all  the  marks  or  lines  on  the  receiving  cylinder  corre- 
spond to  widths  of  insulating  ink  marks  on  the  transmitting 
cylinder.  Synchronism  is  obtained  as  follows:  ConnecteiJ 
with  both  receiver  and  transmitter  is  an  electric  motor  that, 
at  the  end  of  every  revolution  of  the  cylinder,  raises  a 
weight  that  acts  upon  a  clock  train  when  falling  and  thus 
gives  motion  to  the  cylinder.  At  the  end  of  each  revolution 
of  the  transmitting  cylinder,  a  contact  is  made  that  locks 
for  an  instant  the  receiving  cylinder  when  it  arrives  ja-i 
position  corresponding  to  a  similar  position  of  the  trans- 
mitting cylinder.  Thus  it  will  be  seen  that  each  cylinder 
begins  I  its  revolution  from  identical  positions  and  at  the 
same  instant,  and  as  the  clockwork  of  both  receiver  and 
transmitter  are  duplicates,  approximate  synchronism  is 
maintained  during  a  revolution.    Owing  to  the  u^  of  carboa 
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paper,  the  lines  made  by  the  receiver  are  of  cwi&iderable 
width,  and  in  consequence  the  resulting  picture  has  but 
slightly  the  appearance  of  being  made  up  of  parallel  lines. 

237.  The  Hummell  apparatus  appears  to  be  entirely 
practicable,  and  its  synchronizing  mechanism  is  quite 
simple.  The  apparatus  has  been  worked  duplex  with  sucr 
cess.  In  one  instance,  a  picture  was  sent  from  New  Yorl^ 
to  St.  Louis,  while  one  sent  from  St.  Louis  was  being  re- 
ceived in  New  York,  the  latter  picture,  in  addition,  being 
received  simultaneously  at  Boston. 


DUN  LANY    FACSIMILB  Tmh^mG^AiWM. 

238.  The  International  Facsimilegraph  Company,  in 
which  the  managers  of  the  Associated  Press  take  an  interest, 
have  been  developing  the  facsimile  telegraph  system  pat- 
ented on  August  22,  1899,  by  P.  Dun  Lany  and  Thomas 
Mills.  In  transmitting  a  picture  or  drawing  by  this  system, 
it  is  first  stereotyped  on  a  flexible  metal  plate.  The  out- 
lines of  the  picture  are  exposed,  while  the  remainder  of  the 
surface  of  the  plate  is  covered  with  a  non-conducting  paint. 
The  plate  is  then  placed  around  a  brass  cylinder  5  inches 
long  and  2  inches  in  diameter,  and  the  machine,  which  is 
operated  by  an  electric  motor,  is  started.  An  arm  bearing 
a  tracer  has  its  base  upon  a  very  finely  threaded  rod.  The 
arm  is  gradually  moved  to  the  left,  until  the  entire  picture 
has  been  covered  by  the  tracer.  Both  sending  and  receiving 
machines  are  governed  by  a  simple  synchronizing  arrange- 
ment, so  that  both  machines  are  automatically  regulated  in 
their  speed  and  run  exactly  together.  The  tracer  at  the 
sending  point  controls  the  current  on  the  wire  and  closes 
the  circuit  whenever  it  comes  in  contact  with  the  exposed 
lines  of  the  picture. 

239«  At  the  receiving  end,  the  apparatus  is  similar  to 
that  at  the  transmitting  point.  The  arm  projecting  over 
the  cylinder,  however,  is  provided  with  a  style  controlled 
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by  an  ordinary  telegraph  sounder.  Around  the  cylinder  is 
wrapped  several  sheets  of  paper  having  carbon  copying 
sheets  between  them.  The  sounder  operating  the  style 
causes  the  latter  to  bear  down  upon  the  cylinder  and 
copying  paper,  recording  the  most  minute  lines  in  the 
original  picture  as  the  tracer  at  the  sending  point  passes 
over  them.  A  portrait  was  successfully  transmitted  by  this 
method   over  a  650-milc  circuit  between  Cleveland  and  Si. 


240.  In  transmitting  written  or  printed  matter,  the 
process  is  the  same,  except  that  the  copy  is  either  written 
or  copied  on  a  flexible  metal  plate,  the  circuit  being  broken 
whenever  the  tracer  strikes  the  non-conducting  ink.  In 
this  case  the  receiving  instrument  is  reversed,  so  that  it 
records  on  the  paper  the  opening  instead  of  the  closing  of 
the  circuit.  The  synchronizing  arrangement  is  very  inge- 
nious. It  is  said  that  the  operator  at  the  transmitting 
point,  no  matter  how  many  receiving  machines  there  may 
be  cut  in  along  the  line,  can  easily  correct  or  regulate  the 
speed  of  all. 

It  is  claimed  that  by  using  an  enlarged  cylinder,  a  half 
or  even  a  full  newspaper  page,  in  matrix  form,  can  be 
placed  in  a  transmitting  machine,  operated,  say,  in  New 
York  or  Chicago,  and  reproduced  simultaneously  in  practi- 
cally all  the  leading  cities  of  the  country  within  a  very  few 
minutes. 


AMERICAN   DISTRICT  TELEGRAPH 
SERVICE. 

241.  In  all  large  cities  there  are  companies  with  some 
such  title  as  in  the  above  heading  that  enable  a  subscriber 
to  notify  them  that  a  messenger,  hack,  policeman,  fireman, 
doctor,  or  some  other  service  is  desired  at  once.  The  sub- 
scriber, by  turning  the  crank  on  a  small  call  box  placed  in 
his  ofhce,  causes  a  certain  special  signal  or  number  to  be 
sent   to   the   central  office,   thereby  notifying   the  central 
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office  exactly  what  subscriber  is  calling.  The  majority  of 
call  boxes  in  use  are  of  this  type  and  are  used  merely  to  call 
for  a  messenger.  However,  call  boxes  are  also  used  that 
enable  the  subscriber  to  notify  the  central  office  whether  a 
messenger,  doctor,  policeman,  fire  department,  or  other 
service  is  desired.  Furthermore,  all  types  of  call  boxes  may 
be  fitted  with  a  return  signal  whereby  the  subscriber  is 
notified  by  the  ringing  of  a  bell  or  by  some  other  signal  that 
his  call  has  been  properly  received.  Lately  the  telephone 
is  being  adapted  by  some  district  telegraph  companies.  A 
telephone  specially  connected  is  installed  in  each  sub- 
scriber's office  to  enable  the  subscriber  to  call  up  the  central 
office  and  make  his  wants  known.  However,  the  central 
office  cannot  usually  call  up  the  subscriber  nor  can  one 
subscriber  be  furnished  with  connection  to  any  other  sub- 
scriber. In  other  words,  there  is  no  provision  or  intention 
whatever  to  enter  the  telephone-exchange  business. 

242.  Call  boxes  are  made  in  an  almost  infinite  number 
of  different  ways  and  for  various  purposes.  However,  they 
are  invariably  connected  in  series  in  a  circuit  that  does  not 
normally  use  the  ground  as  a  return  conductor.  Morse  ink 
or  embossing  registers  are  invariably  used  at  the  central 
office  to  record  the  calls  sent  in  by  the  subscribers,  and,  in 
addition,  a  bell  or  gong  is  generally  used  to  notify  the  cen- 
tral-office attendant  that  a  call  is  coming  in. 

243.  A  diagram  of  connections  used  in  the  district 
telegraph  service  is  shown  in  Fig.  78,  in  which  the  central 
office  and  four  subscribers'  call  boxes  A^  B,  C,  and  D  are 
included.  At  the  central  office,  the  line  circuit  normally 
includes  the  key  ^,  battery  B,  and  relay  R.  If  call  box 
No.  42  is  properly  operated,  the  line  circuit,  which  is  nor- 
mally closed,  will  be  opened  4  times,  and  after  a  proper 
interval  2  times,  thus  causing  the  armature  of  the  relay  to 
close,  on  its  back  stop,  a  circuit  containing  a  local  bat- 
tery/,^, a  Morse  ink  or  embossing  register -£,  and  a  gong  5 
4  and  2  times.  Thus  a  record  of  the  signal  42  is  made  on 
the  register  £  and  at  the  same  time  an  audible  signal  is 
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made  by  means  of  the  single-stroke  gong  or  bell  ^\  If 
return-call  boxes  are  used  on  this  circuit  at  the  subscribers' 
station,  the  attendant  presses  the  key  k  immediately  after 
receiving  the  signal,  thus  sending  a  current  from  the 
return-call  battery  Trover  the  line  to  the  box  that  has  been 
operated,  where  a  momentary  connection  to  earth  affords  a 
return  circuit.  The  batteries  L  B  and  T  usually  consist  of 
Leclanch6  cells,  and  B  of  some  form  of  closed-circuit  cells, 
such  as  gravity,  Gordon,  Edison-Lalande,  or  storage  cells, 
or  a  converter  or  motor  dynamo  may  be  used.  A  and  D 
represent  ordinary  single-call  boxes,  B  and  C  return-signal 
boxes,  /?,  as  indicated,  having  five  distinct  calls. 

244.  The  mechanism  at  D  consists  of  a  gear-wheel  r, 
having  a  spiral  spring  that  is  wound  up  whenever  the 
crank  f  is  turned  in  the  act  of  calling  for  a  messenger. 
When  the  crank  is  released,  it  returns  to  its  normal  posi- 
tion. When  the  handle  /  is  turned,  the  stop  //  moves  out 
of  the  path  of  the  pin  i  and  the  spring  propels  the  mecha- 
nism, causing  the  break  wheel ;//  to  make  1  revolution  in  the 
direction  of  the  arrow ;  the  lever  h  coming  in  the  path  of 
the  pin  i  stops  the  wheel  at  exactly  the  same  place  every 
time.  As  the  wheel  revolves,  the  circuit  between  the  wheel 
and  the  brush  j  is  broken  every  time  an  insulated  segment 
on  the  periphery  of  the  wheel  comes  under  the  brush. 
Thus  at  station  D,  the  circuit  is  broken  4  times,  and  then 
2  times,  causing  the  signal  42  to  be  sent  into  the  central 
office. 

245.  Multiple-Call  Box.  —  In  a  call  box  such  as 
shown  at  Z?,  by  means  of  which  several  different  calls  may 
be  made,  the  circuit  would  be  interrupted,  after  the  box 
number  would  have  been  sent  in,  once  for  a  messenger, 
twice  for  a  coupe,  three  times  for  a  hack,  etc.  Upon  the 
periphery  of  the  break  wheel  there  would  be,  besides  those 
necessary  for  sending  in  the  box  number,  such  additional 
insulated  segments  as  are  required  for  the  various  calls. 

246.  Return-Call  Box. — At  C  in  the  figure  is  shown 
the  mechanism  of  a  return-call  box.     It  has  two  springs  o 
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and  n  that  are  normally  insulated  from  each  other,  and  also 
from  the  break  wheel  m'.  The  break  wheel  when  released 
makes  2  complete  revolutions.  Upon  making  the  second 
revolution,  the  arm  h'  comes  into  such  a  position  as  to  press 
the  two  springs  n  and  o  together,  for  a  short  time  only, 
however.  If,  while  these  two  springs  are  in  contact,  the 
attendant  depresses  the  key  k^  a  current  from  the  return- 
call  battery  7" will  pass  out  over  line  2,  through  the  springs^ 
and  n  and  the  magnet  R  C  oi  the  return-call  bell,  and 
returns  through  the  ground.  It  is  necessary  with  this  type 
of  box  for  the  attendant  to  depress  the  return-call  key  as 
soon  as  the  whole  signal  is  received,  otherwise  he  cannot 
give  the  return  signal.  Returp-call  boxes  may  be  manual 
or  automatic.  In  one  form  of  the  manual  return-call  box, 
the  subscriber,  after  calling,  must  press  his  finger  on  a 
knob,  or  push  button,  in  order  that  the  office  may  signal 
back.  This  is  done  by  causing  a  little  ball  to  tap  against  a 
glass  disk,  thus  informing  the- subscriber  that  his  call  has 
been  received. 

247.  Automatic  Return-Call  Boxes. — Box  B  in  this 
figure  is  an  automatic  return-call  signal  box  made  by  the 
Viaduct  Manufacturing  Comi)any.  When  the  subscriber 
calls,  the  ()  K  disappears  and  when  the  office  signals  back, 
the  OK  drops  into  view,  signifying  that  the  call  has  been 
received.  The  return-call  magnet  has  a  resistance  of  about 
13  ohms  and  the  normal  current  due  to  the  battery  />  is  not 
sufficient  to  operate  it. 

248.  The  Field  and  Fireman  return-call  box  made 
by  the  Western  Electric  Company  has  provision  for  sending 
in  as  many  as  11  different  calls.  When  primary  batteries 
are  used  with  this  call  box,  the  arrangement  is  generally  as 
shown  in  1^'ig.  71).  At  6' enough  of  the  box  mechanism  is 
shown  to  enable  the  student  to  understand  the  method  of 
giving  the  return  signal.  Normally,  the  gravity  battery  i^, 
containing  about  \\  cells,  sends  enough  current  through 
the  circun't  to  keep  the  relay  energized;  and  the  magnet  Rs^ 
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which  gives  the  return  signal,  is  short-circuited  by  the  con- 
nection between  the  spring  b  and  the  piece  a.  When  a  call 
is  made  by  moving  the  lever/',  the  piece  a  is  moved  so  that 


the  spring  b  is  separated  from  a,  thus  opening  the  short  cir- 
cuit around  Rs,  and,  furthermore,  the  hook  c  catches  at  d 
and  holds  the  circuit  open  between  a  and  b.  The  magnet  Rs 
is  then  directly  in  the  line  circuit.     While  the  box  is  in  this 
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condition,  just  after  a  call  has  been  completed,  the  attend- 
ant presses  a  special  push-butlon  key  K,  which  connects  e 
to  the  line  at  «,  and  i  to  the  other  line  at  o.  This  connects 
the  battery  /''  of  about  13  Leclanch^  cells  and  the  large 
spark  coil  /between  n  and  o.  On  account  of  the  high  in- 
ductance of  the  coil  /,  almost  all  of  the  rapidly  increasing 
initial  current  from /^  will  pass  over  the  line,  momentarily 
energize  the  return-signal  magnet  Rs.  cause  its  armature  to 
release  a,  the  hammer  attached  to  which  strikes  the  gong, 
and  the  circuit  around  Rs  is  closed  at  b.  The  current  is 
only  on  a  moment  while  the  key  AT  is  depressed. 

24B.  Many  boxes  have  a  provision  for  temporarily  or 
permanently  grounding  the  circuit  in  case  of  a  break  some- 
where in  the  circuit.  By  also  grounding  both  sides  at  the 
central  office,  all  boxes  are  still  in  working  condition,  but 
with  a  ground  return,  instead  of  a  complete  metallic  circuit. 
With  metallic  circuits,  which  are  the  ones  generally  used, 
one  accidental  ground  on  a  circuit  does  not  interfere  with 
the  operation  of  the  system.  In  the  case  of  two  grounds  on 
the  same  circuit,  only  the  call  bnxes  l)et\veen  the  two  grounds 
are  rendered  useless  until  one  or  both  grounds  are  removed. 
It  is  customary  to  make  regular  tests  at  the  central  office  of 
every  call  box  about  once  an  hour,  in  order  that  grounds 
and  breaks  may  be  detected  and  removed.  It  is  further 
customary  to  have  extra  relays  at  the  central  office  that  may 
be  instantly  cut  in  the  circuit  in  place  of  the  regular  relays, 
in  case  any  of  the  latter  fail  to  work.  All  possible  precau- 
tions are  taken  to  keep  all  circuits  always  in  working  order. 

Switchboards  resembling  those  in  telegraph  offices  are 
used  for  connecting  the  central-office  relays,  batteries,  and 
test  instruments  with  the  various  circuits.  Although  as 
many  as  100  call  boxes  may  be  operated  in  one  circuit,  it  is 
not  customary  to  connect  over  50  in  the  same  circuit 
With  such  a  large  number  there  is  so  much  more  danger  of 
signals  from  more  than  one  box  being  sent  in  at  the  same 
time.  In  district  telegraph  systems,  usually  no  provision 
is  made  to  avoid  the  interference  uf  one  signal  with  another. 
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In  case  it  happens  and  the  attendant  is  unable  to  recognize 
one  or  both  signals,  there  is  no  remedy,  and  one  or  both 
subscribers  must  repeat  their  calls.  In  case  the  subscriber 
has  a  return-call  box,  he  will  know  from  the  absence  of  a 
return  signal,  that  he  should  repeat  his  call. 


M*CUL.L.OH  DISTRICT   TELEGRAPH  SYSTEM. 

250.  Ordinarily,  a  break  in  the  line  might  result  either 
in  the  cutting  out  of  all  <iall-box  stations  beyond  the  break 
or  in  making  the  entire  circuit  inoperative  until  the  break  is 
located  and  repaired.  To  avoid  this  defect,  the  arrange- 
ment shown  in  Fig.  80  was  devised  by  Mr.  C.  F.  McCulloh. 
The  boxes  have  ground  c6nnections  that  are  normally  open, 
but  the  ground  connections  are  closed  temporarily  when  the 
boxes  are  operated,  and  the  ground  at  the  central  office  may 
be  connected  to  the  circujt  at  any  time  by  the  attendant. 
The  boxes  are  provided  .with  a  device  for  simultaneously 
making  and  breaking  collections  with  the  main  line  and 
with  the  ground,  so  that  while  the  line  is  intact,  the  current 
returns  over  the  line  wire^  but  in  the  event  of  a  break,  the 
return  is  through  the  ground.  Nothing  short  of  two  sim- 
ultaneous breaks,  one  on  each  side  of  the  station,  can 
throw  a  box  out  of  communication  with  the  central  office 
and  even  then  the  other  stations  on  the  same  circuit  are  not 
affected. 

251.  Operation.  —  Ordinarily,  common  pin  plugs 
would  be  placed  in  the  holes  a,  ^,  r,  and  rf,  and  the  switches  s^ 
and  J,  would  be  turned  to  the  left  so  as  to  connect  with  the 
two  grounded  buttons  e^  and  e^,  as  shown  here  for  the  call- 
box  circuit  No.  1  {C.  B,  C,  No.  1).  The  current  may  be 
traced  from  G^„  through  ^,,  j,,  /?„  /,  ^,  u,  call-box  circuit 
No.  1,  z/,  tf,  w,  ^„  G,  and  finally  back  to  G^.  This  is  shown 
in  the  small  detached  diagram  (^),  which  is  lettered  the  same 
as  the  other  part  of  the  figure.  The  central  office  is  imme- 
diately notified  if  a  break  occurs  on  a  circuit,  because  the 


with  the  button  w,  A  split  wedge,  containing  the  extra 
relay  in  circuit  with  it,  should  be  inserted  in  the  hole  c,  as 
indicated.     This  will  make  two  outgoing  parallel  circuits 
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worked  with  the  same  battery  B^  and  a  ground  return  when- 
ever a  call  box  on  this  circuit  is  operated.  This  is  clearly 
shown  in  the  detached  small  diagram  (^),  in  which  the  cir- 
cuit is  lettered  the  same  as  in  the  other  part  of  the  figure. 
One  circuit  may  be  traced  from  the  battery  B^  through  ^,  /, 
extra  relay,  ^,  /,  call-box  circuit  No.  2,  to  a  ground,  as  at  G^„ 
at  some  box  from  which  a  signal  is  being  sent  and  back 
through  the  ground  to  G  and  the  battery  B^,  The  other 
circuit  from  the  battery  B^  passes  through  ^,  ;«„  j„  R^^  «, 
d,  o,  call-box  circuit  No.  2,  to  a  ground,  as  at  6\,  at  some  box 
from  which  a  signal  is  being  sent  and  back  through  the 
ground  to  G  and  the  battery  B^.  Thus  stations  on  both 
sides  of  the  break  can  signal  the  central  office. 

252*  Breaks  and  Grounds  on  Line. — The  central 
office  is  notified  immediately  a  break  or  ground  occurs  on  an 
otherwise  good  circuit.  For,  suppose  a  break  occurs  on 
circuit  No.  1,  and  that  the  wire  on  the  side  of  the  break 
connected  to  v  becomes  grounded.  When  the  break  occurs, 
all  current  will  be  cut  from  the  relay  /?„  the  gong  5,  will 
sound,  and  the  register  Rs^  start.  The  attendant  recognizes 
that  the  one  side  is  open  and  can  test  to  determine  whether 
the  other  side  is  grounded  or  open  by  inserting  in  the  hole  a 
a  split  wedge,  containing  in  circuit  with  it  an  extra  relay. 

If  the  No.  1  circuit  is  grounded  on  the  v  side  of  the  open 
circuit,  the  extra  relay  will  be  energized;  if  open,  it  will  not 
be  energized.  If  the  side  connected  to  «  [see  diagram  {s)] 
becomes  grounded  and  the  other  side  opens,  there  will  be 
no  current  in  either  R^  or  in  the  extra  relay,  because  now 
no  current  flows  from  B^  in  either  side  of  the  No.  1  circuit. 
In  this  case,  the  register  Rs^  and  the  extra  register  will  run 
until  stopped.  In  case  of  an  open  circuit  and  the  registers 
start,  the  local  circuit  should  be  transferred  from  the  back 
stop/" to  the  front  stop  A  of  the  relay  to  stop  the  register 
and  also  in  order  that  the  gong  will  sound  when  the  break 
is  repaired  and  the  relay  is  again  energized. 

253*  Double-pen  Ink  regtsters  are  commonly  used 
in  district  telegraph  offices.     The   one   local  battery  L  B 
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supplies  current  for  the  three  local  circuits.  A  good  form  of 
open-circuit  cell,  storage  batteries,  or  converters  may  be 
used  at  L  B.  A',  and  ZJ,  should  be  closed-circuit  cells,  stor- 
age batteries,  or  converters.  Whenever  storage  batteries 
or  generators  are  used,  resistances  and  fuses  to  limit  the  cur- 
rent to  a  safe  strength  should  be  connected  in  each  circuit. 


M'CLTl,LOH  BVBTEM  WITH  DVISAMOS. 

254.  The  connections  of  the  McCulloh  system,  as  used 
in  Denver,  where  dynamos  are  usL-d,  replacing  175  gravity 
and  Leclanche  cells,  is  shown  in  Fig.  81  (n).  The  momentary 
grounding  of  each  call  box  when  operated  made  it  necessary 
to  place  the  4tiO-ohm  relay  that  controls  the  register  record- 
ing the  call  on  the  same  end  of  the  circuit  with  the  genera- 
tor. On  this  account  the  arrangement  shown  here  was 
made  to  enable  the  operator  to  at  once  detect  a  ground, 
heavy  escape,  or  break  in  the  circuit.  There  is  a  400-ohm 
relay  that  controls  the  register  on  the  dynamo  end  and  a 
150-ohm  relay  that  controls  a  vibrating  bell  on  the  ground 
end  of  each  circuit.  Both  the  register  and  vibrating  bell 
are  normally  connectedio  the  back  contact  stops  of  their 
respective  relays,  enough  current  being  used  to  keep  both 
the  relays  closed.  However,  the  local  contact  stops  of  the 
relays  are  so  connected  that  either  the  front  or  back  stop 
may  readily  be  used  as  the  occasion  demands. 

256.  There  are  fourteen  circuits  in  the  Denver  system; 
the  current  for  all  of  them  is  supplied  by  a  motor  dynamo 
giving  34  volts,  the  positive  brush  being  connected  toward 
the  line.  The  current  is  reduced  by  means  of  resistance 
lamps  to  such  a  strength  that  it  will  not  magnetize  the 
13-ohm  coil  of  the  answer-back  signal  magnet  in  the  sub- 
scriber's box  sufficiently  to  cause  the  O  K  sign  (see  B, 
Fig.  78)  to  drop  into  view. 

The  answer-back  push  button  when  pressed  down  grounds 
the  end  of  the  circuit  just  outside  of  the  l»0-ohm  relay,  and 
at   the  same   time  connects  170  volts  positive  to  the  other 
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end  of  the  line  just  outside  the  400-ohm  relay.     Enough 
current  is  thus  forced  through  the  circuit  containing  the 
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13-ohm  coil  of  the  answer-back  signal  in  the   call  box  to 
release  the  catch  and  drop  the  O  K  sign  into  view. 
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256.  In  case  of  a  ground,  escape,  or  opening  of  a  cir- 
cuit, the  current  being  cut  off  from  the  150-ohm  relay 
causes  the  relay  to  open,  thereby  closing  the  local  circuit 
and  ringing  the  bell.  The  operator  at  once  switches  the 
circuit  to  a  set  of  so-called  McCulloh  relays,  as  shown  at  (^), 
so  that  no  call  will  be  lost,  unless  more  thau  one  break 
or  ground  occurs  at  the  same  time  on  the  same  circuit.  A 
break  is  represented  in  this  figure  by  the  cross  on  the  line 
wire.  One  of  the  relays  being  connected  to  the  24- volt  pos- 
itive dynamo,  the  other  had  to  be  connected  to  the  85-volt 
negative  dynamo,  no  smaller  negative  voltage  being  avail- 
able, and  opposite  polarities  being  desirable,  so  that  the  two 
relays  will  close  when  a  break  on  the  circuit  is  repaired. 
The  operation  of  either  relay  will  work  the  register.  The 
switchboard,  which  is  a  collection  of  small  spring  jacks, 
hsCving^l'L  jacks  for  each  circuit,  was  ma'^'"  expressly  for 
these  circuits,  and  is  so  wired  that  changes  may  be  rapidly 
made  from  the  regular  relays  to  McCulloh  sets,  making  it 
almost  impossible  for  a  call  to  be  lost. 


TBLBPHONB  IN  DISTRICT  TBLBGRAPH  SYSTEM. 

257.  The  telephone  is  coming  more  and  more  into  use 
every  day  in  district  telegraph,  police,  fire-alarm,  and  rail- 
road systems.  In  Fig.  82  is  shown  an  arrangement  intro- 
duced by  the  Viaduct  Manufacturing  Company  for  the  use 
of  the  telephone  in  the  district-telegraph  service.  The 
circles  in  the  line  circuits  represent  subscribers'  stations. 
The  connections  at  one  subscriber's  station  are  shown  in 
full  at  the  left.  Besides  the  usual  strap  switchboard,  relays, 
registers,  gongs,  and  batteries  at  the  central  office,  there  is 
also  a  spring  jack  in  each  foop  circuit  and  a  few  telephones 
connected,  as  shown  at  the  right  side  of  the  figure,  to 
wedges  or  plugs  w,  and  a  number  of  plugs  connected  in 
pairs,  as  at  Q.  Normally,  there  is  no  wedge  in  the  jack  and 
the  receiver  R  rests  on  the  regular  telephone  hook  switch. 
In  this  state  of  affairs  any  subscriber  can  call  up  the  central 
office  by  turning  the  handle  of  an  ordinary  single-call  signal 
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box  in  the  usual  manner.  As  soon  as  the  call  is  received  "ii 
Lhe  register  in  the  No.  1  tircuil,  for  instance,  the  operator 
inserts  a  double  wedge  m,  to  which  a  telephone  is  connected, 
into  the  jacky^.  Both  subscriber  and  operator  put  their 
receivers  to  their  ears  and  can  then  communicate  with  each 
other.  The  subscriber  makes  his  wants  known  and  the 
operator  atteiuLs  to  them.  When  the  receiver  R  is  removed 
from  the  hook,  the  lever  /e  makes  contact  with  m  and  n  and 
parts  from  o.  This  closes  a  local  circuit  containing  the 
battery  B,  the  telephone  transmitter  7',  and  the  primary 
winding  />  of  an  induction  coil.  It  also  connects  the  re- 
ceiver /i  and  the  secondary  windin((  r  of  the  induction  coil 
in  series  in  the  line  circuit. 

258.  No  method  is  here  shown  by  which  the  central 
office  can  call  up  a  subscriber.  If  this  is  done,  it  requires 
either  an  answering  battery  and  key  of  some  kind  at  a  and 
3  gong  at  the  signal  box  or  a  magneto  generator  at  a  and  a 
magneto,  or  polarized,  bell  at  the  subscriber's  station.  It 
is  not  absolutely  necessary  or  advisable  in  some  cases  to  use 
a  hook  switch  in  the  telephone  at  the  central  office.  The 
telephone-transmitter  circuit  may  be  closed  permanently 
during  the  busy  part  of  the  day  and  the  receiver  and  sec- 
ondary winding  of  the  induction  coil  permanently  connected 
to  the  two  sides  of  the  wedge  w.  Plugs,  connected  to- 
gether as  at  Q,  may  be  used,  by  inserting  each  in  a  differ- 
ent jack,  to  interchange  the  grouping  of  the  call-box  circuits. 
A  simple  telephone  switchboard  could  be  used  in  place  of 
the  jacks  and  plug  circuits  shown  here. 

269.     SlgnalinK  In  Case  of  a  Fault. — Suppose  there 

is  an  open  circuit,  or  ground,  at  some  point  on  the  No.  2  cir- 
cuit. By  turning  the  switch  i',  to  the  left  and  inserting  a 
split  plug,  connected  to  an  extra  relay,  in  the  switchboard 
at  c,  subscribers  on  both  sides  of  the  trouble  can  still  signal 
the  exchange.  This  will  put  half  the  battery  5,  andarelay 
in  circuit  with  each  portion  of  the  circuit.  A  signaling  box, 
such  as  that  made  by  the  Viaduct  Manufacturing  Company, 
which  makes  connection  alternately  with  one  line  and  the 
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ground  when  operated,  must  be  used  at  each  station.  B^ 
and  B^  are  main-line  closed-circuit  batteries;  all  the  other 
batteries  usually  consist  of  Leclanch6  cells.  When  this 
arrangement  is  equipped  to  send  in  fire-alarms,  a  so-called 
slow-motion  fire-alarm  box  will  be  used.  The  mechanism  of 
such  a  box  is  constructed  so  that  the  signals  follow  one  an- 
other slowly,  thus  allowing  the  gongs  to  strike  slowly. 
Fire-alarm  boxes  usually  repeat  the  number  of  the  box 
three  to  five  times. 

260.  The  American  District  Telegraph  Company  in 
New  York  City  has  introduced  on  some  of  its  circuits  a 
compact  signal  and  telephone  instrument.  The  telephones 
are  worked  upon  a  common-battery  system,  there  being  no 
battery  for  the  telephone  transmitter  at  the  subscriber's 
station,  all  batteries  being  located  at  the  central  office.  On 
each  box  are  two  push  buttons,  one  on  each  side  of  the  in- 
strument for  connecting  either  side  of  the  line  to  the  ground. 
By  pushing  one  or  the  other  of  these  buttons  in  case  of  an 
open  circuit  on  the  loop,  communication  may  still  be  main- 
tained with  the  central  office. 


TESTING. 


ROUGH  TESTS, 

261.  The  testing  of  circuits  and  apparatus  is  an  impor- 
tant matter  in  all  branches  of  electrical  work.  The  general 
methods  described  in  Electrical  Measurements  are,  as  a  rule, 
directly  applicable  to  telegraph  work,  but  more  specific 
directions  will  be  given  here.  In  testing  either  lines  or  ap- 
paratus, it  is  frequently  necessary  to  make  rough  tests  to 
show  whether  or  not  circuits  are  continuous  or  broken,  or 
whether  they  are  crossed,  grounded,  or  properly  insulated. 
These  tests  do  not  require  accurate  measurement,  they 
being  merely  for  the  purpose  of  determining  the  existence 
of  a  certain  condition  without  the  necessity  for  measuring 
accurately  the  extent  to  which  that  condition  exists. 
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MAGNBTU  TEWTIIKG   SET. 

ommoii  and   useful  form  of  testing  in- 
strument is  that  consisting 
of  a  magneto  generator  and 
polarized  bell,   together 
with  some  simple  form  of 
telephone,    all    mounted 
_         compactly    in    a    box 
provided  with  a  strap 
for     convenience     in 
carrying.      Such    an 
outfit     is    shown    in 
Fig.   83.     The  polar- 
J  izedbellisusuallycon- 
nected  in  series  with 
the  generator,  which 
is  preferably  provided 
with     an     automatic 
shunt.     The   circuits 
of  a  convenient  form 
of     magneto  -  testing 
set   having  an   auto- 
matic    shunt     are 
shown  in  Fig.  »■!. 

263.  The  polarized  bell  R  is  here  connected  in  series  with 
the  generator  G  when  the  small  switch  S  is  in  contact  with 
the  center  button.  When  the  switch  is  thrown  to  the  left, 
the  call  hell  is  cut  out  of  circuit  and  the  generator  only  is 
connected  across  the  line  terminals,  this  condition  being 
advantageous  when  it  is  necessary  to  signal  a  distant  station 
over  a  line  that  may  be  partially  grounded  or  crossed.  When 
the  generator  is  at  rest  and  the  switch  thrown  to  the  right, 
only  the  telephone  7"  is  connected  in  the  circuit  between 
the  binding  posts  L,  L',  the  generator  being  short-circuited 
by  the  automatic  device.  The  telephone  T  may  then  be 
used  either  as  a  transmitter  or  as  a  receiver  for  communi- 
cating with  another  party  on  the  line. 
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When  the  handle  of  the  generator  is  turned,  the  short 
circuit  around  the  armature  winding  is  opened  and  the  cur- 
rent from  the  generator,  if  the  switch  is  turned  to  the  right, 
will  pass  through  the  telephone  and  to  line,  thus  producing 
a  buzz  in  the  telephone.  By  means  of  this,  the  party  test- 
ing can  often  form  some  ^  ^^ 
idea  of  the  resistance  or 
capacity  of  a  circuit  by 
the  loudness  of  the  buzz 
produced  when  ringing 
through  the  telephone. 

264.  Continuity 
Tests. — In  testing  wires 
for  continuity,  the  termi- 
nals of  the  magneto  set 
should  be  connected  to 
the  terminals  of  the  wire 
and  the  generator  oper- 
ated, the  switch  of  the 
testing  set  being  thrown 
so  as  to  include  the  bell 
and  generator  in  series. 
A  ringing  of  the  bell  will 
usually  indicate  that  the  circuit  is  continuous.  This  is  a 
sure  test  on  short  lines,  but  should  be  used  with  caution  on 
long  lines  and  cables,  because  it  may  be  that  the  capacity 
of  the  line  wires  themselves  will  be  sufficient  to  allow  enough 
current  to  flow  through  the  bell  to  operate  it  even  though 
the  line  or  lines  are  open  at  some  distant  point. 

265.  Testing  for  Crosses.  —  In  testing  a  line  for 
crosses,  either  with  the  earth  or  with  other  conductors,  one 
terminal  of  the  magneto  set  should  be  connected  to  the  line 
under  test,  both  ends  of  which  are  insulated  from  the  ground 
and  from  other  conductors.  The  other  terminal  of  the  mag- 
neto set  should  be  connected  successively  with  the  earth  and 
with  any  other  conductors  between  which  and  the  wire  under 
test  a  cross  is  suspected.     A  ringing  of  the  bell  will,  under 
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these  conditions,  indicate  that  a  cross  exists  between  the 
wire  under  test  and  the  ground  or  the  other  wires,  as  the 
case  may  be,  and  the  strength  with  which  the  bell  rings  and 
also  the  pull  of  the  generator  in  turning  will  indicate  in  some 
measure  the  extent  of  this  cross. 

266.  An  experienced  telephone  lineman  can  often  tell 
with  considerable  accuracy  the  approximate  location  of  a 
cross  on  a  line  by  the  sound  produced  by  the  bell  or  by  the 
pull  of  the  generator  crank  when  the  generator  alone  is 
thrown  on  the  circuit.  Here  again,  however,  as  in  the  case 
of  continuity  tests,  the  ringing  of  the  bell  is  not  a  sure  indi- 
cation that  a  cross  exists  if  the  line  untfer  test  is  a  very  long 
one.  The  insulation  may  be  perfect  and  yet  a  sufficient 
current  may  pass  to  and  from  the  line,  through  the  bell,  to 
cause  it  to  sound,  these  currents  of  course  being  due  to  the 
static  capacity  of  the  line  itself. 

267.  In  testing  very  long  lines  or  comparatively  short 
lines  of  cable,  the  magneto  set  must  be  used  with  caution 
and  intelligence,  on  account  of  the  cap^qity  effects  referred 
to.  For  short  circuits  in  local  testing,  however,  the  results 
may  be  relied  on  as  being  accurate.  Magneto  testing  sets 
are  commonly  wound  in  such  manner  that  the  generator 
will  ring  its  own  bell  through  a  resistance  of  about  25,000 
ohms.  They  may,  however,  be  arranged  to  ring  only 
through  10,000  ohms,  or,  where  especially  desired,  through 
from  50,000  to  75,000  ohms.  The  first  figure  mentioned— 
35,000  ohms — is  probably  best  adaptwl  for  all-around  testing 
work. 


CCJRRBNT-DBTBCXOR  GALVANOMBXBB. 

268.  In  order  to  test  for  grounds,  crosses,  or  open  cir- 
cuits on  long  lines  or  on  cables  without  the  liability  to  error 
that  is  likely  to  arise  in  testing  with  a  magneto  set,  a  cheap 
form  of  galvanometer  for  detecting  currents  may  be  used. 
In  testing  for  grounds  or  crosses,  the  galvanometer  should 
be  connected  in  series  with  several  cells  of  battery,  and  one 
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terminal  of  the  circuit  applied  to  the  wire  under  test,  it 
being  carefully  insulated  at  both  ends  from  the  earth  and 
from  other  wires,  while  the  other  terminal  of  the  galvanom- 
eter and  batteries  should  be  connected  to  the  ground  and 
to  adjoining  wires  successively.  A  sudden  deflection  of 
the  galvanometer  needle  may  take  place  whenever  the  cir- 
cuit is  first  closed,  this  being  due  to  the  rush  of  current  into 
the  wire  necessary  to  charge  it.  If  the  insulation  is  good, 
then  the  needle  of  the  galvanometer  will  soon  return  to  zero, 
but  if  a  leak  exists  from  a  line  to  ground  or  to  the  other 
wire  with  which  it  is  being  tested,  the  galvanometer  needle 
will  remain  permanently  deflected. 

Tests  for  insulation  can  be  made  with  considerable  accu- 
racy by  this  method  if  a  battery  consisting  of  about  50  cells 
is  used,  but  if  the  resistance  of  an  insulation  is  to  be  meas- 
ured in  megohms,  the  methods  to  be  described  under  the 
heading  of  **  Accurate  Tests  "  should  be  followed. 

269.  In  testing  for  continuity,  the  distant  end  of  the 
line  should  be  grounded  or  connected  with  another  wire 
known  to  be  good,  and  the  galvanometer  and  battery  ap- 
plied, either  between  the  wire  under  test  and  ground  or 
between  the  wire  under  test  and  the  good  wire.  In  this 
case,  a  permanent  deflection  of  the  galvanometer  needle 
will  denote  that  the  wire  is  continuous,  while  if  the  needle 
returns  to  zero,  it  is  an  indication  of  a  broken  wire. 


TBSTS    UVITH  TBLBPHONB  RECBIVBR. 

270.  The  importance  of  the  telephone  receiver  as  a 
testing  instrument  is  greatly  underrated  and,  consequently, 
is  not  very  extensively  used.  However,  a  good  receiver  is 
one  of  the  most  sensitive  detectors  of  current  known,  and 
if  connected  in  series  with  a  battery,  it  may  be  used  for 
rough  tests  in  many  cases  with  greater  facility  than  the 
magneto  testing  set  or  the  detector  galvanometer. 

271.  Convenient  Testing  Set. — The  ordinary  watch- 
case  receiver,  with  a  head-band  for  attaching  it  to  the  ear 
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of  the  user,  together  with  one  or  two  small-sized  cells  of 
dry  battery,  form  a  testing  set  that,  for  local  work,  is  un- 
surpassed, and  may  be  used  in  testingotit  cables  for  grounds 
or  broken  wires.  If  the  set  is  to  be  portable,  the  batteries 
should  be  small  enough  to  be  carried  in  the  coat  pocket  of 
the  user,  and  if  two  cells  are  used,  may  be  bound  together 
side  by  side  by  a  wrapping  of  ordinary  adhesive  tape.  One 
terminal  of  the  battery  is  connected  to  one  terminal  of  the 
head-receiver,  while  to  the  remaining  terminals  may  be 
connected  flexible  cords  provided  with  terminals  adapted  to 
make  contact  with  the  various  parts  of  the  circuit  that  it  is 
desired  to  test.  This  arrangement,  while  being  capable  of 
detecting  the  most  feeble  currents,  has  the  further  advan- 
tage of  being  light  and  of  allowing  the  complete  freedom  of 
both  hands  of  the  user. 

272.  Method  of  LTsIng  Receiver. — In  using  the 
receiver  for  making  rough  tests  for  grounds  or  crosses  in  a 
cable,  one  terminal  of  the  testing  circuit,  including  the  re- 
ceiver and  batteries,  should  be  connected  with  the  sheath 
of  the  cable,  while  the  other  terminal  should  be  connected 
with  the  wire  under  test,  which  should  be  free  from  the 
other  wires  at  each  end.  All  the  other  wires  in  the  cable 
should  be  bunched  together  at  the  near  end  of  the  cable  and 
connected  with  the  sheath.  The  wires  at  the  distant  end 
of  the  cable  must  all  be  carefully  separated  from  each  other 
and  from  the  sheath,  so  that  there  is  no  possibility  of  a  cross 
existing  between  them  at  that  end.  A  click  will  be  heard  on 
closing  the  circuit  with  the  wire  under  test,  whether  or  not 
the  wire  is  grounded,  this  being  due  to  the  fact  that  a  small 
amount  of  current  will  flow  into  the  wire  even  if  it  is  prop- 
erly insulated.  If  the  wire  is  grounded,  the  flow  of  current 
will  continue  as  long  as  the  terminal  is  applied  to  the  wire, 
but  if  the  wire  is  well  insulated,  the  flow  will  cease  as  soon 
as  the  wire  has  received  its  full  charge.  In  order,  there- 
fore, to  guard  against  misleading  results,  the  terminal  of 
the  testing  set  should  be  tapped  against  the  wire  several 
times  in  succession;  a  continuance  of'  the  clicks  will  then 
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indicate  that  the  wire  is  grounded,  while  the  cessation  of 
the  clicks  after  a  few  taps  will  indicate  that  the  insulation 
is  good. 

273.  In  testing  for  continuity  with  the  receiver,  all 
the  wires  should  be  bunched  together  at  the  distant  end  of 
the  cable  aud  connected  with  one  terminal  of  the  test  bat- 
tery  by  a  separate  wire  leading  to  the  end  of  the  cable 
where  the  test  is  to  be  made.  The  other  terminal  of  this 
battery  should  be  connectecj  to  one  terminal  of  the  receiver, 
the  other  terminal  of  which  may  be  applied  to  the  sepa- 
rate wifes  at  the  near  end  of  the  cable,  the  wires  at  this 
end  all  being  carefully  separated  from  one  another.  A 
continuation  of  the  clicks  upon  tapping  will  in  this  case 
indicate  that  the  wire  being  tested  is  continuous,  while  the 
cessation  after  a  few  taps  will  indicate  that  it  is  broken. 
It  is  probably  better,  in  making  this  test,  to  use  an  ordinary 
vibrating  bell  instead  of  a  receiver,  for  then,  if  the  wire  is 
only  partially  ruptured  so  as  to  offer  a  very  high  resistance, 
it  will  not  allow  enough  current  to  pass  to  ring  the  bell, 
while  it  might  allow  enough  to  pass  to  produce  a  decided 
click  in  the  receiver. 


IDBNTIFYING  ^WIRBS  IN  CABLES. 

274.  It  is  frequently  necessary  when  a  certain  wire 
has  been  picked  out  at  one  end  of  a  cable  to  identify 
that  same  wire  at  the  other  end  in  order  that  connection 
may  be  made  with  it.  In  order  to  do  this,  the  wire  desired 
should  be  grounded  at  one  end,  being  carefully  insulated 
from  all  the  other  wires.  At  the  other  end  the  wires  should 
all  be  separated  from  each  other  and  be  free  from  the 
ground.  A  circuit  containing  a  battery  and  a  receiver  or 
galvanometer  detector  or  ordinary  vibrating  bell  should 
then  have  one  of  its  terminals  grounded,  while  the  other 
terminal  should  be  applied  successively  to  the  various  wires 
in  the  end  of  the  cable.  A  continuation  of  the  clicks  in 
the  receiver,  a  permanent  deflection  of  the  galvanometer 
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detector,    or  a   ringing  of    the    vibrating  bell   will    indicate 
when  the  wire  desired  has  been  touched. 

275.  IdcnttfylnK  Without  Cutting.  —  It  is  fre- 
quently desirable  to  identify  a  wire  at  some  intermediate 
portion  of  a  cable  without  cutting  the  wire.  This  may  be 
done  by  removing  the  sheath,  or  the  outer  coating,  if  the 
cable  has  no  sheath,  and  loosening  up  the  wires  so  thai 
each  one  may  be  touched.  The  same  lest  as  that  in  the 
preceding  article  may  then  be  made  by  using  a  needle- 
pointed  terminal  to  the  testing  circuit  that  may  readily 
pierce  the  insulation  and  make  contact  with  the  conductor 
within. 


ACCURATE  TESTS. 

MEASURRMBNTH  OF   REBIBTANCR. 

276.  The  WheatHtone    BrldjEtf. — Measurements  of 

resistance  are  usually  made  by  means  of  the  Wheatstone 
bridge,  this  instrument  being  very  accurate  for  all  resistances 
except  those  very  large  or  very  small,  and  possessing  the  ad- 
ditional desirable  features  of  great  simplicity  and  portabil- 
ity. The  methods  of  using  the  Wheatstone  bridge  have 
been  sufficiently  treated  in  Electrical  Measurements,  and 
need  not  be  further  dealt  with  here.  It  may  be  said,  how- 
ever, that  the  form  of  bridge  best  adapted  for  general  test- 
ing purposes  has  a  rheostat  capable  of  being  adjusted  to 
any  resistance  from  1  ohm  to  about  11,000  ohms.  The 
arms  by  which  the  ratio  is  obtained  should  be  capable  of 
having  the  values  of  10,  100,  and  1,000  ohms,  thus  being 
able  to  obtain  multipliers  from  yj-j  to  100. 

277.  The  galvanometer  for  ordinary  resistance  meas- 
urements is  preferably  mounted  in  the  same  case  as  the 
resistance  coils  of  the  bridge  and  with  the  keys  for  opening 
and  closing  the  galvanometer  and  battery  circuits.  The 
galvanometer  most  suited  for  this  work  consists  of  a  special 
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form  of  D'Arsonval,  in  which  the  coil  forming  the  needle  is 
suspended  in  the  field  of  a  powerful  permanent  magnet. 
These  galvanometers  have  the  advantage  of  not  being 
affected  by  the  proximity  of  other  magnetic  fields,  and  are, 
moreover,  quite  sensitive.  Of  course,  for  the  most  accurate 
tests,  some  form  of  tweeting  galvanometer  should  be  used. 
In  some  portable  bridges,  a  battery  is  mounted  in  the  same 
case  with  the  other  patts  of  the  apparatus,  this  forming  a 
very  desirable  feature  ^nd  adding  greatly  to  the  ease  with 
which  rapid  tests  may  be  made,  inasmuch  as  it  is  not  neces- 
sary to  carry  extra  batteries  and  to  connect  them  up  every 
time  a  test  is  to  be  made. 

278.     Histi  Resistance  by  Wtteatstone  Bridge. — 

It  is  sometimes  desirable  to  determine  by  means  of  a 
Wheatstone  bridge  a  resistance  that  is  too  high  to  be  meas- 
ured by  it  in  the  ordinary  direct  manner.  Provided  another 
resistance  is  at  hand  that  can  be  accurately  measured  by 
the  bridge,  the  unknolii^Ji  resistance,  if  not  too  high,  may  be 
determined  in  the  foiflpwing  manner:  First  measure  the 
lower  resistance  and  let  it  be  y  ohms.  Then  connect  this 
resistance  y  in  parallel  with  the  high  unknown  resistance 
and  measure  the  combined  resistance  of  the  two  joined  in 
parallel  and  let  this  be  z  ohms.  Then,  if  x  is  the  unknown 
high  resistance  whose  value  is  desired,  we  have 


from  which  we  get 


_    y  z 


X  =  -^^^.  (3.) 


Where  x  alone  is  higher  than  can  be  directly  measured  on 
the  bridge,  y  should  be  as  high  as  can  be  accurately  meas- 
ured on  the  bridge,  or  las  high  as  can  be  obtained,  say  at 
least  several  thousand  dhms.  When  y  is  accurately  known 
or  measured  and  x  is  hot  too  high,  this  is  a  very  good 
method.  This  method  may  be  used  to  check  up  resistances 
that  have  been  measured  separately. 
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279.     Measurement  of  Line  Resistance.— ^In  incas> 

uring  the  resistance  cif  a  line  by  means  of  the  Wheatstone 
bridge,  the  lerniinals  of  the  line  circuit  should  be  connected 
in  the  unknown  arm  of  the  bridge.  Sometimes  it  occurs  in 
the  case  of  a  grounded  circuit  that  earth  currents  will  inter- 
fere to  such  an  extent  as  to  render  accuracy  impossible.  In 
this  case,  if  a  parallel  wire  is  available,  the  resistance  of 
which  is  known,  they  may  be  connected  together  at  the  dis- 
tant end  and  the  resistance  of  the  two  in  series  measured. 
The  resistance  of  the  first  will  then  be  the  difference 
between  the  total  measured  resistance  and  that  of  the 
known  wire. 

2SO,  Line  Resistance.— A  method  for  measuring  the 
resistance  of  a  line  wire  was  given  in  Electrical  Measure- 
mmts.  A  better  method,  where  there  are  three  or  more 
line  wires,  or  two  line  wires  and  a  ground  circuit,  between 
the  same  two  offices  is  as  follows;  Let  the  resistance  o( 
three  line  wires  be  j:,  y,  and  s,  respectively.  At  the  distant 
station  have  the  ends  of  x  and  y  joined  together.  Then,  by 
means  of  aWhcatstone  bridge  at  the  home  .'Station,  measiirt 
the  resistance  of  the  loop  so  formed  and  let  it  be  a  ohms. 
Then  have  the  distant  ends  of  x  and  s  joined  and  measure 
the  resistance  of  this  loop,  calling  it  b  ohms.  Similarly, 
have  the  distant  ends  oi y  and  z  joined,  measure  the  resist- 
ance of  this  loop,  and  call  it  c  ohms. 

Then, 

xJr-  =  b. 
y-^z  =  c. 
Solving  these  equations  for  x,  y,  and  s,  we  get 

,  =  i±A^'.  (4.) 

^=i^^.      (6.) 
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Hence,  the  resistance  of  any  one  or  of  each  one  of  the 
the  three  line  wires  may  be  calculated  from  these  three 
measurements. 

281.     Resistance    of    Ground-Return   Circuits. — 

The  resistance  of  the  ground-return  circuit  may  be  measured 
by  the  preceding  method  when  there  are  two  line  wires 
between  the  same  two  offices.  Let  the  resistance  of  the  two 
wires  be  x  and  y  ohms,  respectively,  and  that  of  the  ground 
circuit  be  z  ohms.  Measure  the  resistance  of  the  loop 
formed  by  having  the  two  distant  ends  of  the  two  line  wires 
joined  together  and  call  it  a  ohms.  Then  have  the  x  wire 
grounded  at  the  distant  office  and  measure  the  resistance  be- 
tween the  home  ground  plate  and  the  home  end  of  the  x  wire, 
and  call  it  b  ohms.  Similarly,  have  the  distant  end  of  the 
y  wire  grounded,  and  measure  the  resistance  between  the 
home  ground  plate  and  the  home  end  of  the  y  wire,  and  call 
it  c  ohms.  Then  the  resistance  of  the  ground  return  z  may  be 
calculated  by  formula  6.  Usually  most  of  this  resistance  z 
is  located  at  the  contact  surfaces  between  the  plates  and 
the  ground,  as  already  explained  in  Telegraphy^  Part  2. 
The  resistance  of  a  good  ground  return  should  not  exceed 
10  ohms.  It  is  evident  that  we  may  also  obtain  the  resist- 
ance of  the  two  line  wires  by  substituting  the  quantities  a,  b^ 
and  c  in  formulas  4  and  5. 

Example. — It  was  desired  to  measure  the  resistance  of  two  wires 
X  and  J,  and  also  the  resistance  of  the  ground  path  z  between  two  sta- 
tions A  and  B,  The  party  making  the  test  at  A  instructed  station  B 
to  join  the  wires  .rand/  together.  A  measurement  of  the  resistance 
of  the  loop  so  formed  was  made  at  A  with  a  Wheatstone  bridge,  giving 
2,490  ohms.  The  operator  at  B  was  then  instructed  to  ground  the 
wire  jr,  and  the  operator  at  A  measured  the  resistance  between  his  end 
of  the  wire  x  and  his  ground;  this  gave  1,270  ohms.  The  operator 
at  B  was  then  instructed  to  ground  the  wire^',  and  the  operator  at  A 
found  the  resistance  between  his  end  of  y  and  his  ground  to  be 
1,300  ohms.  What  was  the  resistance  of  each  wire  and  of  the  ground 
path  ? 

Solution.— By  formula;;  4,  5,  and  6,  in  which  a  —  2,490,  b  —  1,270, 
and  c  =  1,300,  we  get  the  desired  resistances: 


40  ohms.    Ans. 


282.  Bllmtnatlon  of  Earth  Currents. — Earth  cur- 
rents will  often  render  measurements  of  line  resistances, 
where  the  ground  is  used  as  a  part  of  the  circuit,  as  in  the 
last  method,  very  unreHable.  These  currents  may  opposeor 
aid  the  testing  current.  When  the  earth  currents  are  fairly 
steady,  their  effect  may  be  eliminated  by  making  a  meas- 
urement, then  reversing  the  battery  and  making  another" 
measurement.  The  average  of  the  two  measurements 
should  be  taken  as  the  resistance  of  the  circuit.  For  good 
results,  the  earth  current  should  not  only  be  steady  but 
it  should  also  be  small  compared  with  the  testing  current, 


INSUI.ATION  TESTS. 

283.  In  making  insulation  tests,  the  general  methods 
outlined  in  lUectrical  Measurements,  under  the  heading, 
"  Insulation,"  may  be  followed  in  some  cases.  The  method 
generally  used,  together  with  the  proper  apparatus,  will, 
however,  be  described  here  in  some  detail. 

284.  GaUanometer. — Fortests  of  extreme  accuracy, 

the  Thomson  or  sensitive  reflecting  galvanometer  is  best 
suited,  but  the  use  of  this  instrument  is  attended  with  many 
difficulties  that  render  it  unfit  for  many  forms  of  practical 
work.  As  a  laboratory  instrument,  however,  where  it  can 
be  properly  shielded  from  the  magnetic  fields  set  up  by 
neighboring  electrical  machinery  or  by  trolley  or  lighting 
circuits,  this  instrument  is  unexcelled.  The  D'Arsonval 
galvanometer,  however,  is  sensitive  enough  for  nearly  all 
practical   work,    and    possesses    the    advantage    of    being 
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The  needle  and  suspension  arc  mounted  within  the  tube  7". 
shown  at  the  left-hand  portion  of  this  figure,  this  tube 
being  removable  from  the  frame  of  the  instrument  when  it 
is  desired  to  make  any  changes  or  repairs  of  the  working 
parts  within.  The  system,  as  the  coil  JV  a.nd  its  supporting 
parts  are  termed,  is  shown  in  detail  at  the  right  of  the 
figure.     ^  is  a  rib  supporting  at  the  top  and  the  bottom  the 

^ torsion  heads  B  and  F.  The  rectangular  coil  A' consists  of 
many  turns  of  fine  wire,  and  secured  to  it  above  is  a  mir- 
ror A/  for  reflecting  a  ray  of  light  through  the  window  0 


of  the  frame.  The  coi!  is  suspended  by  a  straight,  elastic 
fiber  5  of  some  conducting  material,  such  as  phosphor- 
bronze,  while  the  lower  part  of  the  coil  is  connected  by  a 
coiled  spring  (',  usually  of  the  same  material,  with  the 
lower  torsion  head  /'.  Current  is  led  through  the  coil  A''by 
means  of  the  suspension  fiber  6'  and  the  coil  spring  [/.  The 
torsion  of  the  suspending  fibers  tends  to  hold  the  coil  in  a 
certain  normal  position,  which  position  may  be  regulated  by 
turning  the  torsion  heads  A'  and  F,  usually  by  turning  B 
alone.  When  it  is  desired  to  move  the  instrument,  the 
thumbscrew  A  at  the  top  of  the  system  may  be  tightened, 
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thus  drawing  up  the  rod  L  and  causing  the  fork  carried  by 
its  lower  end  to  engage  a  disk  Q^  which  raises  the  coil  just 
enough  to  remove  its  weight  from  the  suspension  fiber  5. 
This  galvanometer  is  used  in  the  same  manner  as  the 
reflecting  galvanometers  described  in  Electrical  Measure- 
ments. The  lamp  and  scale  may  be  used  as  shown  in 
Fig.  988  of  that  section,  but  a  better  way  is  to  mount  a 
telescope  carrying  a  horizontal  scale  directly  in  front  of  the 
galvanometer,  in  such  manner  that  portions  of  the  horizontal 
scale  will  be  reflected  by  the  mirror  of  the  galvanometer  into 
the  tube  of  the  telescope.  Such  a  telescope  and  scale  com- 
bined is  shown  in  Fig.  86.  Special  scales  are  provided  for 
this  purpose,  the  numbers  on  which  are  reversed,  so  that  when 
a  reflection  in  the  mirror  is  viewed  through  the  telescope, 
they  will  appear  normal.  This  method  of  reading  the  galva- 
nometer is  more  desirable  than  that  using  the  lamp,  because 
the  readings  may  be  made  with  greater  accuracy  by  means 
of  a  cross-hair  in  the  telescope,  and,  further,  because  the 
presence  of  a  lighted  lamp  is  not  always  necessary.  How- 
ever, a  lamp  placed  to  illuminate  the  scale  (not  the  galva- 
nometer mirror)  will  often  render  the  reading  of  the  scale 
much  easier. 

286.  Galvanometer  Shunts. — The  shunt  accom- 
panying the  galvanometer  should,  of  course,  be  adjusted  to 
the  particular  resistance  of  the  galvanometer  coil,  and 
should  preferably  have  multiplying  values  of  10,  100,  and 
1,000. 

287.  Method  of  Measurlns:  Insulation  Resist- 
ance.— The  method  usually  followed  of  measuring  insu- 
lation resistance  with  a  galvanometer  is  to  first  obtain  the 
deflection  through  a  known  resistance,  using  a  suitable 
known  shunt  around  the  galvanometer,  with  the  given  bat- 
tery, and  from  it  to  calculate  the  deflection  in  scale  divisions 
that  would  be  produced  were  the  entire  current  of  the 
same  battery  to  pass  through  the  galvanometer  and  a 
resistance  of  1  megohm.  This  hitter  quantity  is  called  the 
working  constant  oi  \}\^  galvanometer.     After  the  working 


288.  Tnklntc  the  Constant.— The  circuits  for  taking 
the  galvanometer  const^int  are  shown  in  Fig.  87,  where  G 
is  the  galvanometer, 
S  the  shunt,  B  a  bat- 
tery of  50  or  100  ceils, 
ami  R  a  standard 
resistance,  usually  of 
IO0.IX>0  ohms,  i.  e., 
^iif  a  megohm.  Vpon 
dosing  the  key  A',  a 
certain  deflection  rf 
will  be  noted  upon  the 
galvanometer.  If  the 
.ihasamullj. 
plying  power  of  1,000. 
it  is  evident  that  without  the  shunt  the  deflection  would 
have  been  1,000  times  as  large,  could  it  have  been  measured. 
Further,  if  a  resistance  of  1  megohm  had  been  used  instead 
of  ^(f  megohm,  the  deflection  would  have  been  only  ^  old. 
Therefore,  we  may  say  that  the  deflection  K  produced  by 
the  current  from  the  battery,  passing  through  1  megohm 
and  through  the  galvanometer,  without  the  shunt,  would 
have  been 

1,000  X  d 


K  = 


10 


If  w  represents  the  multiplying  power  of  the  shunt,  rfthe 
deflection,  and  R  the  resistance  expressed  in  megohms,  then 
the  constant  K  may  be  expressed  by  the  formula 
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The  followinjr  general  rule,  therefore,  may  be  pfiven  for 
calculating  the  constant : 

Multiply  the  defltxtion  by  the  multiplying  power  of  the 
shunt  and  by  the  resistance  in  the  standard  resistance  box 
expressed  in  megohms  or  a  fraction  thereof. 

In  the  case  just  cited,  if  the  deflection  d  was  lt)7  scale 
divisions,  then  the  constant  K  would  be  equal  to 

197  X  1,000  X  Vo  =  19,700. 

Example  1. — In  taking  the  constant,  a  j^ft-mej^johm  box  was  used  and 
a  deflection  obtained  of  247  scale  divisions,  the  multiplying  power  of 
the  shunt  being  1,000.     What  was  the  constant  ? 

Solution.—    247  X  1,000  X  A  =  24,700.     Ans. 

Example  2. — In  taking  the  galvanometer  constant,  a  deflection  of 
143  scale  divisions  was  obtained  through  a  standard  resistance  of 
2  megohms,  the  multiplying  power  of  the  shunt  being  100.  What  was 
the  constant  ? 

Solution.—    143  x  100  x  2  =  28,600.     Ans. 

289.  Deflection  Through  Insulation. — After  ta- 
king the  constant,  the  insulation  resistance  of  the  cable  or 
line  is  substituted  for 
the  standard  resistance, 
the  connections  being 
then  substantially  those 
shown  in  Fig.  88.  All 
the  wires  of  the  cable, 
except  the  one  being 
measured,  should  be 
bunched  together  and 
connected  with  the 
sheath,  the  sheath  itself  being  grounded.  At  the  start  use, 
as  a  precaution,  a  small  shunt,  the  -^\^  or  the  ^^,  whose 
multiplying  powers  are  1,000  and  100,  respectively,  and  in- 
crease the  resistance  of  this  shunt  until  a  suitable  deflection 
is  obtained.  If  the  insulation  resistance  is  rather  high, 
usually  no  shunt  (that  is,  a  shunt  of  infinite  resistance)  will 
be  required,  and  the  shunt  box  can  be  cut  out  entirely, 
which  is  done   by  removing  all  the   movable   plugs.      Upon 
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the  closure  of  the  key,  a  certain  deflection  of  the  galva- 
nometer will  be  obtained  at  once,  but  this  deflection,  instead 
of  remaining  constant  as  it  did  with  the  circuits  shown  in 
Pig.  87,  will  be  seen  to  slowly  diminish,  thi.s  being  due  to  the 
electrification  of  thecable.  The  diminishing  deflection  would 
seem  to  indicate  that  the  insulation  resistance  of  the  cable 
was  increasing  by  the  passage  of  the  current;  but  this  effect 
is  due  to  electrification,  which  phenomena,  as  was  pointed  out 
in  Electrical  Measurements,  is  not  thoroughly  understood. 
but  may  be  stated  as  being  in  the  nature  of  a  soaking  in  of 
the  charge  of  electricity  into  the  insulation.  After  about 
half  a  minute,  on  a  short  length  of  ordinary  telephone  cable, 
the  electrification  will  practically  have  ceased;  but  the  rule 
is,  in  taking  insulation  resistance,  to  allow  one  minute  for 
electrification,  after  which  the  reading  is  taken. 

290.     Calculation    of   Insulation   Resistance. — In 

making  insulation  tests  at  the  factory,  the  whole  cabfe,  en- 
cepting  the  two  ends,  of  course,  is  submerged  in  a  tank  of 
salt  water.  The  manufacturers  generally  use  as  high  a* 
200  volts  in  making  this  test.  This  requires  a  known  resist- 
ance of  500,000  ohms  (half  a  megohm)  and  the  ^^  shunt 
of  the  galvanometer  in  order  to  obtain  the  constant  K. 

The  constant  K  was  obtained  by  calculating  the  deflection 
that  the  given  electromotive  force  would  have  produced  if 
the  total  resistance  of  the  circuit  were  1  megohm  and  no 
shunt  had  been  used  around  the  galvanometer.  In  taking 
the  deflection  through  the  insulation  resistance,  a  certain 
deflection  at  the  end  of  one  minute  was  observed,  which  will 
be  called  d' ,  the  galvanometer  shunt  this  time  being  one 
whose  multiplying  power  will  be  called  i«'.  Without  this 
shunt  it  is  evident  that  the  deflection  would  have  been  >«'  as 
large,  i.  e.,  m'  X  «',  could  it  have  been  measured  directly. 
It  is  also  evident  that  the  deflections,  if  no  shunts  are  used, 
will  vary  inversely  as  the  resistance  in  the  circuit  with  the 
galvanometer,  and,  therefore,  where  A'is the  required  insula- 
tion resistance,  the  following  proportion  will  hold: 

X\\::K:d'  y.  m'. 
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Solving  for  X^  we  have 

That  is,  the  insulation  resistance  is  equal  to  the  constant  of 
the  galvanometer  divided  by  the  product  of  the  multiplying 
power  of  the  second  shunt  used  and  the  deflection  obtained 
through  the  insulation. 

When  the  shunt  resistance  has  an  infinite  value,  that  is, 
when  it  is  cut  out  of  the  circuit  and  no  shunt  is  used,  the 
value  of  m'  is  1.  In.  such  a  case,  X  would  be  simply  the 
constant  /T  divided  by  the  deflection  d\ 

291.  This  method  is  not  strictly  accurate,  because  the 
combined  resistance  of  the  galvanometer  and  shunt  should 
be  added  to  that  of  the  known  resistance  and  to  that  of  the 
insulation  resistance  in  making  the  computations.  How- 
ever, the  error  introduced  by  neglecting  this  is  usually  so 
.small  that  it  is  always  neglected  in  making  ordinary  insu- 
lation tests. 

In  order  to  determine  the  insulation  resistance  per  mile, 
multiply  the  insulation  resistance  of  the  cable  as  measured 
by  its  length  expressed  in  miles  or  a  fraction  thereof. 

Example  1. — In  taking  the  constant  of  a  galvanometer  for  an  insu- 
lation test,  a  deflection  of  184  scale  divisions  was  obtained  with  a 
^-megohm  box  and  with  a  multiplying  power  of  the  shunt  of  1,000. 
The  deflections,  taken  through  the  insulation  resistance  of  8  wires,  one 
at  a  time,  in  a  cable  10,123  feet  long,  with  a  shunt  whose  multiplying 
power  was  10,  were  as  follows:  23,  19,  and  25  scale  divisions,  respect- 
ively.    What  was  the  insulation  resistance  of  each  of  the  wires  ? 

Solution. — The  constant  of  the  galvanometer  is  equal  to 

184  X  1.000  X  A  =  18,400. 

•«Q    4AAA 

Insulation  resistance,  first  wire,  -~- — ^  —  80  megohms.     Ans. 

Insulation  resistance,  second  wire,  -^^ — r^v  =96.84  megohms.     Ana 

11/  X  I*' 

18  400 
Insulation  resistance,  third  wire,  —^ — ^  =  73.6  megohms.     Ans. 
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Bxamplh  S. — What  is  the  insulatio 
ho  wires  in  Ihu  preceding  example  ? 


SoLUTinN.  — Length  of  c;il)ie  =  -^ 
mile,  first 


•Mi 


=  1,1117 


•  per  mile  "f  each  til 


Insulation 
ohms.     Ans. 

Insulation  resistance   per  mile. 
mejtohma,     Ans. 

Insulation  resisunie  per  mile,  Ihiril  wire,  73.0  X  1-917  =  Ul.Oa  meg- 
ohms.    Ans. 


■.  80.0  X  l.ei7  =  153.38  meg- 
wire.  B6.84  X  t.91T  =  lft5.84 


me:a»cremc.%t  I 


'  LINE  CAPACITV. 


II 


292<  The  stmpiest  and  probably  tiic  most  satisfaci 
method  for  measuring  the  capacity  of  a  line  or  cable 
compare  the  capacity  to  be  measured  with  that  of  a  stand- 
ard condenser,  It  is  iirsi  necessary  to  obtain  the  deflection 
of  the  galvanometer  needle  when  the  standard  condenser  is 


discharged  through  it.  For  this  purpose  the  apparatus  is 
arranged  as  shown  in  Fig.  89,  in  wliich  G  is  the  galvanom- 
eter, C  the  standard  conden.ser,  B  a  biittery  of  from  I  to  15 
cells,  and  K  a  discliarge  key  resting  normally  against  the 
contact  b,  but  capable  of  being  depressed  against  the  con- 
tact <t.     The  capacity  of  the  condenser  C  sliould,  if  possible. 


k 
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1)0  adjustable  from  about  ,*,>  to  1  microfarad,  but  in  case  an 
adjustable  condenser  is  not  available,  one  having  a  capacity 
of  about  -^^y  microfarad  will  be  found  most  suitable  for  tele- 
phone work. 

When  the  key  is  depressed,  a  current  from  the  battery 
charges  the  condenser.  The  charging  should  be  allowed 
to  continue  for  about  15  seconds,  in  order  to  give  the 
charge  a  chance  to  soak  in.  The  key  should  then  be  sud- 
denly released,  which  will  establish  such  connections  as  to 
allow  the  condenser  to  discharge  through  the  galvanometer. 
A  certain  throw  or  kick  of  the  galvanometer  needle  will  take 
place,   and   this  extreme    reading  should  be   noted   down. 


Fig.  90. 

Several  readings  should  be  taken  to  avoid  error  and  to 
obtain  an  average.  The  cable  or  line  is  then  substituted  for 
the  condenser,  as  shown  in  Fig.  00,  where  the  wire  ;/  lead- 
ing from  the  galvanometer  and  battery  is  connected  to  the 
wire  of  the  cable  to  be  measured,  all  the  other  wires  being 
insulated  from  it  and  connected  with  the  sheath  of  the 
cable.  The  key  A' should  be  connected  to  the  sheath,  as 
shown.  If  the  line  whose  capacity  is  being  measured  is  <)f 
bare  wire,  the  wire  //  from  the  battery  and  galvanometer 
should  be  connected  to  it,  while  the  wire  from  the  key 
should  be  grounded.  Several  readings  are  then  taken  on  the 
galvanometer,  and  the  average  of  them  obtained  as  before. 
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Between  readings,  the  condenser  or  line,  as  the  case  may 
be,  should  be  fully  discharged  by  holdin);  the  tey  in  the 
discharging  position  for  at  least  5  seconds. 

If  no  shnnt  is  used  on  the  galvanometer,  or  if  the  same 
shunt  is  used  in  each  case,  the  two  capacities  will  vary  in 
proportion  to  the  respective  readings  of  the  galvanometer; 
thus,  calling  d  the  deflection  obtained  with  the  standard 
condenser,  d'  that  with  the  cable,  Q  the  capacity  in  the 
standard  condenser,  and  Q  the  capacity  of  the  cable,  wt 
have 

a  :  Q  ::  d'  :  d; 

2'  =  ?^.         (9.)  ^ 

If  it  is  necessary  to  use  a  shunt  in  taking  the  readings 
from  the  cable  or  condenser,  the  corresponding  deflections 
should  l)e  multiplied  by  the  multiplying  power  of  the  shunt 
before  using  them  in  the  formula.  The  use  of  a  shunt  in 
capacity  tests  should  be  avoided  if  possible. 

The  capacity  per  mile  is  found  by  dividing  the  total 
capacity  by  the  length  of  the  cable  in  miles.  The  best 
results  are  obtained  when  the  capacity  of  the  standard  con- 
denser is  very  nearly  equal  to  that  of  the  condenser,  and  the 
deflections  therefore  nearly  the  same. 

Example.— A  test  was  made  to  determine  the  capacity  of  a  cable. 
The  capacity  of  the  standard  condenser  was  1  microfarad.  The  deflec- 
tion or  throw  from  the  standard  condenser  was  37  divisions,  and  that 
from  the  cable  was  43.     What  was  the  capacity  of  the  cable  > 


_42x 
37 


Solution. —     Q  =     .,-—  =  1.135  microfarads.     Ans. 


LOCATION   OF  FAULTS. 
293.     Faults  on  a  line  may  be  of  two  kinds:    The  line 
may  be  entirely  broken  or  it  may  be  unbroken,  but  in  con- 
tact with  some  other  conductor  or  with  the  ground.     The 
former  fault  is  termed  a  break;  the  latter,  a  cross  or  ground. 
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294.  A  break  may  be  of  such  a  nature  as  to  leave  the 
ends  of  the  conductor  entirely  insulated,  or  the  wire  may 
fall  or  have  its  insulation  impaired  so  as- to  form  a  cross  or 
ground.  A  cross  may  be  of  such  low  resistance  as  to  form 
a  short  circuit,  or  it  may  possess  high  resistance,  thus  form- 
ing what  is  termed  a  leak.  The  location  of  faults  is  a  mat- 
ter often  involving  much  ingenuity  and  mathematical 
knowledge.  Some  methods  for  locating  between  what  two 
offices  a  fault  occurs  were  given  in  Telegraphy^  Part  2, 
under  the  heading  **  Tests  With  Relay  and  Key."  For 
locating  the  ordinary  faults,  such  as  usually  occur  on  lines 
or  cables,  the  following  methods  may  be  relied  on. 


TESTS  FOR   LOCATING    A    BREAK. 

295.  The  location  of  a  break  in  a  wire  can  be  deter- 
mined by  capacity  tests,  as  the  capacity  of  the  part  of  a  wire 
bears  the  same  relation  to  the  capacity  of  the  whole  wire  as 
the  length  of  the  part  does  to  that  of  the  whole. 

When  one  good  wire,  having  the  same  capacity  per  mile, 
is  accessible,  a  condenser  need  not  be  used,  but,  instead, 
deflections  may  be  taken  on  the  broken  wire  and  on  the  good 
wire.  Let  D  be  the  throw  on  the  broken  wire  and  D'  the 
throw  on  the  good  wire.  L  is  the  distance  to  the  break  and 
L  the  total  length  of  the  good  wire.     Then, 

or,  Z  =  — -jnT—'  (lO.) 

Example  1. — A  test  was  made  to  find  a  break  in  a  cable  conductor 
near  to  which  ran  another  sound  wire.  The  throw  on  the  broken  con- 
ductor was  35  divisions  and  that  on  the  good  wire  was  80  divisions. 
What  was  the  distance  to  the  break,  the  total  length  of  the  cable  being 
3.100  feet? 

Solution. — Using  formula  lO, 

L  =  — ^^  -    -  1.85G  ft.     Ans. 
oO 
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EXAUin.B  3.— A  break  occurs  in  a  cable  3  miles  long.  It  is  kaovn 
that  the  capacity  of  the  entire  conductor  uras  .89  micrnfarad  per  mil*. 
or  l.n  microfarads  in  all.  Upon  testing,  it  is  found  Ifiat  with  a  stand- 
ard condenser  of  i  microfarad  anij  a  suitable  battery  and  shunt  to  llic 
galvanometer,  the  deflection  is  B8,  while  with  the  same  shunt  and  bat- 
tery, the  deflection  obtained  from  one  end  of  the  cable  is  HI.  How 
far  from  the  tcHting  end  is  the  break  ? 

Solution.— Using  formula  9,  Q  =  {.  >/  =  9»,  d   = 


_4XU1 


Distance  from  testing-  end  = 


=  .4798  n 


I 


BXAMPLRB  FOK   PRACTICR. 


I.  In  a  test  for  the  capacity  of  a  cable,  the  capacity  of  tbe  staodard 
condenser  was  2  microfarads.  The  throw  produced  by  the  condenser 
n-as  03  divisions  and  that  by  the  cable  was  Si  divisi(»is.  What  was 
tlie  capacity  of  the  cable  ?  Ans.  1.91)7  microfarads. 

3.  A  test  was  made  to  locate  a  break  In  a  cable  conductor.  A  sound 
wire  was^iccessibk.  Tlie  lliri.v,'  on  the  broken  wire  was  '29  divisions 
and  that  on  the  good  wire  was  75  divisions.  The  length  of  the  tested 
cable  was  5,7«0  feet.     What  was  the  distance  to  the  break  ' 

Ans.  2,227  (L 


TBSXS  rOR   I.OCATIKG  GROUNDS. 

296<     These   faults  occur  much  more  frequently  than 


bri-'aks  and  are  often  difficult  to  locate, 
than  one  ground  or  cross  occurs  on  the 


i  lir 


297.  TestH  Without  Available  Good  Wire.— The 
existence  of  a  wire  whose  insulation  and  continuity  are 
known  to  be  [jerfect  (such  wires  are  usually  termed  good 
wires)  is  often  a  great  aid  in  helping  to  locate  a  cross.  Where 
no  goiid  wire  is  available,  however,  the  following  method 
may  be  used:  Carefully  insulate  both  ends  of  the  wire  from 
the  ground  and  from  other  conductors.  A  Wheatstone 
bridge   with   a   sensitive   galvanometer   Is   then    cunnected 
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between  one  end  of  the  wire  and  the  ground,  as  shown  in 
Fig.  91,  and  the  resistance  of  that  end  of  the  line  wire, 
through  the  fault,  to  the  ground  is  measured.  Let  this 
resistance  be  r.  The  same  test  is  now  repeated  at  the  other 
end  of  the  line,  and  a  resistance  r'  is  observed.     Call  s  the 


» < 


I 
I 

I 

I 

I* 
I 


I 


Fiu.  o: 

resistance  of  the  fault  itself,  x  the  resistance  of  the  line 
wire  from  the  first  end  to  the  fault,  and  r  tlie  resistance  of 
the  remaining  portion  of  the  line  wire.  The  first  resistance 
measured,  r,  is  the  combined  resistance  of  the  first  portion 
of  the  line  wire  and  the  resistance  of  the  fault.     Thus, 

r  =  or  +  ^. 

Similarly,  r'  —  y  -\-  z. 

Calling  L  the  resistance  of  the  line,  we  have  the  equation 

Solving  these  three  equal ioi^s  for  ,r,  j,  and  ^,  we  obtain 


r  -  /•'  +  L 


/  =  ■ 


/■'-/-  +  /. 


\r-  -  r. 


•I 


(11.) 


(12.) 


( 1 3.) 


The  value  ul"  A,  it'  not   already  kiiown,  may  be  calculated 
from  the  known  size  and  length  of  the  wire. 


ExAMPLB. — A  test  was  made  for  a  fault  where  no  good  v 
available.  The  resistance  measured  at  the  first  station  was  0<W  ohms. 
and  that  at  the  second  station  630  ohms,  and  the  resistance  of  the 
line  was  1,150  ohms.  What  was  the  resistance  to  the  fault  from  the 
first  station  1  from  the  second  station  ?  What  was  the  resistaoce  a( 
the  fault  ? 

SoLUTioH.—    r  =  600,  r'  =  830.  L  =  1,160. 


=  ."iWI  ohms.    Ans. 


BXAMPLBS  POn  PRACTICe. 

A  test  for  a  fault  was  made  upon  an  aerial  line  of  1.112  ohms 
The  resistance  of  the  line  was  12.82  ohms  per  mile.     The 
emeasuredat  the  lirst  station,  through  the  fault. was  630 ohms, 
and  that  at  the  second  station  542  ohms.     What  was  the  resistance  o( 
the  fault  ?    Hoiv  far  wa^  it  from  the  first  station,  and  how  far  from  the 
second? 

Ans.  The  resistance  of  the  fault  was  30  ohms.  The  distance  from 
the  first  station  to  the  fault  was  46  mi.  774  yd.  The  distance  from  the 
second  station  was  39  mi.  1.108  yd. 

2.     A  wire  touched  the  ground  so  that  there  was 
the  fault.    A  test  was  made  at  the  station,  and  the  unplugged  r< 
in  the  rheostat  amounted  to  33S  ohms.     What  was  the  distance  to  the 
fault,  the  resistance  of  the  wire  being  16.1  ohms  per  mile? 

Ans    30  mi.  438  yd, 

298.  Test  From  One  End  Only  and  ^^Ithout  an 
Available  Good  ^ire. — The  following  method  for  loca- 
ting a  partial  ground  or  an  escape  is  about  the-only  way 
where  there  is  no  a'oailable  good  ivire  and  when  the  tests 
must  be  made  from  one  end  only.  However,  it  is  rather 
unreliable  in  practice,  because  the  resistance  of  the  partial 
ground  may  change  between  the  two  measurements  and  so 
give  a  more  or  less  incorrect  result,  and,  moreover,  the 
normal  resistance  of  the  line  must  be  known  from   some 
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previous  measurement  or  calculated  from  the  length,  size, 
and  conductivity  of  the  line  wire.  Let  this  resistance  be  a. 
Then  measure  the  resistance  of  the  line  B  B\  with  the  dis- 
tant end   grounded,  as  shown  in  Fig.  92,   and  call  this  c. 


Z^B^ 


Fig.  92. 


Also,  measure  the  resistance  with  the  distant  end  open,  as  in 
Fig.  91,  and  call  this  /^ohms.  Then  the  resistance  x  to  the 
partial  ground  from  the  testing  station  is  given  by  the  fol- 
lowing formula: 


X  =zc  ^  ^{b  —  c)  (a  —  c). 


(14.) 


By  dividing  x  by  the  resistance  per  unit  length  of  the 
wrire,  known  from  some  previous  measurements  or  by  its 
size  from  a  table,  the  distance  to  the  partial  ground  is 
obtained. 

Note. — Formula  14  is  derived  as  follows:  In  Fig.  91,  let  the  resist- 
ance of  the  home  end  of  the  line  to  the  point  h\  where  the  partial 
ground  occurs,  be  .r,  from  F\,o  the  distant  end  be^y,  and  the  resistance 
of  the  fault  be  2  ohms.  Then,  calling  a  the  normal  resistance  of  the 
whole  line, 

x-^  y  =  a. 

When  the  partial  ground  is  present  but  the  distant  end  open, 

X  •\-  z  ■=  b. 

Finally,  when  the  partial  ground  is  present  and  the  distant  end 
grrounded,  y  and  s  are  in  parallel  with  each  other  but  in  series  with  x\ 
then, 


jr4- 


y^^c. 


T.  G.    II.— 2g 


y  -k-  s 
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Solving  the  above  three  equations  for  .r,  we  get  t 
the  testing  station  tn  the  partial  ground  or  ettcape 


sign  (  — )  must  be  used,  becau&e  x  a 


Evidently  the 
greater  than  r. 

200.     Ground  on  a  Line  of  Known   Resistance. — 

Where  there  is  a  dead  ground  on  a  Hue  whose  length  and 
resistance  are  known,  it  is  a  simple  matter  to  locate  the  dis- 
tance to  the  dead  ground  from  the  testing  station.  Let  a  be 
the  known  resistance  of  the  line  and  /  the  length  of  the  line 


mile.  To  locate  the  position  of  a  dead  ground  on  this  line. 
measure  the  resistance  between  the  home  end  of  the  line  and 
the  ground  and  let  this  be  <•  ohms.  Then,  the  number  of 
miles  A'„  from  the  testing  station  to  the  dead   ground  is 

given  by  the  formula 

.V.  =  '/.  (IS.) 


300.      Varley   Loop  Test. — Where   there  is  an  avail- 
able good  wire,  the  Varley  loop  method  is  probably  the  most 
mvcnient  and  best  method  for  locating  a  ground  or  cross 


Pio.  S3, 

on  a  line.  The  distant  ends  of  the  good  and  bad  wires  are 
joined  together  and  the  resistance  of  tlie  loop  so  formed  is 
measured  with  the  Wheatsl.ine  liridi;(!,  if  not  already  known 
from  some  previ<tus  measurement,  by  connecting  as  shown 
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in  Fig.  93.  C  is  a  reflecting  galvanometer  connected  across 
the  arms  of  a  Wheatstone  bridge  in  the  ordinary  manner; 
A  B  and  A  C  are  the  ratio  arms  of  the  bridge,  and  C D  \^ 
the  rheostat  or  variable  arm.  D E  is  the  faulty  line,  BE 
the  good  line,  and  F  the  location  of  the  fault,  assumed  to  be 
a  ground  in  this  figure.  The  ends  of  the  loop  are  connected 
across  the  terminals  of  the  bridge,  so  as  to  form  the  unknown 


> 


Fig.  94. 

resistance  or  fourth  arm  of  the  bridge.  The  battery  is  con- 
nected between  A  and  D,  Balance  the  bridge  and  let  the 
resistance  of  the  loop,  found  by  working  out  the  bridge 
proportion  as  usual,  be  R.  Then  connect  one  end  of  the 
battery  to  the  ground,  instead  of  to  D^  as  shown  in  Fig.  94. 
Call  y  the  resistance  of  the  loop  from  B  through  E  to  /% 
X  the  resistance  from  D  to  F,  and  Ry  the  total  resistance 
of  the  loop,  is  equal  to  x -\- y.  Then,  when  the  bridge  is 
balanced, 

w  _     y      _  ^  —  '^' , 

mp  -{-  mx  =  n R  —  nx\ 
m  X  -f-  ;/  X  =  n  R  —  vip. 


Hence, 


;/  A'  —  /;/  p 

x  = — '--. 

7n  -\-  ft 


(16.) 
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This  is  entirely  independent  of  the  resistance  of  the  fault 
or  of  any  earth  currents  that  may  exist.  Having  found  x, 
and  knowing  the  resistance  of  the  faulty  wire  per  foot,  the 
distance  to  the  fault  is  readily  calculated.  If  the  faulty 
line  is  not  grounded  but  is  crossed  with  another,  then  the 
battery  should  be  connected  to  the  wire  with  which  the 
faulty  wire  is  crossed,  and  not  grounded,  as  shown  in  the 
figure. 

ExAMrLs. — A  ground  occurs  on  one  conductor  of  a  cable  10.000  feet 
lung,  comp<i5eU  of  three  No.  U  B.  &  S.  gauge  insulated  copper  con- 
ductors. At  the  distant  end,  the  grounded  eonductur  was  joined  to  one 
good  conductor.  On  testing,  the  bridge  was  balanced  with  the  follow- 
ing resistances:  w  =  10ohms,  M  =  l,000ohms,  and;J  =  4,B«ohms.  One 
good  wire  was  used  to  complete  the  loop.  Where  is  the  ground,  the 
resistance  per  thousand  feet  of  the  conductor  being  £.631  ohms  at  the 
temperature  of  the  test  ? 

Solution.—    ^  =  3  x  10  X  B.5S1  =  50.43  ohms. 

1,000  X  00.43- 10  X4.M2      -  ^^    .     _ 


301.  Murray  Loop  Metbod. — This  method  is  quite 
similar  to  the  preceding  and  there  is  little  choice  between 
them.      Sometimes  one  may  be  more  convenient  than  the 


other.  First  have  the  distant  ends  of  the  available  good 
and  bad  wires  joined  together.  Then  connect  the  loop  so 
formed  as  in  Fig.  !I3,  for  the  Varley  loop  test,  and  measure 
the  resistance  of  the  loop.      Let  this  resistance  be  R.      Then 
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connect  the  loop  and  battery  as  in  Fig.  95,  thus  having 
really  only  two  adjustable  arms,  because  A  C  and  C  D  form 
only  one  arm  now.  F  is  now  the  junction  between  the 
arms  x  and  y.     When  the  bridge  is  balanced,  we  have 

m         X 


But,  x-\-y  =  R. 

Solving  these  two  equations  for  ;r,  the  resistance  of  the 
line  wire  to  the  fault,  we  get 

A  test  made  by  this  method  gives  a  result  that  is  inde- 
pendent of  the  resistance  at  the  fault. 

Example. — In  order  to  locate  a  ground  on  one  conductor  in  a  cable, 
the  Murray  loop  method  was  used.  At  the  distant  end  of  the  cable,  the 
bad  wire  was  joined  to  a  good  wire  and  the  resistance  of  the  loop  so 
formed  was  measured  by  the  Wheatstone  bridge  and  found  to  be 
63.44  ohms.  One  end  of  the  galvanometer  was  then  disconnected  from 
the  junction  C  between  the  arms  //  and  p  (see  Fig.  95),  and  was  joined 
instead  to  the  point  D  between  the  arm  p  and  the  good  wire.  The 
bridge  was  then  balanced  and  it  was  found  that  there  was  1,000  ohms 
in  the  arm  m,  1.000  in  «,  and  282  in/.  Each  conductor  in  the  cable 
consisted  of  one  No.  12  B.  &  S.  gauge  insulated  copper  wire,  having  a 
resistance  of  1.586  ohms  per  1,000  feet  at  the  temperature  of  the  test. 
What  was  the  distance  in  feet  from  the  testing  station  to  the  fault  ? 

Solution. — By  substituting  in  formula  1 7,  in  which  R  =  63.44  ohms. 
m  =  1,000,  ft  =  1,000,  and/  =  282,  we  get  as  the  resistance  along  the 
bad  wire  to  the  fault, 


1.000X63.44       _ 
1.000  -f  1,000  +  282  ~      ^^' 


Then,  the  distance  to  the  fault  in  feet  from  the  testing  station  is 
27.80x1,000 


1.586 


=  17,528  ft.,  or  3.32  mi.     Ans. 


302.  Allen  Loop  Te»t. — Allen's  modification  of  Mur- 
ray's loop  test  gives  a  very  simple  and  quick  method  of 
testing  where  the  resistance  of  the  loop  is  not  already 
known. 
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'I'lu^  Iiiojj  />'  /:"  D  is  connected  to  tlie  britlgi-,  as  sIidwei 
Fig.  ac,  jmd  a  balance  obtained.     Then, 
w  -yy  _  X 
n  p 

Now,  reversu  llie  connections  nf  the  loop  with  the  brid 


joining  the  bad  -wire  to  B  and  the  good  wire  t 
a  new  balance  on  the  bridge,  then 


Solving  these  two  equations  for  x,  we  get 


-pf 


(18.) 


This  formula  simplifies  when  /«,  *//',  «,  and  w'  are  mul- 
tiples of  10,  as  they  usually  are,  in  practice.  A  measure- 
ment made  by  the  Ailen  loop  test  is  independent  of  the 
resistance  at  the  fault. 


LOCATING  CROSSES. 

303.  Where  the  two  crossed  wires  run  along  parallel 
and  have  the  same  resistance  per  mile,  it  is  rather  a  simple 
matter  to  locate  a  cross.  Where  such  is  not  the  case,  the 
resistance  of  each  wire  per  mile  must  often  be  considered. 
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304.     Resistance  at   the  Cross  Neslisible. — It    is 

first  necessary  to  determine  if  the  resistance  at  the  cross  is 
negligible.     This  may  be  done  as  follows:     Connect  the  lines 


Fig.  »7. 


with  a  Wheatstone  bridge  as  shown  in  Fig.  97,  so  as  to 
measure  the  resistance  from  B  X.o  D  through  the  cross  F. 
Call  this  a. 


Then, 


X  -\-  y  =  a. 


Now  have  the  wires  connected  together  at  the  nearest 
station  beyond  the  cross  and  again  measure  the  resistance. 
Call  this  b.  If  b  is  only  a  little  less  than  a^  then  the  resist- 
ance of  the  cross  is  probably  negligible,  but  not  necessarily 
perfectly  negligible.  For  if  the  cross  is  near  the  testing 
station  and  the  resistance  of  the  line  wires  to  the  next 
station  where  the  lines  are  intentionally  connected  together 
is  very  high,  then  the  second  measurement  b  may  be  but 
little  less  than  the  first  measurement  tf,  in  spite  of  the  fact 
that  the  resistance  of  the  cross  is  not  perfectly  negligible. 
If  the  resistance  of  the  cross  is  negligible,  then,  if  the  two 
wires  are  of  the  same  size  and  material  and  run  along  parallel 
the  whole  distance  from  the  testing  station  to  the  cross,  the 
distance  lu  to  the  fault  in  miles  is  given  by  the  following 
formula : 


a 
2j' 


(19.) 


in  which  s  is  the  resistance  per  mile  along  one  of  the  wires. 
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305.  Resistance  of  tbe  Two  Line  Wires  per  Unll 
Lenctli  Not  Equal. — If  the  wires  are  still  parallel  witli 
each  other,  but  the  resistance  of  one  is  m  ohms  per  mile  and 
the  other  «  ohms  per  mile,  then  the  formula  becomes 


RRSISTANCI!:  OF  THB  CROSS  NOT  NEGt.tl 
BUT  CONSTANT. 

306.  Varley  Loop  Method.— First  insulate  the  dis- 
tant ends  of  the  two  crossed  wires.  Then  connect  as  shown 
in  Fig.  U8,  and  measure  the  resistance  from  D  to  B  through 


3: 


the  cross  at  F.  Let  the  resistance  of  the  cross  be  a  ohms, 
and  the  resistance  found  by  balancingthe  bridge  be  R  ohms 
Then, 

R^x-^y-lr:^.  (1.) 

Now  ground  either  wire,  say  D  B,  anywhere  beyond  the 
cross,  as  at  G,  and  connect  as  shown  in  Fig.  9».     When  the 
bridge  is  again  balanced,  we  have 
m  _y-\-s 
n       p^x 
From  equations  (1)  and  (3),  we  get  the  formula 
tiR—  mp 

X=:  ;— ^, 

which  is  exactly  the  same  as  formula  lO, 


(2.) 
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Then,  by  dividing  x  by  the  resistance  of  the  wire  D  -ffper 
unit  length,  we  have  the  distance  from  D  to  the  fault  along 
the  wire  D  E,  The  resistance  of  the  cross  s  eliminates  and 
the  method  is  accurate,  provided  the  resistance  z  has  re- 
mained the  same  during  both  measurements. 


-a^" 


PlO.  09. 

307.     Mettiod  Requiring:  Ttiree  Measurements. — 

Measure,  as  in  the  preceding  method,  the  resistance  from  B 
to  D  through  the  cross  whose  resistance  we  will  call  z  ohms, 
connecting  the  bridge  as  shown  in  Fig.  98.  Let  the  resist- 
ance so  measured  be  a\  then, 

X  '\'  2  -\-  y  •=  a. 


Fig.  100. 

Now  measure  the  resistance  of  the  line  B  B'  by  having  the 
distant  end  B'  grounded,  and  the  ends  oi  D  U  open  as 
shown  in  Fig.  100.     Let  this  resistance  be  b\  then, 

X  -\'  ti  =  b. 

Finally,  measure  the  resistance  through  y,  ^,  and  «,  by 
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cnniiecling    tlie    bridge    as    shtiivn    in    Fig.    llil.      Let    this 
resistance  be  f ;  then, 

J'  +  "  +  "  -  '-- 
Snblractiiig  the  last  equation  from  the  sum  of  the  first 
two  equations,  we  get 


Hence  the  resistance  x  from  the  testing  station  to  the 
fault  is  given  by  the  following  formula: 

,  =  "-+4^^.  ,21.) 

Dividing  x  by  the  resistance  of  the  wire  x  per  mile 
gives  the  distance  in  miles  to  the  cross  F.  It  will  be 
noticed  that  tlie  resistance  of  the  cross  r  eliminates,  so  that 
if  s  remained  constant  during  the  second  and  third  meas- 
urements, the  formula  is  accurate  and  independent  of  the 
value  of  r. 


308.  UeMlstance  of  Cross  Neither  Negllelble  Nor 
Constant.— A  method  will  now  be  given  in  which  the 
resistance  of  the  cross  is  eliminated,  whether  constant  ot 
variable,  and  the  test  requires,  moreover,  only  two  resist- 
ance measurements.  However,  the  ordinary  bridge  connec- 
tions have  to  be  slightly  moditied,  which  is  an  objection. 
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First,  connect  up  as  shown  in  Fig.  100,  and  measure  the 
resistance  of  the  line  B  />',  including  the  ground-return 
path.      Let  this  bo  a\  then 

x-\-u=.a.  (1.) 

Then  connect  the  bridge  as  shown  in  Fig.  102,  using  only 
two  arras  /  and  ;/  of  the  bridge;  the  third  arm  ;;/,  being  on 
open  circuit,  is  not  used.  The  galvanometer,  instead  of 
being  connected  to  the  end  of  the  arm  ;//,  is  connected  to 
the  end  of  the  wire  D.  Thus,  B  F  forms  the  third  arm 
and  F B'  C  the  fourth  arm  of  the  bridge.  The  resistance 
of  the  cross  2  and  that  portion  y  of  the  line  D  H  is  included 
in  the  bridge  or  galvanometer  circuit,  and,  therefore,  this 
resistance  z  and  y  will  not  enter  into  the  result    for    the 


Fig.  108. 

same  reason  that  the  resistance  of  the  galvanometer  never 
does  in  measurements  made  with  the  Wheatstone  bridge 
method.  Hence,  the  resistance  of  the  cross  does  not  enter 
into  the  measurement,  and,  furthermore,  the  final  formula 
is  entirely  independent  of  this  resistance  whether  it  is  con- 
stant or  not.  The  resistance  //,  from  F  through  R  and  back 
through  the  ground  to  6",  forms  the  fourth  arm  of  the 
bridge.  From  the  well-known  principle  of  the  bridge,  after 
adjusting  it  until  there  is  no  deflection,  we  have 

;/  _  X 
p~~  u 


no  TELEGRAPHY.  gT 

Solving  equations  (1)  and  (2)  for  x,  wc  obtain  the  follow- 
ing furmiila  for  the  resistance  along  the  wire  S  B'  to  the 
cross : 

'=f^,  (22.) 

Finally,  by  dividing  x  by  the  resistance  of  the  line  B  B' 
per  mile,  we  get  the  distance  in  miles  from  B  to  the  cross  F. 

If  more  convenient  to  do  so,  the  end  B  of  the  wire  may 
be  joined  to  the  end  of  the  arm  w.  In  this  case  x  in 
equation  (2)  must  be  changed  to  m  +  x  and  wc  get  the 
following  formula  for  x: 

"-"^^i^-  (23-) 


'  tange:vt  galvanometeb. 

309.  The  principle  and  the  method  of  using  the  tan' 
gent   icatvanumeter  have  been  given  in  Electrical  Mtas- 

urenicnts,  and  it  is  only  necessary  to  give  here  a  short 
description  of  the  particular  furm  of  the  instrument  that  is 
most  commonly  used  for  telegraph  testing.  Tangent  gal- 
vanometers are  very  rapidly  going  out  of  use.  Ammeters 
and  voltmeters  of  the  Weston  type  are  very  much  more 
satisfactory  and  can  be  obtained  sufficiently  sensitive  and 
accurate  for  all  practical  work. 

310.  The  tangent  galvanometer  known  as  the  Western 
Union  Standard  is  shown  in  Fig.  103  («}.  On  the  base  at 
the  right  are  the  terminals  of  three  resistances,  arranged  so 
any  one,  or  all  three,  can  be  short-circuited  by  brass  plugs. 
A  diagram  of  the  arrangement  of  the  coils  and  resistances 
is  shown  in  Fig.  103  [b).  These  resistance  coils  of  5,000, 
fiOO,  and  10  ohms,  respectively,  are  often  very  convenient 
when  making  a  measurement.  For  instance,  if  the  deflection 
is  too  small  and  it  is  not  convenient  or  possible  to  increase 
the  electromotive  force,  the  deflection  may  be  increased  by 
inserting  the  plugs  so  as  to  short-circuit  one  or  more  of  the 
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resistance  coils  on 
the  right.  Converse- 
ly, if  the  deflection 
is  too  large,  it  may 
be  reduced  by  re- 
moving one  or  more 
of  the  short-circuit- 
ing plugs. 

311.  DlalGrad- 
uated  In  Tan- 
gen  ts. —  In  some 
tangent  galvanome- 
ters in  use,  the  dial 
is  divided  on  one 
side  in  degrees,  but 
on  the  other  side  f 
figures  corresponu 
to  the  tangent  of  the 
angle  of  deflection. 
This  is  more  conve- 
nient, as  it  avoids 
the  necessity  of  look- 
ing up  the  tangent 
in  a  table  corre- 
sponding to  the  de- 
flection  of  the 
pointer  in  degrees, 
but  the  scale  is  not 
apt  to  be  so  accurate. 
The  student  has 
been  furnished  with 
a  table  of  tangents, 
suitable  for  use  with 
the  tangent  galva- 
nometer, in  the  vol- 
ume of  Tables  and 
Formulas. 
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312.  These  tangent  galvanometers  may  be  obtained 
with  a  iiuodle  siispencied  by  a  silk  fiber.  Tliis  makes  the 
instrument  more  sensitive,  but  also  more  delicate  and  liable 
to  injury.  Tlie  tangent  galvanometer  is  ordinarily  used  fur 
measuring  the  strength  of  currents,  internal  resistance, 
electromotive  force,  and  condition  of  cells. 


313.  There  are  a  number  of  method.^!  for  accurately 
determining  the  internal  resistance  and  electromotive 
force  of  cells.  Probably  the  most  accurate  methods  for  de- 
termining electromotive  forces  are  those  requiring  Stand- 
ard Clark  cells,  accurate  resistances,  or  condensers.  These 
are  Suitable  only  for  laboratories,  however.  For  practi- 
cal measurements  the  half-tangent  or  half-deflection  and 
Mance's  bridge  methods  for  ititertial  resistance,  and  the  vnlt 
and  ammeter  method  for  both  internal  resistance  and 
electromotive  force,  are  the  most  suitable. 

314.  Half-Tanffent  Method.~Fur  the  half-tangent 
method,  an  adjustable  resistance  box  and  a  tangent  galva- 
nometer are  generally  used.  However,  it  may  be  made  with 
an  ordinary  Wheatstone  bridge  set,  and  a  much  more  con- 
venient way  is  to  use  a  miliiammeter  in  place  of  the  tangent 
galvanometer.  These  two  modifications  will  be  explained 
presently. 

315.  In  series  with  the  cell  or  battery  whose  internal 
resistance  is  desired,  connect  an  adjustable  known  resist- 
ance and  the  tangent  galvanometer.  Use  such  a  coil  of  the 
galvanomctsr  or  arrange  the  adjustable  resistance  so  that 
a  deflection  between  00°  and  81)°  is  (tbtaincd.  It  is  best  in 
this  case  to  use  as  little  of  the  adjustable  resistance  as 
possible.      With  cells  like  the  gravity  having  aii  appreciable 
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internal  resistance,  no  resistance  is  necessary  at  all  external 
to  the  cell.  If  the  deflection  is  too  large,  it  is  preferable 
to  use  a  galvanometer  coil  having  fewer  turns.  Suppose 
there  is  a  small  resistance  a  external  to  the  cell.  This  must 
include  the  galvanometer  resistance  unless  the  latter  is  small 
enough  to  be  neglected.  Note  the  galvanometer  deflection 
in  degrees  and  from  a  table  of  natural  tangents  obtain  the 
tangent  corresponding  to  this  angular  deflection.  Divide 
this  tangent  in  half  and  from  the  same  table  obtain  the 
degrees  corresponding  to  this  half-tangent.  Then  increase 
the  known  adjustable  resistance  until  the  deflection  is  re- 
duced to  the  degree  obtained  from  the  table.  Let  the 
known  total  external  resistance  now  be  c  ohms.  Since 
the  tangent  of  the  second  deflection  is  half  the  tangent  of 
the  first  deflection,  it  is  evident  that  the  current  has  been 
reduced  one-half  and  the  total  resistance  must,  therefore, 
have  been  increased  to  double  its  first  value.  Hence,  if  B 
is  the  internal  resistance  of  the  cell  or  battery,  then 

2  (Z?  +  a)  =  5  +  ^. 
From  which  we  get 

B  =  c-'ia.  (24.) 

Evidently,  if  no  external  resistance  a  was  used  when  the 
first  deflection  was  obtained,  B  would  be  equal  to  r. 

316*  Half-Deflection  Method  Uslnfjr  an  Amme- 
ter.— An  ammeter  or  milliammeter  of  suitable  range  can 
be  used  in  place  of  the  tangent  galvanometer,  and  it  is 
much  more  convenient.  All  that  is  necessary  is  to  adjust 
the  resistances,  so  that  one  reading  on  the  scale  is  just  one- 
half  the  other.  The  reading  gives  the  current  directly. 
The  internal  resistance  is  worked  out  in  the  same  manner, 
using  formula  24. 

317.  Half-l>efleGtlon  Method  UHing:  a  Bridge 
Set. — The  bridge  in  this  case  is  used  as  a  simple  adjustable 
resistance.     The  proper  connections  are  shown  in  Fig.  104. 
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The  bridge  galvanometer  G  must  be  shunted  by  a  low  resist- 
ance J),  consisting  of  a  few  ohms,  so  that  the  joint  resistance 
of  the  galvanometer  and  shunt  may  be  negligible  in  com- 
parison with  that  of  the  battery,  and,  furthermore,  it  is 
usually  desirable  to  thus  reduce  the  sensitiveness  of  the 


galvanometer.  Obtain  a  convenient  deflection  with  any 
resistance  unplugged  in  the  box  and  note  down  this  resist- 
ance a  and  the  deflection  of  the  galvanometer.  Then  increase 
the  resistance  in  the  bo.\  until  the  deflection  is  reduced  one- 
half.  Note  this  resistance  c.  The  internal  resistance  of  the 
cell  or  battery  is  given  by  formula  24. 

Example. — A  gravity  cell,  connected  in  series  with  a  tangent  gal- 
vanometer and  a  resistance  of  .3  ohm,  gave  a  deflection  of  65^  The 
resistance  of  the  galvanometer  and  all  connecting  wires  was  .1  ohm. 
The  tangent  of  65°  was  found  in  a  table  of  natural  tangents  to  be 
2.14451.  The  angle,  having  a  tangent  of  i  (2,1451)  =  1.07335,  was  found 
in  the  same  table  to  be  very  nearly  45°.  It  was  found  necessary  to  add 
an  extra  resistance  of  3  ohms  in  series  with  the  cek^and  galvanometer 
in  order  to  reduce  the  deflection  from  65°  to  46°.  What  was  the  in- 
ternal resistance  of  the  cell  ? 

Solution. — By  formula  24,  the  internal  resistance  B  =  c  —  2a, 
in  which  r=  3  -f  .3 -i-  .1  =  3.4  and  a  =  .3  -i-  .1  =  .4.  Hence,  B  =  Z.i 
—  .»  =  S.6ohms.     Ans. 

318.  Mance's  Bridge  Method.  —  The  connections 
for  this  method  of  measuring  the  internal  resistance  of  the 
battery  B  is  shown  in  Fig.  106.    The  battery  B  is  connected 
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in  the  arm  of  the  bridge  where  the  unknown  resistance  is 
usually  connected,  and  the  junction  points  A  and  D^  between 
which  the  battery  is  usually  connected,  are  joined  together 
through  the  key  A",  which  is  normally  open.  It  is  usually 
necessary  to  shunt  the  galvanometer  by  a  resistance  S  in 
order  to  reduce  its  sensitiveness  so  that  the  deflection  will 
remain  on  the  scale.  The  key  /T,  remains  closed  normally 
in  order  to  protect  the  galvanometer.  When  the  connections 
are  made,  cautiously  depress  the  key  A",  and  adjust  the 
shunt  and  various  resistances  until  a  convenient  deflection 
is  obtained.     Then  depress  the  key  K,  which  will  probably 
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alter  the  deflection.  A  balance  is  obtained  when  the  resist- 
ance arms  have  been  so  adjusted  that  7to  change  in  the 
galvanometer  deflection  occurs  on  opening  or  closing  the 
key  K,  the  other  key  A",  being  held  open  all  the  time.  The 
resistance  of  the  battery  is  then  found  by  the  ordinary  bridge 

c  (t 

proportion ;  that  is,  the  internal  resistance  oi  B  =■  —r. 

If  the  internal  resistance  of  the  battery  is  small,  it  is  con- 
venient to  insert  a  resistance  in  series  with  the  battery. 
This  resistance  must  afterwards  be  subtracted  from  the 
resistance  obtained  from  the  bridge.  The  advantage  of 
Mance*s  bridge  method  is  that  the  deflection  does  not  enter 
into  the  result. 
T.  G.    II.— 30 
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310.  Volc-and- Am  meter  Method. — By  this  raetbod 
both  Ihc  intcniiil  resistance  and  the  electromotive  force  of 
the  eel  I  are  obtained  simul- 
taneously from  the  same 
measuremiints,  and,  more- 
over, the  measurements 
m:iy  be  made  when  the 
cf!!  or  battery  is  genera- 
ting the  same  current  that 
it  would  when  actually 
working  un  a  telegraph 
line  or  local  circuit.  It, 
therefore,  may  be  made 
to  give  the  inieriial  resist- 
ance under  normal  work- 
ing conditions.  The  connections  fur  this  method  are  shown 
in  Fig.  106,  in  which  A  is  an  ammeter  and  /'a  voltmeter  of 
suitable  range,  R  a  resistance  of  such  a  value  that  the  bat- 
tery B  to  be  tested  will  furnish  its  normal  amount  of  current, 
and  A' a  switch  or  key.  Let  B  be  the  internal  resistance  (if 
the  battery,  C  the  current  measured  by  the  ammeter  A, 
E  the  electromotive  force  of  the  cell  when  the  key  K  is 
open,  and  Kthe  difference  of  potential  at  the  terminals  of 
the  cell  when  C  amperes  are  flowing  through  R  on  account 
of  the  key  A'  being  closed.  E  and  V  are  measured  by  the 
voltmeter.  The  resistance  of  the  voltmeter  should  be  at 
least  a  thousand  times  that  of  the  battery,  or.  better,  several 
thousand  times.  The  ammeter  and  resistance  A'  must  lie 
low  enough  to  allow  the  battery  to  work  at  its  normal  rate 
of  output,  and  it  is  better  that  the  ammeter  resistance 
should  be  very  low. 

With  the  key  A' open,  read  the  voltmeter.  This  will  be  E, 
the  electromotive  force  of  the  battery  when  practically  no 
current  is  flowing,  that  is,  when  the  battery  is  practically 
on  open  circuit.  Then  close  the  key  K  and  immediately 
read  siinultane<nisly,  or  as  nearly  so  as  possible,  both  the 
anuneter  and  the  voltmeter.  These  two  readings  give  the 
current  C  and  the  difference  of  potential  Kat  the  battery 
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terminals  when  C  amperes  are  flowing  through  the  circuit. 
Then,  E  —  V  \^  the  drop  or  fall  of  potential  necessary  to 
drive  the  current  C  through  the  battery  against  the  in- 
ternal resistance  B,  But  this  fall  of  potential  by  Ohm's 
law  =•  B  X  C\  hence, 

B  =  :^^.  (25.) 

This  is  the  internal  resistance  at  an  output  of  C  amperes. 
At  another  rate  it  may  be  different. 

If  the  total  resistance  R  external  to  the  battery  is  known, 

the  ammeter  will  not  be  necessary,  for   the  current  C  is 

V 
equal  to  -^  and  can,  therefore,  be  calculated. 

320.  To  Determine  Condition  of  Cells. — To  deter- 
mine merely  if  a  cell  or  battery  having  an  appreciable  in- 
ternal resistance,  such  as  a  gravity  cell,  is  above  a  minimum 
standard  condition,  the  following  method  is  often  used.  As 
already  stated,  the  copper  band  on  the  tangent  galvanom- 
eter has  no  appreciable  resistance ;  hence,  if  this  coil  is  con- 
nected directly  in  series  with  a  battery,  the  current  is 
limited  practically  by  the  internal  resistance  of  the  battery. 

Determine,  once  for  all,  the  minimum  deflection  that  a 
cell  in  good  working  condition  will  give.  Then,  if  the  de- 
flection falls  below  this  with  another  cell  or  a  whole  bat- 
tery, something  is  wrong  with  the  cell  or  with  one  or  more 
of  the  cells  in  the  battery.  No  more  current  will  be  ob- 
tained from  a  whole  set  of  cells  connected  in  series  than 
from  one  cell  wheie  the  external  resistance  is  negligible, 
because  the  total  resistance  of  the  circuit  varies  directly  as 
the  number  of  cells  connected  in  series,  and,  hence,  the 
total  resistance  varies  directly  as  the  total  electromotive 
force.  This  was  fully  explained  in  Telegraphy,  Part  1, 
under  the  heading  **  Small   External  Resistance." 

321*  When  the  deflection  from  a  whole  battery  falls 
below  the  standard,  a  careful  inspection  may  show  one  or 
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more  defective  cells.  If  not,  a  defeciive  cell  may  iic 
located  by  testing  each  cell  separately.  If  there  is  ni> 
especially  bad  cell  in  the  set,  then  the  condition  of  the  bat- 
tery as  a  whole  is  poor. 

This  method  cannot,  of  course,  be  nscd  with  batteries  or 
cells  that  have  little  or  no  internal  resistance.  A  storage 
baftery,  if  tested  in  this  way,  would  probably  ruin  not  only 
itself  but  also  the  galvanometer,  on  account  of  the  lara 
current  that  would  flow,  since  the  total  resistance  ii£j 
circuit  is  so  small. 


322.     Bunnell  Battery  GauKC— This  gauge,  s 

Fi;;.  UlT.  consists  of  a  coil  of  wire  and  an  armalu 
which  the  pointer  i 
lached.  It  is  very  con- 
venient for  determining 
the  condition  of  from  one 
to  five  ordinary  cell^ 
good  LcclanchA  ccll| 
indicate  about  !)";  s 
arddry  battery  14°; 
wood  American  i 
{blue  vitriol)  C"; 
fool,  Western  U  n  i  nn 
form,  8°. 

This  gauge  can  bcnsctl 
standing  upright  on  the 
laiili:  or  desk,  or  sus- 
pended by  the  chain  and 
ring,  which  brings  ibc 
Pin  luT.  needle   to   zero   when   no 

current  is  passing  through  the  instrument.  On  account  trf 
their  normal  position  being  upright,  these  gauges  may  be 
used  as  permanent  circuit  indicators  for  fire-alarm,  hitrglar- 
alarm,  and  district-telegraph  lines.  The  action  of  the  ne< 
is  "dead  beat."  It  moves  to  and  remains,  without  t 
tion,  at  whatever  indication  the  current  calls  for. 
are  two  silk-covered  conducting  cords  provided  with  4 
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made  so  as  to  enter  any  ordinary  binding  post,  and,  being 
square,  can  be  also  firmly  held  by  the  English  form  of  bind- 
ing post.  These  tips  have  a  spring  clamp  by  which  they 
can  firmly  grip  naked  wire  (up  to  No.  16)  at  any  exposed 
point. 
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EARLY   INVESTIGATORS  AND  METHODS. 

323.  The  idea  of  telegraphing  between  two  stations 
that  are  not  directly  connected  by  at  least  one  wire  is  quite 
old.  Morse,  Lindsay,  Willoughby  Smith,  and  others  pro- 
posed and  some  of  them  actually  did  telegraph  across  a  body 
of  water  by  running  a  wire  for  some  distance  parallel  to  the 
shore  on  either  side  and  then  connecting  each  end  of  each 
wire  to  a  plate  submerged  in  the  water;  one  plate  on  either 
side  was  directly  opposite  a  corresponding  plate  on  the 
other  side  of  the  stream.  If  the  wires  parallel  to  the  shore 
are  long  enough  and  the  stream  not  too  broad,  the  electric 
current  will  flow  across  the  stream  at  one  point  from  plate 
to  plate,  through  the  wire  on  the  opposite  side,  and  finally 
across  the  stream  at  the  other  point  and  into  the  wire  on 
the  first  side.  Enough  of  the  current  will  follow  this  path, 
in  preference  to  flowing  along  the  stream,  to  operate  a  relay. 
The  ability  to  telegraph  in  this  manner  is  due  to  the  fact 
that  the  resistance  of  the  body  of  water  across  the  stream 
from  plate  to  plate  is  less  than  the  resistance  along  the 
stream  between  the  two  plates  on  the  same  side.  To  be 
sure,  more  or  less  current  will  flow  from  one  plate  to  an- 
other on  the  same  side  of  the  stream.  It  is  invariably  bet- 
ter, where  it  can  be  done,  to  connect  the  two  telegraph 
stations  by  an  overhead  wire  or  submerged  cable.  This  is 
sometimes  called  the  conduction  method.  Willoughby  Smith 
put  such  a  system  in  operation  in  1885,  between  the  shore 
and  a  lighthouse,  a  distance  of  GO  yards,  and  it  was  success- 
fully used  for  a  number  of  years. 
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324.  Another  very  different  method  has  been  proposed 
;ind  was  put  in  operation  by  Mr.  W.  H.  Pierce,  who  has 
worked  more  or  less  on  the  subject  since  1882.  The  success 
of  this  method  is  due  to  electrostatic  and  electromagnetic 
effects  and  to  conduction  through  the  earth.  The  best  re- 
sults were  obtained  by  using  two  long  parallel  wires  grounded 
at  both  ends.  One  wire,  with  the  earth  return,  forms  a 
long  rectangular  coil  and  acts  as  a  primary  coil;  and  the 
other  with  an  earth  return,  as  the  secondary  coil  of  an  in- 
duction coil,  the  two  coils  being  separated  by  the  distance 
across  which  it  is  expected  to  telegraph.  There  may,  in  ad- 
dition to  electromagnetic  induction,  be  electrostatic  indue- 
tion  between  the  two  long  parallel  wires  and  conductioD 
through  the  earth  between  the  opposite  ground  plates  at  the 
two  ends.  An  alternating  or  rapidly  interrupted  current  is 
used  in  the  primary  or  sending  side,  and  an  ordinary  key 
may  be  used  to  make  Morse  signals  by  interrupting  the 
rapidly  pulsating  or  alternating  current.  A  telephone  re- 
ceiver is  used  in  the  secondary  circuit  to  read  the  signals. 
A  sound,  due  to  the  alternating  current  that  causes  the  dia- 
phragm of  the  receiver  to  vibrate,  corresponds  to  dots  and 
dashes,  and  silence  corresponds  to  spaces.  The  length  of 
the  two  parallel  wires  should  be  at  least  equal  to  the  distance 
separating  the  two  wires.  Telegraphic  and  telephonic  com- 
munications have  been  successfully  carried  on  by  this  method 
between  stations  from  \i  to  5  miles  apart. 

325.  The  most  successful  method  for  telegraphing 
through  space  without  a  connecting  wire  has  been  perfected 
by  Guglielmo  Marconi,  an  Italian.  His  method  depends  on 
the  coherer  invented  by  Branly  (about  1800)  and  also  on 
discoveries  made  by  Lodge  and  Righi.  To  Maxwell  and 
Hertz  is  due  the  credit  of  predicting  and  demonstrating,  re- 
spectively, the  fact  that  electromagnetic  waves  are  propa- 
gated through  space  with  the  velocity  of  light.  Such  waves 
are  frequently  called  Hertzian  waves.  These  waves  are 
identical  in  some  respects  to  liglit  waves,  but  have  <lifferent 
frequencies  and  wave  lengths  and  other  different  properties. 
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For  instance,  while  wood  and  many  other  substances  are 
not  transparent  to  light  waves,  they  are  transparent  to 
electromagnetic  waves.  Most  metals,  however,  are  opaque 
to  almost  all  waves.  Our  optical  nerves  are  capable  of  de- 
tecting light  waves  but  cannot  detect  electromagnetic  waves. 
Electromagnetic  waves  range  from  2^  inches  in  length  to 
about  18  miles  and  have  a  frequency  from  480,000,000  to 
10,000  periods  per  second,  respectively;  whereas  the  length 
of  light  waves  range  from  165  millionths  of  an  inch  to 
272  millionths  of  an  inch  and  have  a  frequency  from 
740  trillion  to  434  trillion  periods  per  second,  respectively. 
A  coherer,  which  will  be  described  presently,  is  insensible  to 
light  waves,  but  will  readily  detect  some  electromagnetic 
waves. 

326*  Calzecctii  Onestl,  an  Italian,  was  about  the  first 
(in  1884)  to  discover  the  sensibility  of  filings  to  Hertzian 
waves.  He  found  that  metallic  filings  in  a  loose  state  offered 
an  appreciable  resistance,  but  when  exposed  to  Hertzian 
waves  the  resistance  decreased  enormously,  but  that  on 
shaking  them  up  the  resistance  was  increased  to  its  original 
value. 

Professor  E.  Branly,  of  Paris,  developed  the  discovery 
of  Calzecchi  Onesti,  and  made  about  the  first  instrument, 
now  called  a  coherer,  publishing  the  results  of  his  investiga- 
tion in  1891. 

Professor  C).  J.  Lodf^e,  of  England,  was  probably  the 
first  to  call  Braiily's  instrument  a  coherer  and  to  use  it  in 
1803  for  detecting  electromagnetic  waves  at  a  distance  (about 
125  feet)  from  the  generator  and  to  tap  the  tube  by  means 
of  a  clock  movement  in  order  to  restore  the  resistance  of  the 
filings  to  their  normal  condition. 

Professor  Popoff,  of  Russia,  was  the  first  to  automatic- 
ally cause  the  hammer  of  a  sounder  or  bell  to  restore  the 
coherer  to  its  natural  state,  or  to  decohere '\\,^  as  it  is  usually 
called.  He  had  also  used  vertical  wires  in  lightning-dis- 
charge investigations. 
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tapping  of  the  tube  docs  not  restore  it  to  its  normal  high  re- 
sistance as  long  as  suflScieiilly  intense  waves  from  ab  strike 
it,  but  the  first  tap  after  the  waves  cease  restores  it  to  its 
normal  high  resistance  and  hence. the  relay  opens  and  the 
tapping  ceases.  R  is  rather  a  high  resistance  and  sensitive 
relay,  and  LB  &  local  battery  of  one  cell. 

330.      Explanation  of  tbe  Action  of  a  Cotaercr.— 

The  following  explanation  of  the  action  between  the  filings 
in  a  coherer,  which  is  given  by  Professnr  Lodge  in  his  b'Xik 
"  Signaling  Through  Space  Without  Wires,"  is  the  one  gen- 
erally accepted. 

"  Suppose  there  are  two  fairly  clean  pieces  of  metal  in 
light  contact  connected  in  series  with  a  single  voltaic  cell ;  a 
film  of  what  may  be  called  oxide  intervenes  between  the 
surfaces  so  that  only  an  insignificant  current  is  allowed  lo 
pass,  because  a  volt  or  two  is  insufficient  to  break  down  the 
insulating  film.  If  the  film  is  not  permitted  to  conduct  sX 
all,  it  is  not  very  sensitive;  the  most  sensitive  condition  is 
attaini'd  when  an  infinitesimal  current  passes,  strong  enough 
to  just  show  on  a  moderately  sensitive  galvanometer.  Now 
let  the  slightest  surging  occur,  say  by  reason  of  a  sphere 
being  charged  and  discharged  at  a  distance  of  40  yards;  the 
film  at  once  breaks  down,  perhaps  not  completely — that  is  a 
question  of  intensity — but  permanently.  Apparently  more 
molecules  get  within  range  of  each  other  and  a  momentary 
wave  seems  to  weld  them  together.  It  is  a  singular  variety 
of  electrical  welding.  A  stronger  wave  enables  more  mole- 
cules to  hold  on  and  the  change  in  resistance  seems  to  be  pro- 
portional to  the  energy  of  the  electric  radiation  from  a 
source  of  given  frequency.  It  is  to  be  especially  noted  that 
the  battery  current  is  not  intended  to  effect  the  cohesion, 
only  to  show  that  it  has  taken  place.  The  battery  can  be 
applied  after  the  spark  has  taken  place  and  the  resistance 
will  be  found  lo  have  changed  as  much  as  if  the  battery  had 
been  on  all  the  time.  The  cohesion  electrically  caused  can 
be  mechanically  destroyed.  Ground  vibrations  or  any 
other  feeble  mechanical  disturbances  such  as  scratches  or 
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taps  are  well  adapted  to  restore  the  contact  to  its  original 
high  resistance  and  sensitive  condition.  The  more  feeble 
the  electrical  disturbance,  the  slighter  is  the  corresponding 
mechanical  jar  needed  for  restoration." 

331.  Metals  Opaque  to  Hertzian  Waves. — Waves 
cannot  get  at  a  coherer  that  is  completely  shut  up  in  a  metallic 
box,  but  if  wires  are  led  to  it  from  outside,  the  waves  seem 
to  run  along  the  wires  into  the  box  and  the  coherer  is 
nearly  but  not  quite  as  sensitive  to  the  external  waves 
as  if  no  enclosing  box  had  been  used.  To  screen  it  perfectly, 
according  to  Professor  Lodge,  it  is  necessary  to  Jiave  no 
opening  of  any  kind  in  the  box.  Even  the  joints  should  be 
soldered.  A  lid,  if  securely  clamped,  using  pads  of  tin-foil 
to  secure  perfect  joints,  may  suffice.  The  inside  of  the  box 
is  then  said  to  be  electrically  dark.  Even  a  single  wire 
protruding  from  the  box,  although  not  connected  to  any- 
thing at  either  end,  is  sufficient,  provided  it  is  insulated 
from  the  box  itself  and  does  not,  therefore,  completely  fill 
the  hole  with  metal,  to  allow  the  waves  to  run  along  it  into 
the  box.  A  small  round  hole,  however,  seems  to  let  in  but 
few  waves  provided  no  insulated  wire  protrudes,  but  a  long 
narrow  chink  or  crack  will  let  in  a  large  number  of  waves. 


MARCONI  SYSTEM. 

332.  The  arrangement  of  transmitting  and  receiving 
ajiparatus  patented  by  Marconi  and  said  to  be  u.sed  by  him 
is  shown  in  Fig.  109.  A  long  vertical  wire  ends  in  a  plug  P 
that  may  be  inserted  in  the  receptacle  ;;/  for  transmitting 
and  in  the  receptacle  ;/  for  receiving. 

333.  Transinittlng  Apparatus. — The  essential  part 
of  the  transmitting  api)aratus  is  an  induc^tion,  or  Rultitikorff^ 
coil,  as  it  is  commonly  called.  The  primary  winding/  and 
the  secondary  winding  s  of  the  Ruhinkorff  coil  arc  both 
wound  upon  the  same  iron  core,  which  is, here  represented, 
merely  for  the  sake  of  clearness,  as  lying  between  the  two 
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ctjils/>  and  J.  The  current  maybe  rapidly  interrupted  by 
almost  any  ordinary  form  of  interrupter  and  a  condenser^, 
must  be  connected  across  the  break  c  d.  The  condenser 
reduces  the  sparking  between  c  and  d  and  also  improves  Ibe 


action  of  the  coil  by  c;iusing  a  more  sudden  interruption  of 
ihc  current  tliac  flows  from  the  battery  B  through  the  pri- 
mary/».  Both  d  and  r,  where  they  come  in  contact  with 
each  other,  arc  tipped  with  plaliniim  to  better  resist  cor- 
rosiim  and  fusion.      Maromi  says  he  found   it  advantageous 
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to  rapidly  revolve  the  contact  d  by  means  of  an  electric 
motor  of  some  kind  geared  to  the  wheel  //.  By  this  means 
the  platinum  contact  surfaces  on  d  and  c  are  kept  smooth  and 
any  tendency  to  stick  is  removed  and  they  also  last  longer. 

When  the  key  K  is  closed,  a  constant  stream  of  sparks  will 
pass  between  the  large  center  sphere  e  and  the  two  smaller 
spheres,  one  on  each  side.  The  total  air  gap  usually  varies 
from  1  to  2  inches,  but  the  coil  must  be  powerful  enough  to 
give  an  8-  or  10-inch  spark.  One  of  these  small  spheres  is 
grounded  and  the  other  connected  to  a  long  vertical  wire. 

The  current  in  the  oscillator  (to  be  defined  presently) 
surges  back  and  forth  between  100,000,000  and  200,000,000 
times  per  second ;  each  time  it  does  so  it  charges  or  discharges 
the  long  vertical  wire.  The  charging  and  discharging  cur- 
rents flow  up  and  down  the  vertical  wire  and  consequently 
produce  electromagnetic  waves  that  are  projected  out  into 
space,  as  horizontal  circular  waves,  from  every  part  of  the 
vertical  wire.  Furthermore,  on  account  of  the  static  disturb- 
ances that  are  produced  in  the  surrounding  space  between  the 
vertical  wire  and  the  surface  of  the  earth  due  to  the  electro- 
static capacity  of  the  vertical  wire,  it  is  probable  that  so- 
called  electric  waves,  which  vibrate  up  and  down  in  vertical 
planes,  are  also  projected  out  into  space. 

Since  these  waves  spread  out  through  space  in  all  direc- 
tions, it  is  evident  that  another  vertical  wire,  if  not  too  far 
distant,  will  be  cut  by  some  of  them.  The  waves  that  cut 
the  second  vertical  wire  seem  to  set  up  oscillating  currents 
that  follow  it  down  to  the  earth. 

334.  By  means  of  the  key  A",  the  current  flowing  in  the 
primary  coil  may  be  broken  up  into  ordinary  Morse  signals. 
This  will  cause  waves  to  be  projected  into  space  correspond- 
ing to  the  Morse  code.  To  be  sure,  each  dot  consists  of 
millions  of  waves,  but  all  waves  cease  when  the  key  is 
opened.  The  key  A' used  by  Marconi  when  in  this  country 
was  not  an  ordinary  telegraphic  key  in  the  strictest  sense, 
although  it  was  somewhat  similar.  It  had  a  longer  lever 
(about  14  to  18  inches)  pivoted   at  about   its  middle,   but 
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instead  of  a  finger  button  there  was  a  handle  extending 
upwards  uboiil  3  inches.  The  key  was  moved  up  and  down 
over  a  wide  gap  in  order  to  break  the  spark  in  the  primary 
circuit  when  it  was  opened.  This  accounts  for  the  fact  that 
a  speed  of  13  or  15  words  a  minute  seems  to  be  about  the 
best  so  far  attained,  while  10  words  is  a  good  average  speed, 

335*  Other  things  being  equal,  the  larger  the  ball  e. 
the  greater  is  the  distance  through  which  it  is  possible  to 
eommunicatc.  A  solid  brass  hall  e  4  inches  in  diameter. 
giving  waves  lOinches  in  length,  has  been  used  by  Marconi. 
He  is  said  to  now  use  simply  two  1-incli  solid  brass  balls, 
one  connected  to  each  terminal  of  the  secondary  coil,  in 
place  of  the  three  shown  at  e  in  this  figure,  anda  spark  gap, 
varying  from  1  to  a  inches,  for  all  distances  up  to  IlOmiies. 
The  length  of  the  wave  generated  depends  on  the  relation 
between  the  resistance,  self-induction,  and  capacity  of  the 
oscillator,  By  the  oscillator  is  usually  meant  merely  the 
circuit  from  the  top  of  the  vertical  wire  through  in  e  to  the 
ground  6".  The  capacity  of  the  oscillator  is  varied  by 
varying    the  size   of  the  balls  and  the  knylti  "f  the  vertical 


336-  Sometimes  tnetalHc  wings  of  sheet  metal  are 
attached  lo  the  balls  on  each  side  of  the  spark  gap.  This 
will  alter  ilie  wave  length,  and  if  the  receiver  can  be  made, 
by  the  use  of  similar  metallic  wings,  to  respond  only  to 
waves  of  a  certain  lengtli  (within  limits),  this  affords  a 
method  for  synchronizing  or  tuning  the  receiver  and  trans- 
mitter. In  other  words,  although  waves  of  all  lengths  may 
rcacli  the  receiving  apparatus,  it  will  not  respond  unless 
certain  particular  wave  lengths  are  present. 

337.  HccelvliiK  Appariitiis. — To  prevent  the  oscil- 
lations generated  at  a  statii»n  from  acting  on  its  own  coherer 
and  rapidly  destroying  the  same,  Marconi  encloses  all  the 
receiving  apparatus,  with  the  e.vreption  of  the  Morse 
register,  in  a  metal  bi).v,  and  leads  the  wire  connecting  to 
the  register  through  a  coil  uncased  in  bands  of  tin-foil,  the 
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tin-foil  being  connected  to  earth.  The  box  is  usually  made 
of  iron  merely  because  it  is  the  cheapest  metal.  The  metal 
need  be  only  -^^^  or  ^^  inch  thick.  The  hole  at /should  be 
securely  closed  by  a  metal  door  when  transmitting.  To  re- 
ceive, the  door  is  opened  and  the  plug  P  inserted  in  the 
receptacle  n.  The  current  waves  that  slide  or  follow  down 
the  vertical  wire  pass  through  the  primary  winding  ^  of  a 
step-up  induction  coil,  or  transformer,  as  it  may  be  called, 
when  they  pass  through  the  metal  of  the  box  and  the  wire  u 
to  the  ground  G.  The  secondary  b  of  this  coil  is  connected 
in  series  with  a  condenser  C  and  a  coherer  H. 


338i  The  Induction  coll  or  transformer  a  b  should 
be  in  1  une,  or  syntony,  as  it  is  called,  with  the  electrical 
oscillations  transmitted,  the  most  appropriate  number  of 
turns  and  the  most  appropriate  size  of  wire  varying  with  the 
length  6f  wave.     Marconi  says  in  one  of  his  patents  that  he 
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Fig.  no. 

obtained  the  best  results  (presumably  for  10-inch  waves)  by 
using  a  transformer  constructed  as  sliown  in  Fig.  110.  The 
primary  a  is  wound  on  a  glass  tube  about  .'M  inch  in 
diameter.  The  primary  winding  a  consists  of  two  layers  in 
parallel    of   IGO  turns  each  of  No.  38  B.  &   S.,    single-silk 
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covered  copper  wire.  No  iron  core  is  used.  The  secondary 
is  wound  in  a  very  peculiar  manner,  as  shown.  There  is 
first  wound  on  one  layer  of  150  turns.  The  secondary  is 
then  divided  into  three  sections  b,  c,  d.  The  section  b  has 
nine  more  layers  with  45,  41),  35,  30,  25,  20,  15,  12,  and 
6  turns  in  the  respective  layers;  the  section  r  has  eleven  more 
layers  with  40,  39,  37,  35,  33,  %^,  25,  21,  15,  10,  and  5  turns 
in  the  respective  layers;  section  d  has  nine  more  layers 
with  45,  40.  35,  30,  25,  20,  15,  17,  and  14  turns  in  the  respect- 
ive layers.  The  same  sized  wire  is  used  as  in  the  primary. 
These  sections  must  be  wound  and  connected  exactly  as 
shuwn.      The  coil  is  .'JSinch  long. 

339.  Marconi'H  Latest  Transformer  and  Con- 
nections.— In  February,  1901,  Marconi  received  a  patent 
for  the  following  method  of  connecting  his  receiving  appa- 
ratus. The  secondary  of  the  transformer  is  opened  in  the 
middle  and  the  inner  ends  connected  to  the  local  circuit, 
which  includes  the  battery  and  relay,  while  the  two  outer 
ends  are  connected  to  the  coherer.  It  is  stated  to  be 
advantageous  to  :tlso  connect  a  condenser  across  the  inner 
ends  of  the  secondary  where  the  local  battery  and  relay  cir- 
cuit is  connected.  Details  of  one  form  of  transformer  are 
given  as  follows:  The  primary,  which  is  in  circuit  with  the 
vertical  wire,  is  wound  on  a  non-magnetic  core  ^  inch  in 
diameter  and  consists  of  100  turns  of  No.  27  copper  wire, 
insulated  with  single  silk  and  coated  with  paraffin  wax. 
The  secondary  consists  of  No.  33  single-silk  c<)vered  copper 
wire  wound  over  the  primary,  commencing  at  the  middle 
and  winding  it  in  the  same  manner  as  the  primary.  Each 
half  of  the  secondary  is  wound  with  a  decreasing  number  of 
turns,  beginning  with  77  in  the  first  layerandending  with  3 
in  the  seventeenth,  making  500  turns  in  all.  Other  forms 
are  also  given.  These  coils  are  stated  to  give  the  best  re- 
sults when  the  length  of  the  vertical  wire  at  each  station  is 
150  feet. 

340.  Transformer.  —  It  was  natural  to  attempt  to 
increase    the    induced    electromotive    force    .acting    on    the 
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coherer  by  an  induction  coil,  analogous  to  those  used  in 
telephony.  The  above  manner  of  constructing  a  transformer 
seems  to  reduce  to  a  minimum  the  impedance  and  to  realize 
the  maximum  induction  between  the  primary  and  the  sec- 
ondary for  these  high-frequency  currents. 

The  only  explanation  offered  for  winding  and  connecting 
the  coils  in  the  particular  manner  stated  above  is  that  given 
by  Marconi,  who  says  that  it  is  done  to  prevent  the  effects 
due  to  electromagnetic  induction  from  being  in  opposition 
to  those  due  to  electrostatic  induction  at  the  ends  of  the 
primary  coil.  The  favorable  action  of  the  transformer  is 
most  marked.  According  to  Marconi,  this  device  increases 
the  range  from  30  to  GO  per  cent. 

341.  The  condenser  C,  Fig.  109,  is  made,  by  Marconi, 
of  six  plates  of  tin  or  copper  foil  1.48  inches  by  .08  inch, 
separated  by  paraffined  paper  .000  inch  thick.  Three  alter- 
nate plates  form  one  side  and  tli^e  remaining  three  plates  the 
other  side  of  the  condenser.  This  condenser  has  a  capacity 
of  about  \  microfarad.  With  this  apparatus  he  used  a  verti- 
cal wire  140  feet  long,  composed  of  seven  strands  of  about 
No.  18  or  No.  20  B.  &  S.  copper,  the  top  being  about  120  feet 
above  the  ground. 

342.  The  coherer  //,  which  is  shown  in  Fig.  Ill,  is 
made  of  a  glass  tube  a  about  1.5  to  2  inches  long  and  hav- 
ingan  internal  diameter 
of  -,V  or  -^^  inch.  Two 
silver  plugs  /,  /  about  «  f  I     l> 


i  inch  long  fit  quite  _w_^<^2L^^Lii^^r  ^  .  "•"-.'. "i^':.- ■.^:!A_tg_ 
tightly  in  the  tube  and  ^  * 

have  connected  to  them  *'^^'-  ^^^• 

the  platinum  leading-in  wires  it',  i<\  which  are  sealed  in  the 
ends  of  the  glass  tube.  The  plugs  are  separated  from  each 
other  by  about  -^-^  incli,  the  space  c  between  them  being  only 
partially  filled  with  a  mixture  of  nickel  and  silver  filings  of 
uniform  size  and  verv  clean  and  drv.  Researches  that  have 
been  made  for  a  practical  coherer  have  shown  that  the  filings 
on  electrodes  should  be  made  of  a  metal  slightly  oxidizable. 

r.  G.    ll.—si 
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The  filings  should  be  Gather  loose  and  in  such  a  condition 
th;it  when  the  tube  is  pped,  the  filings  may  be  seen  lo 
niovL'.  The  filings  shou  be  rather  coarse,  such  as  produceil 
by  a  large  rough  file,  w  ,ich  should  be  frequently  washed  in 
h')l  water,  dried,  and  used  warm  when  making  the  filings. 
Tile  mixture  should  preferably  consist  of  from  90  to  flC  per 
rent,  of  hard  nickel  and  from  10  to  4  per  cent,  of  hard  silver 
filings.  By  increasing  the  proportion  of  silver,  the  sensitive- 
ness (if  the  coherer  increases,  but  it  is  better  for  ordinary 
work  not  to  have  a  tube  of  too  great  sensitiveness.  The 
addition  of  a  small  quantity  of  mercury  to  the  filings  im- 
proves the  sensitiveness.  There  must  not  be  so  much 
mercury  as  to  form  a  clot  or  cake  in  the  filings.  Sufficient 
mercury  may  be  obtained  by  slightly  amalgamating  the 
inner  surfaces  of  the  silver  plugs  that  are  to  be  in  contact 
with  the  filings.  There  should  not  be  more  than  sufficient 
mercury  to  just  brighten  the  surface  of  the  plugs  without 
showing  any  free  globules. 

The  tube  should  be  sealed  and  a  vacuum,  while  not  essen- 
tial, is  desirable.  Care  should  be  taken  not  to  oxidize  the 
filings  by  too  much  heat  when  sealing  llie  tube,  and  it  is  better 
to  use  anon-oxidizing  liyilrogeTi  and  air  flame.  A  vacuum 
of  about  yuVs  of  an  atmosphere  is  desirable.  The  tube,  if 
well  made,  should  be  sensitive  to  the  waves  from  the  spark 
produced  at  the  break  of  an  ordinary  vibrating  bell  when 
working  at  a  distance  of  not  less  than  1  or  2  yards  from  the 
tube.  In  order  to  keep  the  coherer  in  good  condition,  not 
more  than  I  milliampere  should  ever  be  allowed  to  flow 
through  it,  even  when  active.  For  this  reason  never  more 
than  1  Leclanche  ceil,  nor  over  1.5  volts,  should  be  applied  to 
the  terminals  of  a  coherer. 

343.  ChokiiiK  Coils.— The  coils  /and  /„  in  Fig.  109, 
known  as  chokiny;  colls,  arc  formed   by  wrapping  a  few 

mchcs  of   very   thin  insulated  copper  wire  around  an  iron 
wire  about  1.5  inches  long. 

344.  MiiKnctic  InHtrumcntH.  —  .\n  ordinary  vibra- 
ting bell  is  used  to  tap  the  coherer  in  order  lu  restore  it  to  its 
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normal  condition  when  the  waves  ^/hich  have  been  acting 
upon  it  cease.  The  relay  connect(  in  the  circuit  with  the 
coherer  should  have  quite  a  lar^  ''resistance,  preferably 
about  1,200  ohms,  and  the  vibrating^bell  about  1,000  ohms. 
Mr.  Marconi  suppresses,  as  completely  as  possible,  all 
parasitic  waves  originating  from  contacts  made  and  broken 
in  the  receiving  apparatus  itself  and  capable  of  actuating 
the  coherer.  To  this  end  he  has  placed  non-inductive 
shunts  around  each  point  where  the  circuit  is  broken  and 
around  all  coils  subject  to  the  electromotive  force  of  self- 
induction  ;  the  spools  of  the  relay  in  particular  have  been 
thus  shunted.  Each  one  of  these  non-inductive  resistances 
/,  ^,  and  0  should  have  a  resistance  about  four  or  five  times 
that  of  the  instrument  which  they  shunt. 

345.  All  Contact  Points  Stiunted. — There  should 
also  be  a  smaller  non-inductive  resistance  across  all  contact 
points  at  which  a  circuit  is  broken  in  order  to  prevent  a 
spark.  Such  resistances  are  shown  at  r  and  /.  The  resist- 
ance /  is  preferably  made,  of  a  series  of'  tubes  containing 
two  electrodes  and  water  acidulated  with  sulphuric  acid. 
The  number  of  these  tubes  in  series  should  be  about  10 
where  a  circuit  containing  15  volts  is  broken,  in  order  to 
prevent  the  passage  of  much  current  from  the  local  battery. 
Such  cells  possess  quite  an  electromotive  force,  called  a 
counter  electromotive  force,  which  prevents  the  flow  of  a 
steady  current,  but  allows  the  high-tension  and  nearly  in- 
stantaneous current  produced  by  self-induction  upon  the 
opening  of  the  circuit  by  the  relay  armature  to  pass 
easily  through  them  and  so  do  away  with  the  disturbing 
sparks  that  would  otherwise  be  produced  at  the  relay  con- 
tacts. The  vibrator  should  preferably  be  arranged  to  tap 
the  coherer  tube  underneath  in  order  to  prevent  the  pack- 
ing or  caking  of  the  filings. 

346.  It  is  necessary  to  have  the  Morse  register,  which 
is  generally  used,  on  the  outside  of  the  box,  so  that  the 
message  may  be  seen  as  it   is  received.     One  of  the  wires 
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friJiii  the  inside  is  fastened  to  the  metal  box  :it  -  and  the 
(ini;  on  the  outside  at_)';  the  metal  of  the  hux  completes  iht 
circuit.  The  other  wire  ic  passes  through  an  opening  in  ihc 
box  in  the  following  manner:  A  coil  of  wire  is  made  con- 
taining about  120  turns  of  about  No.  28  B.  &  S.  copper 
wire.  This  wire,  as  shown  in  the  small  detached  view  (a'), 
is  insulated  by  the  gutla  perchay,  which  is  then  covered 
with  the  tin-foil  A.  The  tin-foil  is  electrically  connected  to 
the  metal  box.  This  method  seems  to  protect  the  coherer 
from  the  oscillations  set  up  by  the  home  transmitter.  This 
coil  is  usually  protected  by  a  metal  or  wooden  casing  .r. 

347.  Batteries. — The  battery  ^.  the  eurrcnt  from 
which  flows  through  the  coherer  //and  operates  the  relay. 
consists  of  only  one  cell.  The  battery  i/)'  furnishes  the 
current  for  operating  the  vibrating  bell  P'and  the  Morse 
register,  and  it  may  consist  of  any  desirable  number  of 
cells,  usually  about  \'i  cells  being  required.  The  battery  B 
for  operating  the  Ruhrakorff  coil  should  preferably  consist 
of  storage  cells  or  a  dynamo,  because  a  steady  current  of 
about  0  amperes  is  required  for  a  coil  capable  of  producing 
a  10-inch  spark. 


REMARKS  CONCKRNING    APPARATUS. 

348.  Ituhmkorff  Coils.— It  seems,  as  a  result  of  ex- 
periments, that  it  is  well  to  use  a  Ruhmkorff  coil  capable  of 
giving  a  discharge  spark  .is  long  as  possible.  Consequently, 
very  powerful  induction  coils  should  be  used.  Those  most 
used  will  give  a  discharge  spark  of  10  to  !'•  inches  between 
points,  but  in  operation  these  s])arks  are  reduced  so  as  to 
have  a  length  of  between  I  and  i  inches.  These  short 
sparks  are  thicker  than  the  long  ones. 

All  types  of  interrupters  have  been  tried,  those  with  turn- 
ing contacts,  mercury,  iiammer,  etc.,  but  no  particular  one 
shows  any  marked  superiority.  For  long  operation  the 
best  one  of  those  mentioned  is  the  hammer  interrupter. 
It  is  certain  that  the  frequency  sliould  be   small.     Marconi 
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has  returned  to  the  simple  hammer  interrupter  after  trying 
others.  The  Wehnelt  electrolytic  interrupter,  which  has 
failed  with  some,  has  given  others  excellent  results. 

349.  Oscillators.  —  The  majority  of  experimenters, 
including  Marconi,  use  the  spark  gap  of  Hertz,  with  two 
small  balls  in  iiir.  The  platinizing  of  these  balls  is  unneces- 
sary, but  some  experimenters  advise  that  they  be  polished 
from  time  to  time. 

350.  Antennae. — Wires  and  other  apparatus  that  may 
be  connected  to  the  balls  on  each  side  of  the  spark  gap 
are  called  antennae.  This  term  does  not  include,  how- 
ever, the  secondary  of  the  induction  coil.  The  spark  gap 
and  the  two  antennae  constitute  the  oscillator.  An  insula- 
tion of  rubber  along  the  vertical  wire  appears  useful  in 
diminishing  its  partial  discharge  by  convection  into  sur- 
rounding moist  air. 

351.  Critical  Potential  for  Coherers. — In  order 
to  utilize  the  properties  of  the  coherer,  it  is  necessary  that 
the  critical  potential  at  which  the  coherer  breaks  down  shall 
not  exceed  the  electromotive  force  of  the  cell  plus  the  elec- 
tromotive force  of  self-induction  produced  by  the  decrease 
or  the  breaking  of  the  current  in  the  local  circuit  containing 
the  coherer  and  relay.  It  is  then  necessary  that  the  induct- 
ance be  as  small  as  possible,  and  that  the  current  flowing 
have  but  slight  intensity.  The  first  condition  being  difficult 
to  meet,  notwithstanding  the  use  of  non-inductive  shunts 
around  all  inductive  parts,  it  is  necessary  to  reduce  the  cur- 
rent by  the  use  of  a  low-voltage  cell.  The  Lalande  cell, 
which  gives,  with  a  negative  electrode  of  tin,  a  potential  of 
.25  volt,  has  given  good  results. 

Very  good  results  may  be  obtained  with  coherers  using 
filings  of  gold,  silver,  or  with  silver  alloyed  with  a  hundredth 
part  of  copper,  placed  between  German  silver  electrodes. 
The  use  of  a  slightly  oxidizable  metal  allows  one  to  raise 
the  critical  potential  sufficiently  to  use  a  cell  that  will  work 
the  relay. 
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35Z>  Self-Decoherlnic  CobererH. — ^Tlic  necessity  of 
a  tapper  with  existing  coherers  is  very  irouhlesoine,  aiitl 
does  not  permit  the  use  of  a  telephone  as  a  receiver.  Various 
experimenters  have  therefore  songht  coherers  decohering 
spontaneously  without  lapping.  Tommasina,  using  a  co- 
herer  with  magnetic  filings,  has  attempted  to  replace  the 
tapper  by  an  electromagnet,  magnetized  only  when  the 
coherer  is  affected,  thus  attracting  the  filings  and  decohering 
them.  It  has  been  proved  that  in  this  arrangement,  the 
filings  become  magnetized  and  then  it  is  no  longer  possible 
to  easily  decohere  them,  He  ohtaiiied  a  good  automatic 
decohering  coherer  by  using  two  German  silver  electrodes 
plunged  in  carbon  powder  similar  to  that  used  in  telephone 
transmitters.  It  was  apparently  not  successful  for  long 
distances. 


SVNTONIC   SVBTBMS. 

353*  A  serious  inconvenience  charged  against  wireless 
telegraphy  that  interferes  with  its  entry  into  the  real  domain 
of  practice  is  the  fact  that,  with  the  ordinary  arrangement 
of  apparatus,  as  already  described,  it  is  impossible  to  obtain, 
at  the  same  station,  two  independent  communications, 
every  receiver  placed  in  the  radius  of  action  of  a  transmitter 
being  acted  on  by  the  waves  sent  out  by  the  one  transmitter. 
Various  systems,  founded  upon  different  principles,  have 
been  proposed  with  a  view  to  avoid  this  fault. 

354.     Sendlnie  Waves  Out  In  One  nirectlon  Only. 

If  it  is  desirable  to  direct  the  waves  in  a  given  direction. 
the  vertical  wire  and  earth  connections  are  sometimes 
omitted  and,  as  shown  in  Fig.  112,  the  spheres  i"-,  //  of  the 
oscillator  are  placed  in  the  focal  line  of  a  metal  cylindrical 
parabolic  reflector  li"  z'.  It  is  slightly  advantageous  for  the 
focal  length  of  the  reflector  ti>  be  equal  to  J  or  f  of  the 
length  of  the  waves  emitted  by  the  oscillator.  Moreover, 
the  length  and  broadest  diameter  (across  the  opening  of  the 
retlector)  should  l)e  at  least  double  that  of  the  wave  length. 
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355.  Messrs.  Lodge  and  Muirhead  have  sought  to 
obtain  an  electric  resonance  between  transmitting  and 
receiving  circuits.  For  this  purpose  they  make  the  radiator 
and  the  collector^  as  the  oscillator  and  receiving  circuits, 


i 


\y 


Trans/Tfiffer. 


/fece/Vtr. 


Pio.  112. 


respectively,  are  frequently  called,  independent  of  all  other 
apparatus,  and  tune  these  to  the  same  period  of  oscillation 
by  modifying  the  self-induction  of  a  coil  having  a  variable 
number  of  turns,  and  by  adjusting  the  electrostatic  capacity 
of  the  apparatus. 

356.     Tuning    Trannmltter    and    Receiver. — The 

transmitter  and  receiver  may  be  tuned  to  emit  and  receive, 
respectively,  waves  of  a  certain  length  by  attaching  metal 
wings  e^  f,  k\  I  to  them,  as  shown  in  Fig.  112.  Between  the 
wings  k  and  /  and  the  ballsy  and  //  of  the  oscillator  are  con- 
nected two  coils  ;//  and  n  having  a  small  inductance.  The 
inductance  of  these  coils  and  the  area,  and,  therefore,  the 
capacity  of  the  wings  k  and  /,  are  adjusted  to  be  in  tune 
with  the  wave  length  emitted  by  the  oscillator.  Usually 
but  little  or  no  inductance  is  required  at  ;//  and  ;/.  The 
length  of  the  wings  should  approximate  the  length  of  the 
wave  emitted.      The  entire  transmitting   apparatus  is  not 
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shown  here,  sinco  it  would  be  the  same  as  that  aln-ady 
given.  The  sec.ntiary  of  tlie  Ruhinkurff  coil  is  shown  at  y 
This  arrangement  was  devised  by  Professor  Lodge, 

At  the  receiving  station,  u  is  the  primary  and  A  the  scr- 
ondary  of  an  induction  coil  similar  to  that  already  described 
in  eunneclion  with  Fig.  109.  The  wings  e  and  _/"  and  the 
inductance  coils  o  and  /  must  be  adjusted  until  this  receiver 
is  in  tunc  with  the  transmitter.  There  would  often  be  suf- 
ficient inductance  in  the  coil  a,  so  that  the  coils/  and  e 
would  not  be  required.  The  capacity  of  the  wings  r  and/ 
are  readily  adjusted  by  making  them  of  very  thin  sheet 
metal  and  rolling  them  up  upon  themselves  until  they  have 
the  proper  length  and  capacity.  This  may  be  determined 
by  holding  the  receiver  near  the  oscillator  and  in  the  focal 
line  of  the  reflector  z-  w  {if  one  is  used),  and  making  a  mi- 
nute air  gap  somewhere  near  the  middle  of  the  collector  be- 
tween the  two  wings,  e  and/!  The  wings  have  the  proper 
length  when  the  distance  from  the  oscillator  to  the  receiver, 
at  which  a  spark  will  pass  across  the  minute  air  gap  in  the 
collector,  is  a  maximum.  This  spark  is  caused  by  electric 
oscillations  in  the  system  e  o  a  p  f  when  the  latter  is  in 
tune  with  k  m  h g  n  I.  When  placed  at  the  distant  station. 
the  wings  may  have  to  he  slightly  readjusted. 

Marconi  relies  on  the  proper  adjustment  of  capacity  and 
self-induction  to  obtain  resonance.  He  connects  a  long 
metallic  sheet  to  the  antenuie  on  each  side  of  the  spark  gap. 
that  is,  in  the  vertical  wire,  and  in  e  C,  in  Fig.  lOfl,  He  some- 
times includes  on  each  side  of  the  spark  gap  a  coil  possessing 
self-induction. 

357.  These  methods  have  not  given  good  resnlts,  prob- 
ably from  the  fact  that  the  oscillations  produced  in  the 
vertical  wire  at  the  sending  station  are  very  rapidly  damped 
and  have  not  time  to  establish  actual  resonance  at  the  re- 
ceiving station.  That  isi,  the  current  wave  produced  in  the 
receiving  circuit  by  an  arriving  electromagnetic  wave  dies 
aii()thcr  electromagnetic  wave  arrives.  Thus 
.  wave  is  not  helped  or  pushed  forwards  by  a 
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following  wave,  although  the  two  may  be  in  perfect  tune  or 
unison. 

358.     Results  Attained  In  Selective  Slgrnallnff. — 

While  it  is  possible  to  make  a  receiver  respond  to  only  one 
transmitter,  up  to  the  present  time  it  has  not  given  very 
good  results  so  far  as  the  distance  over  which  signals  may 
be  sent  is  concerned.  A  reflector,  if  used,  must,  of  course, 
be  turned  in  the  proper  direction,  which  is  a  disadvantage. 

In  the  fall  of  1900,  Marconi  succeeded  in  simultaneously 
sending  two  different  messages  between  two  stations  in 
England  30  miles  apart,  and  they  were  recorded  upon  Morse 
registers  without  delay  or  mistake.  Each  receiver  in  this 
case  was  connected  to  the  same  aerial  wire  about  40  feet 
high.  Marconi's  arrangement  in  these  trials  has  not  been 
published  at  the  present  time.  Other  trials  showed  that 
messages  could  be  sent  from  one  station  to  another  while 
between  two  other  stations  messages  were  also  being  sent, 
the  line  between  the  first  two  intersecting  the  line  between 
the  second  two  stations.  In  March,  1901,  Marconi  stated 
that  by  his  system,  messages  from  five  different  places 
could  be  received  simultaneously  at  one  point. 


THEORY  OF  WIREI-ESS  TELEGRAPHY. 

359.  The  phenomena  of  wireless  telegraphy  are  very 
complex  and  have  given  rise  to  various  interpretations. 
The  first  idea  is  to  suppose  a  mutual  induction  between  the 
two  nearly  parallel  vertical  wires.  But  this  will  not  explain 
the  propagation  of  waves,  and  appears  certainly  to  fail, 
when  in  consequence  of  the  rotundity  of  the  earth  or  by  an 
obstacle,  the  vertical  wires  are  screened  from  one  another. 
Certain  authors  have  claimed  an  effect  of  electrostatic  ca- 
pacity between  the  uprights,  but  such  an  effect  would 
diminish  in  inverse  proportion  as  the  cube  of  the  distance, 
and  very  quickly  reduce  to  nothing.  Others,  impressed  by 
the  influence  of  the  ground  wire  at  the  sending  station,  have 
been  led  to  see  in  this  propagation  an  effect  of  conduction 
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Ijy  the  eartli.  This  will  explain  why  transinission  is  licUt-r 
liver  sea  ihaii  land.  But  ihis  will  not  iiccoiinl  for  the  tv- 
cclleiit  results  nbtaincd  by  means  of  a  vertical  wire  hung 
from  a  balloon. 

360>  In  reality,  the  phenomena  appear  to  be  a  combi- 
nation of  severiil  effects,  one  or  the  other  of  which  predom- 
inates, according  to  the  conditions.  Electric  oscillatioii.'i 
arc  produced  silong  the  wire  and  in  the  spate  between  the 
vertical  wire  and  the  earth.  From  the  seat  of  this  disturh- 
ance  originate  the  waves,  which  are  propagated  in  all  the 
surrounding  space.  These  waves  form  surfaces  of  revolu- 
tion around  the  vertical  wire.  The  lines  of  electric  force 
are  in  meridional  planes  and  are  perpendicular  to  the  earth; 
the  magnetic  lines  of  force  are  in  horizontal  circles  having 
the  vertical  wire  as  a  common  axis.  As  a  result  of  the 
effect  of  concentration,  well  known  in  the  propagation  of 
waves  along  wires  or  metallic  surfaces,  the  electric  density 
is  much  greater  at  the  surface  of  the  earth  directly  con- 
nected with  the  oscillator  than  in  the  atmosphere,  and  in 
large  part  the  magnetic  lines  appear  to  slip  along  the  earth. 
In  the  case  of  a  hill  intervening,  it  is  supposed  that  the 
waves  slide  up  and  over  it.  This  concentration,  moreover, 
is  the  greater  the  more  perfect  the  conductivity  of  the  sur- 
face over  which  the  waves  proceed,  and  the  loss  of  energy 
in  this  transmission  is  thereby  lessened  over  a  smooth  sur- 
face. Yet  this  concentration  does  not  prevent  the  diffusion 
of  an  important  part  of  the  energy  into  all  space,  under  the 
fornj  of  hemispherical  waves,  the  effects  of  which  are  less 
intense  than  those  near  the  earth,  but,  nevertheless,  notice- 
able. 

One  of  Marconi's  assistants  stated  that  the  amplitude  of 
the  vertical  waves  generally  used  proved  to  be  about  four 
times  the  length  of  the  vertical  wire.  This  would  make  the 
amplitude  of  vibration  000  feet  for  the  waves  that  left  the 
top  of  a  vertical  wire  l.>0  feet  high. 

3«I.  The  receiving  wire,  cut  at  all  points  by  the  lines 
of  magnetic  force,  is  the  scat  of  a  resultant  electromotive 


§  7  TELEGRAPHY.  141 

force  proportional  to  the  intensity  of  the  field  and  to  the 
rapidity  of  the  oscillations.  The  higher  the  vertical  wire, 
the  more  lines  of  force  are  cut.  With  a  given  length, 
fewer  lines  are  cut  as  we  ascend  farther  from  the  earth.  It 
is  not  necessary  that  the  receiving  vertical  wire  be  con- 
nected to  the  earth,  but  the  range  appears  to  be  slightly 
extended,  due  to  the  conduction  over  the  surface  of  the 
earth  as  mentioned  elsewhere. 

It  is  theoretically  important  to  increase  the  electrostatic 
capacity,  thp  potential  used,  and  the  frequency  of  the  oscil- 
lations, and  to  reduce  the  self-induction  as  much  as  possible. 

362.  If  a  circuit  having  certain  resistance,  inductance, 
and  capacity  be  placed  in  a  region  in  which  waves  are 
passing  in  such  a  position  that  the  successive  waves  can 
induce  currents  in  it,  then  each  wave  will  tend  to  slightly 
increase  the  intensity  of  the  current  induced  by  the  pre- 
ceding wave,  provided  the  waves  have  a  certain  particular 
frequency.  The  oscillations  will  increase  in  intensity,  just 
as  small  pushes  given  to  a  pendulum  at  the  proper  times 
will  make  it  swing  violently.  Such  a  system  is  said  to  be 
in  tune  with  the  waves  or  the  generator  that  emits  the 
waves.  The  generator  and  receiver  are  also  said  to  be  in 
resonance  or  syntony  with  each  other. 


Y -^,  in  whi 


If  R  is  less  than  a  /  —y,  in  which  R  is  the  resistance,  L  the 

inductance,  and  Q  the  capacity  of  the  system,  then  the  dis- 
charge due  to  the  electrostatic  capacity  of  the  system  grad- 
ually expends  itself  in  a  series  of  oscillations,  the  periodic 

time  T^of  which  is  given  by  the  expression  T  = z^~ 


/J y^ 

\  LQ     4/;^' 


If  A'  is  very  small  in  comparison  to  the  other  quantities,  as 
is  usually  the  case  in  apparatus  designed  to  emit  electric 
waves,  then  T  =  "l-  \^.  Q.  Now,  as  7'  may  be  varied  by 
changing  either  one  or  both  L  and  0,  a  very  wide  range  of 
vibration  may  be  secured.  Knowing  T  and  the  rate  of 
propagation  of  the  wave  (approximately  tl.e  velocity  of  light 
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in  :iir,  <.ir  2'J.8o7,0<X),000  centimeters  per  second),  the  wavt 
length,  which  we  will  designate  hy  /,  is  the  product  of  this 
periodic  lime  aiid  the  velocity,  or  it  is  equal  to  the  velocity 
divided  by  the  frequency. 

363.     ^VovB  Lenfftli. — In  caHe  of  an  oscillator  having 

simply  Iwn  sjihrrcs  uf  eqiuil  sIec  separated  by  an  air  gap, ; 
shown  in  Kig.  ins,  the  wave  length  /  is  givtn  approxima] 
by  the  formula 

/  =  7  A  (26.) 

in  which  D  is  the  diameter  of  the  spheres. 

In  the  case  of  one  large  spliere  separttcd  by  air  gaps 
from  two  smaller  spheres,  one  on  each  sidi?,  as  shown 
in  Fig.  100,  and  when  the  diameters  of  the  small  spheres 
and  the  length  of  both  conductors  or  rods  c<innecied  to 
these  small  spheres  are  very  small  iii  proportion  to  the 
diameter  of  the  larger  central  sphere,  the  wave  Umgih  is 
given  approximately  by  the  formula 

/=  1,3  A  (27.) 

in  which  D  is  the  diameter  of  the  large  central  sphere. 
In  other  cases  the  formulas  become  too  comolicated  to  be 


364.  EntsrKy. — The  energy  represented  by  the  waves 
that  reach  (he  reccivin^j  station  varies  as  the  square  of  twice 
the  distance  between  the  oscillator  and  coherer.  Hence, 
the  energy  required  to  transmit  signals  increases  enormous- 
ly as  the  distances  become  greater.  There  is  little  or 
no  secrecy  except  by  code;  the  average  speed  is  not  over 
VI  words  per  minute;  and  an  ordinary  receiver  is  generally 
useless,  except  for  short  distances,  when  it  is  within  range 
of  two  stations  that  are  transmitting  at  the  same  time. 
These  objections  will  probably  be  successfully  overcome  in 
the  future. 

365.  Rffttct  of  Weather  and  Surface  of  the  Eartb. 

The   quality  u[    communication    is    about    the  same    under 
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all  conditions  of  fog,  rain,  wind,  etc.  However,  it  is 
decidedly  easier  to  establish  communication  over  water  than 
over  land.  The  heights  of  vertical  conductors  required 
over  land  are  always  considerably  greater  than  those  suffi- 
cing for  sea  communication  over  the  same  distance. 

366.  Laws  for  Helstit  of  Vertical  Wires.— Mar- 
coni has  deduced  from  numerous  experiments  on  sea  the 
following  laws,  which  have  been  also  verified  by  Mr.  Gravey, 
Engineer  of  the  British  Post  Office: 

First, — To  obtain  the  maximum  useful  effect,  the  an- 
tennae of  the  two  stations  should  be  equal  and  parallel. 

Second. — The  height  7/ of  the  vertical  wires  required  for 
good  communication  is  related  to  the  distance  D  between 
the  vertical  wires  by  the  formula 

H^asTD,  (28.) 

a  being  a  coefficient  depending  on  the  nature  of  the  apparatus 
used.  This  distance  for  clear  space,  as  given  by  the  for- 
mula, is  diminished  at  least  one-half  when  the  two  stations 
are  separated  by  high  intervening  obstacles. 

The  advantage  of  having  the  vertical  wires  of  like  height 
seems  to  be  very  slight,  and  the  results  appear  almost  the 
same  if  the  height  of  the  vertical  wires  vary  simultaneously, 
keeping  their  sum  constant.  For  best  results  they  should 
not  differ  in  height  more  than  15  to  30  feet. 

367.  Influence  of  Curvature  of  Hartfi. — It  seems 
as  though  the  curvature  of  the  earth  can  have  but  little  in- 
fluence, if  any,  on  the  height  required  for  the  vertical  wire. 
During  the  English  naval  maneuvers  in  the  summer  of  181)1), 
Marconi  used  a  vertical  wire  150  feet  higli  at  each  station 
75  miles  apart  at  times.  In  this  case  there  was  a  hill  of 
water,  due  to  the  curvature  of  the  earth,  35  miles  long  and 
700  feet  high  at  the  center  (550  feet  above  a  straight  line 
joining  the  top  of  the  wires).  Possil)ly  the  vertical  wire  is 
necessary  because  its  use  lengthens  the  waves  and  propagates 
at  least  some  of  them  in  a  plane  vertical  to  the  surface  of  the 
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eartli  ;iiiil  ihuy  arc  llierefort  Icsrt  lik(;ly  ici  be  absorbed  by  it. 
Tbe  fact  that  ibi.-  waves  arc  lengthened  makes  thciii  mote 
pcnelralive  and  capable  of  affecting  a  receiver  at  a  greater 
distance. 

36H.     Rcsulttt. — As  an  instance  of  distances  aLtained, 

in  icon  Marconi  eslablishcd  commnnicalion  between  two 
stations  Si  miles  apart  with  wires  133  feet  high.  A  straight 
line  joining  the  upper  extremities  of  the  two  vertical  wires 
wonld  pass  1100  feet  below  the  snrfacc  of  the  sea. 

Experiments  made  inland  are  less  brilliant.  In  maay 
cases  recourse  has  been  made  to  captive  balloons  or  kites 
to  obtain  antennae  sufficiently  high.  By  such  means  Mar- 
coni, in  1899,  telegraphed  between  Salisbury  and  Bath, 
33.5  miles.  It  was  stated  in  March,  IflOO,  that  successful 
communication  had  been  held  in  Smith  Africa  over  a  dis- 
tance of  70  miles  by  using  kites  to  hold  up  the  vertical 
wires.  This  method  depends  on  a  steady  wind  at  both 
stations  and  often  when  there  is  a  good  wind  at  one  station 
there  is  none  at  the  uthor.  It  dues  not  appear,  in  spite  of 
the  an  noun  cements  of  the  results  in  the  Transvaal,  that 
much  use  has  been  made  of  wireless  telegraphy  in  military 
operations.  At  present  it  seems  that  messages  may  be  sent 
about  three  times  as  far  on  the  ocean  as  on  land. 

In  the  fall  of  11100,  Marconi  succeeded  in  transmitting 
messages  from  Poole  to  the  Isle  of  Wight,  a  distance  of 
30  miles,  by  the  use  of  metal  (zinc)  cylinders  4  feet  in 
height,  hung  about  iJo  feet  from  the  ground,  thus  dis- 
pensing with  the  177-foot  uprights  previimsly  used  over 
this  range.  At  the  same  time  he  transmitted  two  simul- 
taneous messages  without  interference.  No  explanations 
concerning  the  method  used  have  been  made  public. 

In  February,  1901,  Marconi  established  perfect  commu- 
nication with  vertical  wires  100  feet  high  between  St. 
Catherines,  on  the  Isle  of  Wight,  and  Lizard  Head,  a 
distance  of  ".iOO  miles,  practically  over  water  the  entire 
distance.  Tins  is  ihe  longest  transmission  recorded  so  far 
and  constitutes  a  considerable  su-p  in  advance. 
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UTILIZING     ELECTRIC    RAILWAY 
CURRENT  FOR  TELEGRAPH 

CIRCUITS. 

369.  The  following  method  of  supplying  local  and 
main-line  telegraph  circuits  with  current  from  the  500-volt 
circuit  of  electric  railways  was  described  in  the  **  Telegraph 
Age  "  by  Mr.  Wm.  H.  Deane,  who  has  employed  it  on  the 
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Fig.  118. 

telegraph  circuits  of  the  Brooklyn  Rapid  Transit  Company 
since  July  1809.      The  method  is  illustrated  in  Fig.  1 13. 

**  A  wooden  box  18  inches  square  and  8  inches  deep  is 
lined  with  thin  sheet  asbestos  and  fitted  with  sixteen 
110- volt  lamps  of  16  candlepower  each  and  wired  in  series. 
The  current  is  led  from  the  feeder  through  the  regulation 
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porirc!;iiii  uilics  used  in  electric-light  w^irk  [u  a  sniall  linife 
switch  located  ill  the  Uox  and  then  through  the  liitiifc  "f 
lamps.  aii'J  iiiil  through  another  tube  and  grounded,  pref- 
erably tu  the  rail. 

"One  did  of  the  telegraph  line  or  local  circuit  that  is  to 
receive  this  current  is  grounded  and  the  other  end  is  brought 
into  the  box  of  lamps  and  passed  through  a  half-ampere 
fuse  before  reaching  the  lamp  connection.  In  supplying  n 
main  line,  it  is  of  course  understood  that  this  apparatus  can 
only  be  applied  at  one  end  of  a  grounded  telegraph  wire. 
To  ascertain  quickly  the  point  that  wilMurnish  the  needed 
current,  the  end  of  this  conductor  should  be  touched  to  the 
lamp  connections  and,  starting  from  the  grounded  end  of 
the  bank,  moved  lamp  by  lamp  upwards  until  the  instru- 
ment in  the  circuit  shows  that  it  is  supplied  with  the  proper 
amount  of  current  to  do  the  work  required.  When  this  is 
decided  upon,  the  wire  can  be  permanently  fastened  to  the 
particular  connector  selected.  The  following  telegraph 
lines  and  quite  a  number  of  locals  have  been  equipped  in 
this  way  and  are  giving  perfect  satisfaction:  Brooklyn  Ele- 
vated Division  No.  1  telegraph  line  consists  of  25  miles  of 
No.  13  insulated  iron  wire  and  looped  into  2-1  relays  of 
50  ohms  resistance  each.  This  circuit  works  strongly  and  is 
tapped  between  the  sixth  and  seventh  lamps  from  the 
ground  end.  Kings  County  Elevated  Railroad  Division, 
consisting  of  two  line  wires  each  8  miles  long,  of  the  same 
wire  as  mentioned  above,  and  equipped  with  17  relays  of 
30  ohms  resistance,  is  tapped  between  the  fifth  and  sixth 
lamps.  Local  4-ohm  sounders  work  strongly  when  tapped 
between  the  fourth  and  fifth  lamps,  and  when  sounders  of 
ao  or  ;(0  ohms  are  used,  excellent  results  are  obtained  by 
tapping  between  the  first  and  second  or  second  and  third 
lamps." 

370>      Preen ut Ions   to   he   Carefully    Observed.  — - 

"Care  should  be  taken  not  to  unscrew  any  of  the  lamps 
between  the  tap  point  and  ihe  ground  without  first  <)peninR 
the  knife  switch,  as  the  telegraph  circuit  is  instantly  Hooded 
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with  a  rather  heavy  current,  and  although  the  fuse  would 
protect  the  circuit,  still  an  unpleasant  shock  might  be  given 
to  some  one  working  the  wire  at  the  time.  The  same  trouble 
would  be  experienced  should  a  filament  break  in  one  of  the 
lamps  on  this  end  of  the  bank  of  lamps;  but  this  rarely  hap- 
pens, as  these  lamps  are  not  subjected  to  the  hard  usage  of 
those  used  for  lighting  purposes.  Only  one  case  of  this  kind 
occurred  in  a  year  on  the  above  circuits.  This  was  caused 
by  an  old  lamp  being  accidentally  used  in  setting  up  the 
apparatus.  Great  care  should  be  taken  that  the  entire  work 
is  done  on  the  strict  lines  laid  down  by  the  underwriters  and 
boards  of  electrical  control." 

371.  There  has  not  been  much  trouble  from  variations 
of  current,  and  then  only  at  points  where  there  are  no  feeders 
and  where  a  tap  was  made  to  the  trolley  wire  direct.  Over 
200  gravity  cells  have  been  displaced,  and  these  boxes, 
enabling  the  electric  railway  current  to  be  used,  are  being 
installed  wherever  locals  are  used,  with  the  most  gratifying 
results. 
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QUESTIONS    AND    EXAMPLES 

Relating   to  the   Subjects 
Treated  of  in  This  Volume. 


It  will  be  noticed  that  the  various  Examination  Ques- 
tions that  follow  are  grouped  into  sections  having  the  same 
titles  as  the  Instruction  Papers  to  which  they  refer.  No 
attempt  should  be  made  to  answer  any  of  the  questions  or 
to  solve  any  of  the  examples  until  the  Instruction  Paper 
has  been  carefully  studied. 
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EXAMINATION  QUESTIONS. 

(1)  What  is  a  telegraph  repeater  ? 

(2)  (a)  What  must  be  the  position  of  the  switch  arm  k 
in  Fig.  2,  in  order  that  the  eastern  circuit  may  repeat  into 
the  western  circuit  ?  (d)  Explain  the  operation  of  repeating 
from  the  eastern  line  into  the  western  line  with  the  button 
repeater  shown  in  Fig.  2. 

(3)  What  is  a  button  telegraph  repeater  ? 

(4)  State  four  ways  in  which  the  two  line  circuits  may 
be  used,  and  also  the  corresponding  positions  of  the  switches 
-^and  ^  in  Fig.  1. 

(5)  Why  should  the  sending  be  heavy  or  firm  on  circuits 
containing  repeaters  ? 

(6)  Name  a  telegraph  circuit  mentioned  in  connection 
with  the  subject  of  **  Telegraph  Repeaters,"  or,  preferably, 
one  coming  under  your  own  observation,  that  requires  one 
or  more  repeaters,  and  state  its  length. 

(7)  Why  are  repeaters  needed  ? 

(8)  For  what  purpose  are  button  repeaters  used  ? 

(9)  (a)  What  is  an  automatic  repeater  ?  (b)  Why  is  an 
operator  needed  for  these  repeaters  ? 

(10)  (a)  What  is  an  artificial  line  ?     (d)  Why  is  it  used  ? 

(11)  What  is  the  chief  function  of  an  automatic  repeater  ? 

(12)  (a)  What  is  duplex  telegraphy  ?  (d)  What  is  diplex 
telegraphy  ? 

§5 
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(13)  (a)  Are  all  circuits  normally  closed  or  open  in  a 
Miiliken  repeater  ?  {(*)  When  the  key  at  the  western  station 
is  opened,  why  do  the  eastern  relay  and  the  transmitter  on 
the  same  side  remain  inactive,  that  is,  closed  ? 

(14)  (a)  On  what  principle  does  the  bridge  duplex  sys- 
tem of  telegraphy  depend  ?  {d)  What  parts  in  the  system 
are  arranged  the  same  as  for  the  differential  dupieic  ? 
(r)  What  instrument  in  the  ordinary  Whealstone  bridge  has 
the  same  position  as  the  relay  in  this  system  ? 

(15)  How  much  movement  should  the  lever  of  the 
Miiliken   transmitter   have  ? 

(1  fj)  Why  was  a  third  coil,  condenser,  and  two  resistances, 
known  as  the  Smith  device,  used  in  the  Western  Union 
quadruples  system  ? 

(17)  If  the  stronger  current  in  a  quadriiplex  system  is 
too  small,  notwithstanding  that  the  dynamos  or  batteries 
are  up  to  full  pressure,  where  would  the  trouble  probably 
be  found  ? 

(18)  Describe  the  use  of  the  induction  coil  in  the  Jones 
quadrupiex  system. 

(19)  (a)  What  is  a  side-line  repeater?  {b)  Name  two 
repeaters  that  may  be  used  as  side-line  repeaters. 

(■JO)  Under  what  circumstances  do  no  currents  actaally 
flow  in  the  line  in  the  Jones  quadruplex  system  ? 

(il)  On  what  principle  does  the  successful  operation  of 
the  Toye  repeater  depend  ? 

(33)  {a)  In  the  normal  condition  of  the  NeiJson  repeater 
what  instruments  are  closed  and  what  ones  are  open  ? 
{b)  Wliat  instruments  in  the  NeiJson  repeater  are  open  and 
what  instruments  are  closed  when  the  key  at  the  distant 
western  station  is  open  ? 

(33)  State  some  advantages  and  disadvantages  of  the 
Toye  repeater. 

(24)  Fill  in  the  blank  spaces  for  the  ninth  combination 
in  Table  3,  following  the  same  method  of  notation  as  is  used 
in  the  part  of  the  table  that  is  complete. 
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(25)  (a)  What  is  the  distinctive  feature  of  the  Weiny- 
Phillips  repeater  ?  {b)  What  is  the  normal  condition  of  all 
the  circuits  ? 

(26)  (a)  What  is  meant  by  the  single-current  system  ? 
(d)  What  is  meant  by  the  double-current  system  ? 

(27)  In  the  Weiny-Phillips  repeater  shown  in  Figs.  13 
and  15,  what  instruments  are  open  and  what  instruments 
are  closed  when  the  key  at  the  distant  eastern  station  is 
open  ? 

(28)  What  is  the  distinguishing  feature  of  the  Horton 
repeater  ? 

(29)  What  kind  of  relays  are  necessary  in  a  double-cur- 
rent system  ? 

(30)  (a)  In  the  Atkinson  repeater,  what  instruments  are 
closed  in  the  normal  condition  ?  (6)  What  circuits  are 
closed  and  what  circuits  are  open  in  the  normal  condition  ? 
(c)  What  instruments  and  circuits  are  open  and  what  in- 
struments and  circuits  are  closed  when  the  eastern  key  is 
open  ? 

(31)  Where  is  the  double-current  system  used  ? 

(32)  What  is  a  polarized  relay  ? 

(33)  In  the  Horton  repeater,  through  what  magnets  only 
is  current  flowing,  and  where  are  circuits  open  and  where 
are  circuits  closed  at  the  repeater  when  the  eastern  key  is 
open  ? 

(34)  In  multiplex  systems,  what  is  meant  by  a  sfatic 
balance  f 

(35)  How  are  the  sounders  arranged  at  the  battery 
station  in  the  Morris  single-battery  duplex  system  ? 

(36)  (ci)  State  two  ways  in  which  condensers  may  be 
connected  in  an  artificial  line,  {b)  How  are  condensers 
adjusted  in  each  case  so  as  to  charge  and  discharge  in  the 
same  manner  as  the  line  ? 

(37)  {a)  What  is  the  object  to  be  kept  in  view  in  wind- 
ing differential  relays  ?  {b)  In  what  three  ways  is  it  pos- 
sible to  wind  a  relay  differentially  ? 
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(38)     How  is  the  Stearns  differential  duplex  balanced  ? 

(.19)  (rt)  Why  is  the  polar  duplex  superior  to  the  Stearns 
duplex  ?  (6)  What  is  the  essential  feature  of  the  polar 
duplex  ? 

(40)  (a)  Why  is  a  continuity-preserving  pole  changer 
preferable  to  one  that  opens  a  circuit  in  the  act  of  reversing 
the  direction  of  the  current  ?  {&)  Why  is  the  continuity- 
preserving  pole  changer  not  used  in  connection  with  dy- 
namos } 

(41)  When  dynamos  are  used  in  the  polar  duplex  and 
quadruples  systems,  why  are  at  least  two  machines  used, 
instead  of  reversing  one  machine  as  would  be  the  case  if  a 
battery  were  used  ? 

(42)  (ii)  What  is  the  so-called  ground  coil  in  the  polar 
duplex  and  quadriiplex  systems?  (b)  To  what  is  its  resist- 
ance equal  ?     (f )  Why  is  it  used  ? 

(43)  In  duplex  and  quadruplex  systems,  (a)  what  is 
meant  by  the  receiving  circuit,  and  (ii)  what  is  meant  by 
the  sending  circuit  ? 

(44)  What  are  the  four  important  steps  taken  in  bal- 
ancing the  polar  duplex  ? 

(45)  {a)  What  is  meant  by  centering  the  armature  of 
the  polar  relay  ?     (6)  How  is  tt  done  ? 

(46)  In  multiplex  systems,  what  is  meant  by  a  resistance 
balance  f 

(47)  In  balancing  a  quadruplex  system,  what  instrument 
should  you  go  by  ? 

(48)  (a)  In  what  respect  is  the  bridge  duplex  inferior  to 
the  differential  duplex  ?  {b)  In  what  respect  is  it  superior 
to  the  differential  duplex  ? 

(40)  What  is  the  distinctive  and  advantageous  feature  of 
the  Morris  single-battery  duplex  ? 

(50)  What  is  a  continuity-preserving  pole  changer? 

(51)  If  the  margin  is  too  small  in  a  quadruplex  system, 
where  would  the  trouble  most  likely  be  found  ? 
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(52)  How  may  two  messages  be  sent  in  the  same  direc- 
tion over  the  same  wire  at  the  same  time  ? 

(53)  (a)  What  is  meant  by  the  short-end  and  long-end 
batteries  ?  (b)  What  is  meant  by  the  No.  1  and  No.  2  sides 
of  a  quadruplex  system  ? 

(54)  What  is  the  advantage  and  disadvantage  of  a  re- 
sistance in  the  circuit  between  the  transmitting  apparatus 
and  the  relays  in  the  quadruplex  system  ? 

(55)  (a)  What  is  meant  by  the  term  margin  used  in 
quadruplex  telegraphy  ?  (6)  What  are  the  retarding  coils 
and  why  are  they  so  called  ? 

(56)  Explain  briefly  how  currents  of  two  different 
strengths  are  obtained  in  the  line  in  the  Western  Union 
dynamo  quadruplex  system. 

(57)  In  the  Jones  quadruplex  system,  how  is  the  current 
reversed  in  direction  and  how  is  it  changed  in  strength  ? 

(58)  How  are  the  increase  and  decrease  and  reversal  of 
the  current  obtained  in  the  Healy  quadruplex  system  ? 

(59)  What  is  multiplex  telegraphy  ? 

(60)  (a)  Why  are  signals  that  pass  through  repeaters  apt 
to  be  shortened  ?  {d)  How  may  the  signals  be  made  more 
intelligible  ? 

(61)  (a)  What  is  the  quadruplex  system  of  telegraphy  ? 
{d)  On  what  changes  in  the  line  current  does  it  depend  for 
its  action  ?  (c)  How  in  the  ordinary  quadruplex  system 
does  each  key  govern  its  own  sounder  without  affecting  the 
others  ? 

(62)  What  would  indicate  an  open  wire  on  a  quadruplex 
system  ? 

(63)  What  would  indicate  a  defect  in  the  ground-coil 
circuit  in  a  quadruplex  system  ? 

(64)  On  what  principles  does  the  Morris  single-battery 
duplex  depend  for  its  operation  ? 

(65)  In  a  quadruplex  system,  what  would  indicate  a  for- 
eign current  coming  in  over  the  line  from  a  cross  with  an- 
other wire  ? 


r  the  quadruple 
(69)     How  may  a  differential  galvanometer  be  used  to 


if  tlie  current  divides  eqiiatly  between   the    line   and 
artificial-line  circuits? 

(70)  Calculate  the  strength  of  current  flowing  in  the  line 
in  the  open  and  closed  positions  of  the  transmitter  and  the 
ratio  of  these  two  currents  in  the  Healy  quadruples  shown 
in  Pig.  75,  when  the  line  and  artificial  line  each  have  a  re- 
sistance of  1,800  ohms  and  the  resistances  A,   B,   and  C 

400,    800,    and    2*17   ohms,    respectively,    and    the 
dynamo  generates  an  electromotive  force  of  230  volts. 

(71)  How  are  the  sounders  arranged  on  the  neutral  side 
of  the  Healy  quadruplex  ? 

(73)  What  would  indicate,  in  the  Western  Union  dy- 
namo quadruplex,  a  defect  in  the  leak-coil  circuit  ? 

(73)  To  what  are  most  quadruplex  troubles  due  ? 

(74)  In  the  Western  Union  dynamo  quadruplex,  calcu- 
late the  currents  and  the  ratio  of  the  currents  that  flow  in 
th6  line  in  the  open  and  closed  position  of  the  transmitter 
when  the  resistance  of  the  line  is  1,800  ohms,  the  resistance 
of  the  leak  coil  800  ohms,  the  added  resistance  1,800  ohms, 
the  resistance  of  the  lamp  in  series  with  each  dynamo 
COO  ohms,  and  the  electromotive  force  of  the  dynamos 
320  volts. 

(75)  What  would  indicate  a  defective  ground  wire,  that 
is,  a  defective  connection  between  the  battery  or  dynamo 
and  the  ground  in  a  quadruplex  system  ? 

(7lj)  After  a  careful  balance  of  the  quadruples  has  been 
obtained  and  the  incoming  signals  are  still  more  or  less  in- 
terfered with  directly  the  distant  office  begins  to  send  on 
the  polar  side,  where  would  you  suspect  the  trouble  to  be  ? 


5  5  TELEGRAPHY.  7 

(77)  (a)  Where  would  you  insert  the  wedge  attached  to 
an  ammeter  in  order  to  readily  measure  the  strength  of  the 
incoming  current  in  the  Western  Union  quadruplex  ? 
(d)  where  in  the  Postal  Telegraph  quadruplex  ? 

(78)  What  would  indicate  a  crossed  or  grounded  line  wire 
on  a  quadruplex  system  ? 

(79)  {a)  How  would  you  adjust  a  dynamo  pole  changer  ? 

(b)  What  precautions  must  be  taken  in  adjusting  it  ? 

(80)  (a)  In  a  quadruplex  system,  how  would  a- defective 
cell  in  the  long  end  of  the  distant  battery  be  indicated  ? 
(d)  How  would  a  defective  cell  in  the  short  end  of  the 
distant  battery  be  indicated  ? 

(81)  (a)  What  trouble  would  be  caused  by  a  trolley  cur- 
rent flowing  through  the  line  ?  (6)  How  would  you  deter- 
mine whether   the  trouble  is  due  to  the  trolley  current  > 

(c)  How  would  it  be  remedied  ? 

(82)  In  a  quadruplex  system,  how  would  a  defective  tap 
wire  at  the  distant  station  be  indicated  ? 

(83)  What  trouble  would  be  encountered  in  attempting 
to  balance  a  quadruplex  if  a  condenser  in  the  artificial  line 
was  punctured  by  lightning  or  otherwise  ? 
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(PART  5) 


EXAMINATION  QUESTIONS. 

(1)  How  may  two  polar  duplex  sets  be  arranged  to  re- 
peat into  each  other  ? 

(2)  What  is  the  difference  in  principle  between  the  ar- 
rangements of  duplex  or  quadruplex  repeaters  when  dyna- 
mos are  used  and  when  gravity  cells  are  used  ? 

(3)  In  what  two  ways  may  quadruplex  sets  be  arranged 
to  repeat  into  one  another  ? 

(4)  What  are  the  distinctive  features  in  the  arrangement, 
when  dynamos  are  used,  of  the  local  circuits  on  the  Cana- 
dian Pacific  Railroad  telegraph  system  ? 

(5)  State  one  advantage  and  one  disadvantage  of  the 
Edison  phonoplex  system  compared  with  the  ordinary  Morse 
system. 

(6)  What  is  a  multiplex  single-wire,  or  defective-loop, 

repeater  ? 

• 

(7)  Why  is  the  siphon  in  the  Cuttriss  submarine-cable 
recorder  made  to  vibrate  ? 

(8)  What  arrangement  may  be  used  to  enable  a  branch 
office  to  call  up  the  central  office  ? 

(9)  (a)  In  the  Van  Rysselberghe  simultaneous  tele- 
graph and  telephone  system,  how  many  line  wires  are  used 
and  into  what  circuits  including  the  earth  are  they  ar- 
ranged ?  (b)  How  many  telephone  and  telegraph  messages 
may  be  simultaneously  sent  by  this  method  by  using  only 
one  line  wire  ?     In  this  case  how  is  the  earth  used  ? 

For  notice  of  Ihe  copyri>fht,  s*;o  page  immediately  following  the  title  page. 
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(10)  How  is  the  siphon  in  the  Ciittriss  submarine-cable 
recorder  made  to  vibrate  ? 

(11)  What  is  ail  artificial  cable  ? 

(12)  (.1)  Explain  briefly  the  principle  of  Cailho's  sim- 
ultaneous telegraph  and  telephone  system,  (i)  How  many 
messages,  including  both  telegraph  and  telephone,  may  be 
sent  simultaneously  over  the  same  circuit  by  this  method, 
and  what  constitutes  the  complete  circuit  for  each  message  ? 

(13)  What  kind  of  a  repeater  is  the  Downer  ? 

(14)  What  method  is  used  in  duplexing  submarine 
cables  ? 

(15)  (rt)  What  kind  of  a  repeater  is  the  Moffat  ?  (A)  On 
what  well-known  repeater  principle  does  it  depend  ? 

(IC)  What  is  the  principle  on  which  the  Edison  phono- 
plex  is  based  ? 

(17)  (n)  Are  the  Moffat  and  Downer  defective-loop  re- 
pealers suitable  for  repeating  from  one  main  line  into  a  long 
branch  line  ?     (i)  Give  a  reason  for  your  answer. 

( 1 8)  St;ite  the  steps  necessary  in  telegraphing  a  message 
by  the  Wheatstone  automatic  system. 

(10)  (rt)  What  is  the  advantage  of  using  automatic  cable 
transmitters  in  place  of  transmitting  by  hand  ?  (d)  Name 
two  automatic  submarine-cable  transmitters. 


(30) 

Oi 

1   what  principle  does  tiie   Downer  repeater  de- 

pend  ? 

(21) 

Fc 

)r   what  purpose    is   the    Half-Mijiiken.  repeater 

used  ? 

(«) 

In 

the  normal  condition,  what  circuits  in  the  Half- 

Milliken  repeater  are  closed  and  what  ones  are  open  ? 

(23)  How  are  earth  currents  eliminated  in  submarine 
telegraphy  ? 

(^4)  What  may  be  accomplished  by  the  Dillon  branch- 
office  quadruples  repeater? 

(■-i5)  How  is  the  same  result  that  is  accomplished  by  the 
Dillon  branch-office  qnadruplex   repeater  in  Western  Union 
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offices  obtained  in  Postal  Telegraph  offices,  on  account  of 
the  different  arrangement  of  branch-office  loops  in  the 
latter  offices  ? 

(26)  What    is   a   double-loop   repeater  ? 

(27)  Explain  the  operation  of  the  apparatus  shown  in 
Fig.  14,  when  the  distant  B  and  C. stations  desire  to  work 
double. 

(28)  In  multiplex  single-wire  repeaters,  where  is  trouble 
apt  to  occur,  assuming  that  the  duplex  or  quadruplex  appara- 
tus itself  is  in  proper  condition? 

(29)  What  is  the  object  of  connecting  together  three 
multiplex  sets  as  shown  in  Fig.  14  ? 
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(PART  6.) 


EXAMINATION    QUESTIONS. 

(1)  Describe  a  test  for  locating  a  ground  on  a  telegraph 
line  when  no  good  wire  is  available. 

(2)  What  is  meant  by  the  sine-wave  system  ? 

(3)  Explain  briefly  the  steps  necessary  to  send  and  to 
receive  a  telegraph  message  by  the  Delany  chemical  method. 

(4)  (a)  What  two  types  of  galvanometers  are  used  for 
making  accurate  tests  on  lines  and  cables  ?  (d)  Name  the 
advantages  and  disadvantages  of  each. 

(5)  What  are  two  serious  objections  or  defects  of  wire- 
less telegraph  systems  ? 

(6)  What  are  the  advantages  and  disadvantages  of  au- 
tomatic systems,  such  as  the  Wheatstone,  Delany  chemical, 
etc.? 

(7)  What  is  a  coherer  ? 

(8)  State  the  steps  necessary  in  telegraphing  a  message 
by  the  Pollak-Virag  system. 

(9)  What  are  the  objections  to  the  Pollak-Virag  sys- 
tem ? 

(10)  Describe  briefly  a  method  for  determining  the  resist- 
ance of  a  line  or  of  a  ground  circuit  where  there  are  at  least 
two  good  line  wires  and  a  ground  circuit  between  the  same 
two  stations. 

(11)  Explain  the  principle  of  the  method  of  measuring 
insulation  resistance  with  a  galvanometer. 

For  notice  of  the  copyright,  see  page  immediately  following  the  title  page. 
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(13)  Describe  the  Varley  loop  tesi  for  locating  crosses 
OH  telegraph  lines. 

(13)  (a)  How  may  wires  be  identified  at  uiie  end  of  a 
cable?  (*)  How  may  wires  be  identified  at  intermediate 
points  in  a  cable  without  cutting  them  ? 

(1-1)  In  taking  the  galvanometer  constant  in  the  direct 
deflection  method  of  measuring  an  iiisiiiation  resistance, 
a  deflection  of  343  scale  divisions  was  obtainetl,  using  a 
!*»  megohm  box  and  a  shunt  having  a  multiplying  ])owcr 
of  1,000;  what  was  the  constant  ? 

(15)  What  is  the  most  satisfactory  instrument  for  llie 
measurement  of  all  ordinary  resistances  ? 

(16)  After  the  constant  of  a  galvanometer  has  been  de- 
termined, and  after  the  deflection  produced  by  passing  the 
battery  current  through  the  galvanometer  and  the  insula- 
tion resistance  to  be  measured  has  been  noted,  describe  the 
calculation  of  the  insulation  resistance, 

(17)  Why  may  not  the  magneto-testing  set  be  implicitly 
relied  on  in  testing  out  long  circuits  either  for  continuity  or 
grounds  ? 

(18)  A  test  was  made  to  locate  a  ground  on  a  line  wire 
by  the  Murray  loop  method.  At  the  distant  station  the 
bad  wire  was  joined  to  a  good  wire  connecting  the  same  two 
stations,  and  the  resistance  of  the  loop  so  formed  was 
measured  by  the  Wheatstone  bridge  in  the  usual  manner 
and  found  to  be  515.58  ohms.  The  bridge  was  then  con- 
nected with  the  two  line  wires  as  shown  in  Fig.  95.  When 
balanced  it  was  found  that  there  were  1,000  ohms  in  the 
arm  m,  1,000  in  h,  and  2,015  in  />.  The  bad  line  was  a 
No.  li  B.  &  S.  gauge  hard-drawn  copper  wire,  having  a 
resistance  of  2.578  ohms  per  1,000  feet  at  the  temperature 
of  the  test.  What  was  the  distance  in  mile.s  from  the  testing 
station  to  the  fault  ? 

(19)  A  test  was  made  to  determine  the  resistance  of 
each  of  three  line  wires  between  the  same  two  offices.  The 
distant  ends  of  two  wires,  which  we  will  call  x  and  ^,  were 
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joined  together  and  the  resistance  of  the  loop  so  formed 
was  found  by  means  of  a  Wheatstone  bridge  to  measure 
1,077  ohms.  Then  the  wire  x  was  joined  to  the  wire  z  at 
the  distant  end,  and  the  resistance  of  this  loop  was  found  to 
be  1,130  ohms.  Finally  the  distant  ends  of  the  wiresjand  jsr 
were  connected  and  the  resistance  of  this  loop  was  found  to 
measure  1,184  ohms.  What  is  the  resistance  of  each  line 
between  the  two  stations  ? 

(20)  If  the  total  insulation  resistance  of  a  line  wire  of 
known  length  has  been  measured,  how  is  the  insulation 
resistance  per  mile  calculated  ? 


A  KEY 

TO      ALL     THE 

EXAMINATION    QUESTIONS 

Included  in  This  Volume. 


In  the  following  pages  are  contained  the  Keys  to  the 
various  Examination  Questions  immediately  preceding. 
These  Keys  have  been  so  arranged  as  to  be  similar  in  all 
respects  to  the  Examination  Questions  to  which  they  refer 
and  are  correspondingly  numbered. 

To  be  of  the  greatest  benefit,  the  Keys  should  be  used 
sparingly.  They  should  be  used  much  in  the  same  manner 
as  a  pupil  would  go  to  a  teacher  for  instruction  with  regard 
to  answering  some  example  he  was  unable  to  solve.  If  used 
in  this  manner,  the  Keys  will  be  of  great  help  and  assist- 
ance to  the  student,  and  will  be  a  source  of  encouragement 
to  him  in  studying  the  various  papers  composing  the  Course. 
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(1)  A  telegraph  repeater  may  be  defined  as  an  arrange- 
ment of  apparatus  for  repeating  signals  from  one  main  line 
into  another  main  line.  It  is  virtually  a  relay  that  is  con- 
trolled by  the  sending  operator  at  the  end  of  one  main  line, 
and  which,  in  turn,  controls  the  second  main  line  and  hence 
the  relay  at  the  far  end  of  it;  the  repeater  itself  is  located 
at  about  the  middle  point  of  the  distance  covered.  See 
Art.  1. 

(2)  {a)  The  arm  of  the  switch  must  be  turned  to  the 
left,  so  as  to  connect  c  and  d. 

(d)  Suppose  that  all  circuits  are  closed  and  that  the  switch  k 
is  turned  to  the  left,  and  that  the  eastern  operator,  in  order 
to  start  sending,  opens  his  key.  This  allows  relay  R  to 
open,  thus  allowing  sounder  ^'  to  open.  This  opens  the  west 
line  aty,  and  thus,  since  it  is  also  open  at  ^,  the  relay  /^,, 
and  also  the  relay  at  the  distant  western  station,  will  open. 
The  east  line  cannot  open  at  the  repeater  because  it  is 
closed  between  c  and  (/  by  the  switch  arm  i\  When  the 
eastern  station  closes  his  key,  the  relay  R  and  sounder  5 
will  close,  thus  closing  the  west  line  at/*. 

(3)  A  button  repeater  is  one  requiring  that  a  button  or 
switch  should  be  turned  by  the  hand  of  an  operator  at  the 
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repeater  in  order  to  change  from  repeating  in  one  direction 
to  repeating  in  the  other  direction. 

(4)  With  the  switch  ^  closed  and  k  connecting  a  with  1 
fi,  the  west  line  may  repeat  into  the  east  line;  with  g  closed  \ 
and  k  connecting  b  with  c,  the  east  line  may  repeat  into  the  i 
west  line;  with  ^"-closed  and  i  connecting  c  and  rf,  the  east 
line  and  the  west  line  may  be  used  independently;  with  g  I 
open  and  k  connecting  c  and  (/,  the  west  line  and  the  east 
line  are  connected  straight  across. 

(5)  The  sending  should  be  heavy  or  firm;  that  is,  the 
signals  should  be  somewhat  prolonged,  because  the  current 
requires  time  to  rise  from  zero  to  its  maximum  and  to  fall 
again  to  zero  on  account  of  the  electrostatic  capacity  of  the 
line  and  the  inductance  of  the  relays,  and  because  time  is 
also  required  for  the  various  armatures  to  move  across  the 
gap  between  the  two  stops. 

(6)  Line  from  San  Francisco  to  New  Orleans,  a  distance 

of  2,484  miles,  with  one  repeating  station.     See  also  Art.  4. 

(7)  There  are  three  reasons:  First,  as  a  line  increases 
in  length,  the  working  efficiency  decreases  until  it  becomes 
so  small  that  satisfactory  signals  cannot  be  transmitted  no 
matter  how  miich  the  battery  power  is  increased.  St'cond, 
as  a  line  increases  in  length,  the  resistance  increases,  and. 
consequently,  the  electromotive  force  must  be  correspond- 
ingly increased,  assuming  that  the  insulation  remains  per- 
fect; if  it  docs  not,  the  electromotive  force  must  increase 
faster  than  the  resistance.  But  it  is  impractical  to  use 
over  40(1  volts  as  an  extreme  limit,  and  300  is  usually  con- 
sidered very  high  for  single  working.  Third,  as  a  line  in- 
creases in  length,  the  electrostatic  capacity  increases  until 
the  latter  seriously  diminishes  the  speed  of  signaling.  These 
three  causes  combine  to  limit  t!ie  length  of  line  over  which 
it  is  practical  to  signal  without  using  repeaters.     See  Art.  2. 

(8)  Button  repealers  are  generally  used  only  for  tem- 
porary purposes. 
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(9)  (a)  An  automatic  repeater  is  one  that  will  au/o- 
matically  repeat  in  either  direction^  that  is,  it  does  not 
require  an  operator  at  the  repeater  to  turn  a  switch  when 
the  direction  of  sending  is  to  be  reversed. 

(b)  To  adjust  the  instruments  and  care  for  the  batteries. 
Besides  doing  other  work,  one  operator  may  look  after  a 
number  of  repeater  sets. 

(10)  {a)  An  artificial  line  is  a  branch  circuit  to  the 
ground  having  the  same  resistance  and  capacity  as  the  line. 
The  resistance  and  capacity  must  be  properly  arranged  so 
that  the  artificial  line  will  not  only  have  the  same  resistance 
and  capacity  but  will  also  charge  and  discharge  at  the  same 
rate  as  the  line. 

{J>)  It  is  used  in  order  to  make  the  current  from  the 
home  battery  divide  equally  through  the  line  and  artificial 
line,  so  that  it  will  not  energize  the  differentially  wound 
relay  or  relays  at  the  home  station. 

(11)  The  chief  function  of  an  automatic  repeater  is  to 
keep  the  sending  circuit  at  the  repeating  station  closed  as 
long  as  this  circuit  is  repeating  into  the  other  or  receiving 
circuit.     See  Art.  15. 

(12)  {a)  See  Art.  71. 
(b)  See  Art.  72. 

(13)  (a)  Closed. 

{b)  When  the  key  at  the  western  station  is  opened,  the 
western  relay  of  the  repeater  Fig.  3  opens  the  local  circuit 
through  the  magnet  5^,  of  the  transmitter  7',,  because  J/, 
does  not  release  its  armature.  The  transmitter  T^  breaks 
two  contacts,  one  slightly  before  the  other.  The  contact  x^ 
that  is  broken  first  opens  a  local  circuit  through  the  extra 
magnet  M  on  the  opposite,  or  eastern,  side,  causing  this 
extra  magnet  to  release  its  armature  and  hold  the  contact 
at  J  closed.  Thus  the  transmitter  7"  on  the  same,  or  east- 
ern, side  and  the  western   line  is  held  closed.     The  second 
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contact  a,  that  is  broken  at  the  western  transmitter  7",  »[>ens 
the  eastern  main  line,  but  the  armature^ of  the  eastern  re- 
lay R  is  not  released,  although  the  eastern  relay  R  is  de- 
magnetized, and,  hence,  the  local  circuit  controlled  by  the 
armature  g  ts  not  opened,  because  the  armature  is  held 
against  the  contact  or  front  stop_>'  by  the  stronger  spring  s 
that  acts  on  the  armature  c  of  the  extra  magnet.  Hence, 
the  armature  of  the  eastern  relay  A'  always  remains  against 
its  front  stopj'  and,  therefore,  keeps  the  transmitter  7"  on 
the  same,  or  eastern,  side,  and,  consequently,  the  western 
line,  closed  at  a  while  the  western  key  is  being  operated. 
Moreover,  the  circuit  through  the  extra  magnet  J/,  is  kept 
closed  at  x  by  the  eastern  transmitter,  thus  allowing  the 
western  relay  R^  to  have  full  control  of  its  armature^,. 


(14)  (rt)  On  the  principle  of  the  Wheatstone  bridge, 
(i^)   The  battery,  key,  and  artificial  line. 

(c)  The  galvanometer. 

(15)  Only  vnough  movement  to  break  the  circuit,  or 
about  -J*;  inch.      See  Art.  21. 

(16)  It  was  used  to  obviate  or  reduce  the  mutilation  of 
signals  made  on  the  neutral  relay  when  it  should  remain 
closed.  This  breaking  up  of  a  signal  is  due  to  the  interval 
of  no  magnetism  in  the  neutral  relay  when  the  distant 
pole  changer  reverses  the  distant  full  (or  long  end)  main 
battery.      See  Art.  16S. 


(17)     In  a  double  contact  between  the  tongue  of   the 

transmitter  aiid  both  the  upper  and  lower  contact  points, 
due  to  an  improper  adjustment  of  the  transmitter.  Sec 
Art.  267.  If  the  system  was  previously  used  as  a  duplex. 
the  small  margin  may  be  due  to  an  extra  resistance  that 
was  then  inserted  in  the  battery  circuit,  but  it  should  have 
been  cut  out  before  attempting  to  again  work  the  system 
as  a  quadruplex.      See  Art.  268. 
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(18)  See  Art.  204. 

(19)  {a)  A  side-line  repeater  is  one  arranged  to  repeat 
from  a  main  line  that  runs  through  a  repeating  station  into 
a  side  line  that  branches  off  from  the  repeating  station. 

{d)  Most  any  single-line  automatic  repeater  given,  except, 
perhaps,  the  Toye,  may  be  used  as  a  side-line  repeater. 

(20)  This  condition  exists  for  four  different  combina- 
tions of  the  four  keys,  which  are  as  follows  :  All  four  keys 
open;  all  four  keys  closed;  the  pole-changer  keys  Pk  and  7%^ 
closed  and  the  transmitter  keys  Tk  and  Tk^  open  at  both 
terminal  stations;  the  pole-changer  keys /%  and  /%,  open 
and  the  transmitter  keys  Tit  and  Tk^  closed  at  both  stations. 
See  Fig.  69  and  combinations  1,  6,  11,  and  16  in  Table  3. 

(21 )  The  Toye  repeater  depends  for  its  operation  on  the 
substitution  of  a  resistance  equal  to  that  of  the  receiving 
line  in  the  place  of  the  latter  at  the  instant  that  the  receiv- 
ing circuit  is  opened,  the  resistance  being  substituted  in 
place  of  the  receiving  line  in  such  a  manner  as  to  hold  closed 
the  relay  and  transmitter  that  control  the  sending  circuit, 
and,  consequently,  holding  the  sending  circuit  itself  closed 
at  the  repeater.     See  Art.  23. 

(22)  (a)  In  the  normal  condition  of  the  Neilson  repeater, 
which  is  shown  in  Fig.  10,  the  relays/^  and  /^,  and  the  trans- 
mitters T  and  T^  are  closed  and  the  repeating  sounders  R  S 
and  R  5,  are  open. 

{d)  The  relays  A^,  and  R,  the  transmitter  T,,  and  the 
repeating  sounder  R S  are  open.  The  repeating  sounder  R  5, 
and  the  transmitter  T  are  closed. 

(23)  The  Toye  repeater  is  extremely  simple,  and  re- 
quires comparatively  few  pieces  of  only  standard  apparatus. 
On  the  other  hand,  it  is  hard  on  the  batteries,  hard  to  keep 
adjusted  in  changeable  weather,  and  is  not  readily  available 
as  a  side-line  repeater.     See  Art.  25. 
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The  following  explanation  will  show  how  to  determine 
the  direction  of  the  effective  currents  in  the  line  and  arti- 
ficial-line coils  of  the  relays  used  in  the  quadruplex  system. 
It  is  necessary  to  bear  in  mind  that  PC  operated  by  the 
key  Pk  is  the  pole  changer,  and  serves  to  control  only  the 
polarity  of  the  current  that  is  directed  toward  the  line.  T^ 
operated  by  the  key  Tk^  is  the  transmitter,  and  controls 
only  the  strength  of  the  current,  irrespective  of  its  polarity. 
Thus,  when  the  lever  of  the  pole  changer  PC\^  unattracted, 
the  polarity  of  the  current  directed  toward  the  line  will  be 
negative  no  matter  what  position  the  lever  of  the  trans- 
mitter /"occupies.  When  the  lever  of  the  pole  changer  PC 
is  attracted,  the  polarity  of  the  current  sent  to  the  line  will 
be  positive  no  matter  what  position  the  lever  of  the  trans- 
mitter /"occupies.  In  a  similar  manner,  the  voltage  im- 
pressed upon  the  line  will  be  the  smaller  of  the  two  if  the 
lever  of  the  transmitter  is  unattracted,  and  the  larger  if  it 
is  attracted,  regardless  of  the  position  of  the  lever  of  the 
pole  changer  PC.  In  working  out  the  table,  reference 
should  be  made  to  Fig.  54  or  Fig.  55,  and  it  should  be  re- 
membered that  the  potential  at  the  points  //  and  //,  may 
always  be  considered  as  determined  by  the  positions  of.  the 
keys  at  the  corresponding  end  of  the  line.  Take,  for  in- 
stance, the  9th  set  of  combinations,  the  one  left  unsolved 
in  Table  3.  Both  of  the  western  keys  are  up,  that  is,  open. 
The  fact  that  the  key  controlling  the  pole  changer  PC  \^ 
open  determines  the  fact  that  the  polarity  is  negative,  and 
the  fact  that  the  key  controlling  the  transmitter  T  is  open 
determines  the  fact  that  its  voltage  is  100  and  not  300.  We 
therefore  have  -^  100  as  tlie  potential  at  //.  In  a  similar  man- 
ner, the  fact  that  the  key  controlling  the  pole  changer  PC^ 
at  the  eastern  end  of  the  line  is  up  determines  the  fact  that 
the  polarity  is  negative,  while  the  fact  that  the  key  con- 
trolling the  transmitter  7",  is  closed  determines  the  fact 
that  the  voltage  is  300  and  not  100;  thus,  we  have  a  poten- 
tial of  —300  at  the  point  //,  at  the  eastern  end  of  the  line. 
The  determination  of  the  direction  in  which  the  current 
flows  in  either  branch  is  now  a  simple  matter.     Inasmuch  as 


I 

I 


the  jjcilcruial  ;it  the  point  k  at  the  western  end  of  the  line  is 
—  100,  we  know  that  current  will  profced  from  the  battery  B^, 
Fig.  64,  t"  earth  at  G,  then  lo  the  earth  at  &,,  and  up 
through  the  artificial  line  to  the  point  h  and  through/,  w». //. 
b,  V.  r,  and  ^,  back  to  the  battery  B,.  This  direction  of  the 
current  through  the  artificial-line  circuit  corresponds  to 
the  arrow  x.  The  strength  of  the  current  in  amperes  wilt 
be,  according  to  Ohm's  law,  100  volts  divided  by  /?  ohms, 

that  is,  -=-,  Ji  being  the  resistance  of  the  artificial -line  cir- 
cuit. We  therefore  obtain  for  the  current  in  the  western 
artificial  line  A  L  the  value  -^  {x)  for  insertion  in  column  &'■ 

To  determine  the  line  current,  we  have  only  to  calculated 
the  difference  of  potential  between  the  points  h  and  A,  at 
the  eastern  and  the  western  end  of  the  line.  Evidently,  the 
difference  of  potential  is  200  volts,  and,  therefore,  current 
will  flow  from  west  to  east  in  the  line,  its  direction  cor- 
responding to  the  arrows  y  and  x^  and  its  strength  by 
Ohm's  law  is  200  divided  by  R.  This  current  does  n..t 
flow  through  the  artificial  line  at  either  end,  but  through 
the  batteries,  pole  changers,  and  transmitters  at  each  end 
and  through  the  line  itself.     We  have,  therefore,  in  column  9 

for  the  line  current,  — n-  (^-*',)-    The  potential  at  the  point  A, 

at  the  eastern  end  of  the  line  is  —300.  Therefore,  cur- 
rent will  flow  from  the  whole  battery  B^  and  7),  in  series 
to  ground  6',,  and  up  through  the  artificial  line  A  /., 
and  hack  in  the  direction  of  the  arrow  x^  to  the  battery. 

The  strength  of  this  current  will  he^^.      We  therefore  have 

for  the  current  in  the  eastern  artificial-line  circuit  -77-  {x^ 

for  insertion  in  column  10.  Examining  now  the  conditions 
with  a  view  to  determining  the  effective  current  in  the  set  of 
relays,  we  find  that  at  the  western  end  there  is  a  current  of 

—=j  ill  the  direction  of  the  arrow  y  in  the  line,  while  there  is 
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a  current  —^  in  the  artificial  line  A  L  in  the  direction  of  the 

arrow  x.  These  two  currents  are  of  such  direction  as  to 
add  their  effects;  hence  the  effective  current  is  equivalent 

to  —p-  ( j)  in  the  line  coils  and  zero  current  in  the  artificial- 
line  coils  of  the  relays.  We  therefore  have  for  the  effective 
current   in  *the   western  relays     „-   (jZ)   for   insertion   in 

column  11.  At  th.e  western  station  this  current,  being 
strong  enough,  closes  the  neutral  relay  N R,  but  it  is 
not   in  the  proper  direction  to  close   the  polar  relay  PR, 

At  the  eastern  end  of  the  line  we  have  a  current  of  ^^ 

A 

in  the  artificial  line  in  the  direction  of  the  arrow  ;r,  and  of 
—^  in  the  line  in  the  direction  of  the  arrow  x^.  These  cur- 
rents, both  flowing  toward  the  point  //,,  act  differentially  on 
the  relay  coils,  and,  hence,  their  difference  must  be  taken. 

There  is,  therefore,  a  predominating  current  of  -^  in  the 

artificial  line  A  L^  in  the  direction  of  the  arrow  jr,.  The 
effective  current  in  the  relays  at  the  eastern  end  of  the  line 

and  to  be  inserted  in  column  12  is,  therefore,  -^  (^r^  A  Z,). 

This  current  is  not  strong  enough  to  close  the  neutral  re- 
lay N R^  nor  in  the  proper  direction  (see  Art.  153)  to  close 
the  polar  relay  PR^  at  the  eastern  station. 

(25)  (^)  The  distinctive  feature  of  the  Weiny-Phillips 
repeater  is  the  construction  and  winding  of  the  extra  mag- 
nets. They  are  differentially  wound,  and  consist  of  one 
core  \vith  its  winding  enclosed  in  a  soft-iron  cylinder  in 
such  a  manner  as  to  form  almost  a  closed  path  for  the  lines 
of  force  and,  hence,  make  a  very  efficient  electromagnet. 
The  core  is  not  magnetized  when  equal  currents  flow  in 
both  windings. 

(*)     Closed. 


(26)  (rt)  A  single-current  system  is  one  like  the  Morse, 
in  which  the  current  flowing  in  either  direction  will  mulct- 
dots  and  dashes,  spaces  being  made  by  breaking  or  stopping 

he  current. 

(d)  A  double-current  system  is  one  in  which  a  current  in 
one  direction  produces  dots  and  dashes,  a  current  in  tlii: 
opposite  direction  being  required  to  terminate  a  dot  or  dash 
and  start  a  space. 

(27)  When  the  eastern  key  in  the  Weiny-Phillips 
repeater  is  open,  there  is  no  current  flowing  through  the 
relay  magnet  f^,  but  there  is  current  flowing  through  both 
coils  of  J/;  hence,  the  circuit  is  open  at  /.      Consequently, 

aiiiter  7"  is  open.  This  opens  at  x  one  coiluf  M 
and  at  a  the  western  line  that  passes  through  ^,.  Conse- 
quently, jT/,  is  energised  and  although  A',  is  deenergized, 
nevertheless  Uiu  circuit  through  the  magnet  of  the  western 
transmitter  T,  is  held  closed  by  the  armature  at  the  front 
stop  of  the  relay  A',.  Therefore.  /',  J/,  and  R  are  m.t 
energized  in  such  a  manner  as  to  hold  their  armatures  closed. 
but  the  western  transmitter  /',  and  the  extra  magnet  .1/, 
are  energized  and  hold  tlieir  armatures  closed  in  spite  of  the 
fact  that  there  is  no  current  through  R,. 

(28)  The  distinguishing  feature  of  the  Horton  repeater 

is  the  holding  of  the  circuit  of  the  transmitter  on  the  send- 
ing side  closed  by  the  force  of  gravity,  which  alone  acts  on 
the  relay  armature  when  neither  the  relay  nor  the  extra 
magnet  are  energized. 

(29)  Polarized  relays  are  necessary  in  double-current 
systems. 

(30)  (ii)   In  the  norma!  condition,  all  instruments  in  the 

Atkinson  repeater  arc  closed. 

{/>)     All  circuits,  except  the  two  ending  at  yandy,,  are 

(c)  The  circuits  through  the  magnets  of  the  relay  A',  the 
transmitter    7\   repeating   sounder  A'5,,   and   the    relay   A', 
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are  open,  and  the  circuits  through  the  magnets  of  the  trans- 
mitter J",  and  repeating  sounder  R  S  are  closed.  The 
western  circuit  is  open  at  a  and  local  circuits  are  open  at  ?//, 
/,  i/y  and  /«,.  The  eastern  circuit,  which  is  open  at  the  dis- 
tant eastern  station,  is  closed  at  a^,  and  local  circuits  are 
closed  aty,  and  d^.     See  Fig.  16  and  Art.  44. 

(31)  On  all  submarine  cables,  on  polar  duplex,  quad- 
ruplex,  and  Wheatstone  automatic  systems,  and  more  or 
less  on  simplex  land  circuits  throughout  Europe. 

(32)  A  polarized  relay  is  one  that  requires  the  direction 
of  the  current  flowing  through  it  to  be  reversed  in  order  to 
move  the  armature  from  one  stop  to  another.   See  Art.  52. 

(33)  In  the  Horton  repeater,  shown  in  Fig.  17,  when 
the  eastern  key  is  open,  current  is  flowing  only  through  the 
magnets  Af^  and  T,  Circuits  are  open  at  the  rei>eater  at  /*,,  rt^,, 
and  rtj  and  closed  at  /*,  ^,  and  a. 

(34)  When  the  capacity  of  the  artificial  line  has  been  so 
adjusted  that  it  is  equal  to  the  capacity  of  the  line  and, 
furthermore,  when  it  charges  and  discharges  at  exactly  the 
same  rate  as  the  line,  a  static  balance  is  said  to  have  been 
obtained.     See  Art.  120. 

(35)  See  Art.  136. 

(36)  (a)  Resistances,  called  retarding  coils,  may  be  con- 
nected in  series  with  the  condenser,  one  terminal  of  the  con- 
denser being  connected  to  the  ground  and  one  terminal  of  the 
retarding  coil  to  the  line  side  of  the  rheostat.  Another  way 
is  to  connect  the  condenser  to  some  point  in  the  artificial- 
line  rheostat  instead  of  connecting  it  through  a  separate 
retarding  coil.     See  Arts.  88  and  89. 

{If)  The  static  balance  in  the  first  arrangement  is  obtained 
by  adjusting  the  capacity  of  the  condenser  and  the  amount 
of  resistance  in  the  retarding  coils;  in  the  second  arrange- 
ment, by  adjusting  the  capacity  of  the  condenser  and  the 
position  of  the  point  in  the  rheostat  to  which  the  condenser 
is  joined.     See  Arts.  88  and  89. 

T.  G.    II.— 34 
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(37)  la)  and  {<!>)  Sui;  Art.  9S. 

(38)  See  Art.  96. 

(39)  («)  The  polar  duplex  is  superior  to  the  Stearns 
duplex  because  a  polarized  relay  is  more  efficient  and  satis- 
factory than  a  neutral  relay,  especially  in  wet  weather  wlieii 
leakage  is  troublesome.  Moreover,  on  account  of  using  cur- 
rents that  flow  alternately  in  opposite  directions,  there  should 
be  less  trouble  due  to  the  electrostatic  capacity  of  the  line 
wire.     See  Arts.  53  and  97. 

(6)  The  essential  feature  of  the  polar  duplex  is  the  dif- 
ferentially wound  polarized  relay,  Since  a  polarized  relay 
is  used,  a  pole  changer  is  consequently  a  necessity. 

(■lO)  (ti)  A  continuity-preserving  pole  changer  is  pref- 
erable to  one  that  opens  the  circuit  in  the  act  of  reversing 
the  direction  of  the  current  because  in  multiplex  systems  it 
is  an  advantage  to  preserve  an  uninterrupted  path  to  thi- 
ground  at  the  home  station.  This  reduces  what  might 
otherwise  cause  an  interruption  in  the  signals  coming  fnim 
the  distant  station. 

(/')  Because  the  continuity-preserving  pole  changer  would 
connect  two  dynamos  in  series  through  a  comparatively 
small  resistance  and  cause  severe  sparking  at  the  contact 
points  of  the  pole  changer,  when,  as  usual,  machines  of 
rather  high  voltage  are  required  for  duplex  and  quadruples 
circuits.  This  severe  sparking  would  very  soon  injure  the 
contact  points  of  the  pole  changer  and  put  it  in  an  unwork- 
able condition.      See  Art,   112. 

(41)  Where  dynamos  are  used,  the  same  machine  sup- 
plies all  circuits  requiring  the  same  polarity  and  about  the 
same  electnuiiotive  force;  hence,  where  more  than  one  line 
is  supplied  from  the  same  machine,  it  is  not  practicable  to 
reverse  the  direction  of  the  current  from  one  machine 
through  one  line  without  also  reversing  the  current  in  the 
other  lines.  Rattcrics  can  readily  be  reversed,  because  a 
se|)arate  one  is  used  in  each    line  circuit,   but  a  separate 
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dynamo  must  be  used  for  each  polarity,  although  one 
dynamo  usually  supplies  current  for  a  large  number  of  lines. 
The  positive  pole  of  one  machine  and  the  negative  pole  of 
the  other  machine  are  permanently  grounded,  and  the  line 
is  shifted  from  one  pole  of  one  machine  to  the  opposite  pole 
of  the  other  machine  when  it  is  desirable  to  reverse  the 
direction  of  the  current  in  the  circuit. 

(42)  {a)  The  ground  coil  is  a  resistance  that  is  cut  into 
the  circuit  to  replace  the  transmitting  apparatus  and  battery 
or  dynamo  when  the  system  is  being  balanced. 

(6)  It  is  equal  to  the  resistance  of  the  circuit  through  the 
transmitting  apparatus  and  the  dynamo  or  battery  to  the 
ground.  Where  batteries  are  used,  this  resistance  is  prac- 
tically equal  to  the  internal  resistance  of  the  whole  battery; 
and  where  dynamos  are  used,^,t  is  practically  equal  to  the 
non-inductive  resistance  connected  directly  in  series  with 
the  dynamo. 

(c)  It  is  used  when  the  system  is  being  balanced  in  order 
to  keep  the  resistance  of  the  circuit  to  the  ground  the  same 
whether  the  transmitting  apparatus  and  the  battery  or 
dynamo  are  cut  in  or  out  of  the  circuit. 

(43)  {(t)  The  receiving  circuit  includes  all  apparatus 
and  branch-office  lines  that  may  be  connected  through  and 
controlled  by  the  armature  of  the  polar  relay  or  the  repeat- 
ing sounder  that  is,  in  turn,  controlled  by  the  neutral  relay. 
It  is,  consequently,  a  circuit  including  all  the  instruments 
that  are  controlled  by  the  motions  of  the  armature  of  either 
relay.  Messages  received  on  the  relay  are  therefore  repeated 
by  all  instruments  connected  in  the  receiving  circuit. 

(d)  The  sending  circuit  includes  all  instruments  and 
branch-office  lines  that  are  connected  in  series  with  the 
magnets  of  the  pole  changer  or  transmitter;  hence,  the 
operation  of  a  key  anywhere  in  this  circuit  will  operate  the 
pole  changer  or  transmitter,  as  the  case  may  be,  thus  send- 
ing the  message  through  the  multiplex  system  to  the  distant 
office. 
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(45)  {")  To  so  adjust  the  position  of  the  armatu 
it  will  remain  against  either  stop  or  move  with  equal  force  ' 
from   the  middle  position  toward  one  side   or   the  other. 
This  is  done  so  that  the  permanent  magnetism  will  pull   the 
armature  with  equal  force  from  the  center  position  toward 
either  side. 

{6)     See  Art.  1 20. 

(46)  When  the  artificial  line  has  been  adjusted  so  that 
its  resistance  is  exactly  equal  to  that  of  the  line,  a  resist- 
ance balance  is  said  to  have  been  obtained.     See  Art.  1 20. 

(47)  By  the  neutral  relay,  because  it  is  the  instrument 
that  is  apt  to  give  the  most  trouble.  If  a  balance  is  based 
on  the  action  of  the  polar  relay,  it  may  prove  to  be  a  false 
one  when  tested  by  the  neutral  relay;  whereas,  a  balance 
based  on  the  neutral  relay  will  generally  prove  correct 
when  tested  by  the  polar  relay. 

(48)  (d)  The  bridge  duplex  requires  more  battery 
power  than  the  differential  duplex  to  produce  the  same 
strength  of  current  in  the  distant  relay. 

{/>)  The  bridge  duplex  is  superior  to  the  difEerenlial  du- 
plex ill  that  it  rcijuires  less  condenser  capacity  in  the  artifi- 
cial lines,  and  the  resistances  and  condensers  can  be  more 
readily  adjusted  to  suit  the  varying  conditions  of  the  line. 

(49)  All  batteries  or  dynamos  for  supplying  current  to 
the  main-line  circuit  arc  located  at  one  end.  No  batteries 
or  dynamos  are  required  at  the  other  end,  except  for  the 
operation  of  the  local  receiving  and  sending  circuits. 

(50)  A  continuity-preserving  pole  changer  is  a  device 
for  reversing  the  direction  of  the  current  in  a  circuit  with- 
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(51)  The  trquble  would  most  likely  be  found  in  a  de- 
fective or  improperly  adjusted  transmitter,  dirty  contact 
points,  a  defective  leak  coil,  or  a  loose  connection  of  the 
wire  attached  to  the  leak  coil  at  the  distant  station. 

(52)  By  the  diplex  system.  One  message  is  sent  by 
operating  a  pole  changer  that  controls  the  direction  of  the 
current,  and  is  received  by  a  polar  relay  at  the  distant  sta- 
tion. Another  message  is  sent  by  operating  a  transmitter 
that  controls  the  strength  of  the  current.  The  transmitter 
is  located  at  the  same  station  as  the  pole  changer.  The 
message  sent  by  means  of  the  transmitter  is  received  at  the 
distant  station  by  a  neutral  relay. 

(53)  {a)  See  Art.  162. 

{b)  No.  1  is  the  polar  and  No.  2  the  neutral,  or  common, 
side. 

(54)  It  is  advantageous  in  that  it  tends  to  force  more 
of  the  incoming  current  through  the  artificial-line  coils  of 
the  relays  to  ground,  and  it  allows  the  strength  of  current 
to  be  made  more  nearly  the  same  on  short  and  long  lines 
that  are  supplied  with  current  at  the  same  potential.  On 
the  other  hand,  a  higher  potential  is  required  than  would 
be  necessary  without  it  in  order  to  give  the  same  current  in 
the  short  line  circuit. 

(55)  (n)  and  {I?)  See  Art.  162. 

(56)  The  resistance  and  total  current  supplied  by  the 
dynamos  remain  constant  in  all  positions  of  the  keys,  but 
two  resistances  and  the  transmitter  are  so  arranged  that  in 
one  position  of  the  transmitter,  enough  current  is  shunted 
to  the  ground  so  that  the  proportion  of  the  total  current 
that  passes  through  the  line  is  only  ^  or  :J-,  as  the  case  may 
be,  of  what  it  would  be  in  the  other  position  of  the  trans- 
mitter.    See  Fig.  61  and  Arts.  176  to  183j  inclusive. 

(57)  Four  dynamos  are  used,  two  of  one  electromotive 
force,  say  135  volts,  and  two  of  another,  say  375  volts.  The 
negative  brush  of  one  and  the  positive  brush  of  the  other 
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of  the  135-volt  dynamos,  and  the  negative  brush  of  one  and 
the  positive  hrush  of  the  other  of  the  ;)(5-volt  dyn:imos  arc 
permanently  grounded.  Then,  by  means  of  a  special  pole 
changer,  two  wires  Ihat  run  to  the  transmitter  are  connected 

in  the  closed  position  of  the  pole  changer,  as  follows:  One 
wire  to  the  ungrounded  positive  brush  of  the  136-volt 
dynamo  and  the  other  wire  to  the  ungrounded  positive 
brush  of  the  3?5-voU  dynamo.  When  the  pole  changer 
opens,  the  two  wires  are  shifted  to  the  ungrounded  negative 
poles  of  the  other  two  machines.  The  transmitter  when 
closed  connects  one  of  the  two  wires  mentioned  to  the 
line  and  when  open  it  connects  the  other  wire  to  the  liiw. 
Thus,  the  pole  changer  controls  the  direction  of  the  cur- 
rent flowing  toward  the  transmitter,  and  the  transiiiitter 
the  strength  of  the  current  flowing  toward  the  relays  and 
line.     See  Art.  201. 

(58)  Two  machines  of  the  same  voltage  but  opposite 
polarity  are  used.  Three  resistance  coils  and  one  side  of  a 
double  transmitter  are  so  connected  with  the  ungrounded 
terminal  of  the  dynamo  and  to  one  wire  leading  to  the  pole 
changer  as  to  cause  only  ^  (or  J  if  the  ratio  is  I  to  4)  as 
much  current  to  flow  toward  the  pole  changer  in  the  open 
as  in  the  closed  position  of  the  transmitter.  One  side  of 
the  double  transmitter  controls  the  strength  of  current  from 
tiie  positive  machine,  the  other  side  controls  the  strength  of 
current  from  the  negative  machine.  The  pole  changer 
merely  shifts  the  line  from  one  to  theother  of  the  two  wires 
that  connect  through  opposite  ends  of  the  double  transmitter 
with  the  resistances  and  the  dynamos  of  opposite  polarity. 
See  Fig.  75  and  Art.  222. 

(59)  Multiplex  telegraphy  is  the  transmission  of  two  or 
more  messages  over  the  same  wire  at  the  same  time. 

(fiO)  (rt)  As  each  circuit  in  a  repeater  is  closed,  a  short 
delay  occurs  in  the  transmission  of  a  message,  for  each  ar- 
mature moves  over  a  short  distance  before  the  circuit  is 
c<Hnplfte.      This  shortens  the  dots  and  dashes  in  proportion 
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to  the  number  of  contacts  to  be  closed,  and  thus  the  dots 
are  sometimes  wholly  lost.  Therefore,  in  operating  such  a 
circuit,  the  dots  and  dashes  should  be  made  longer,  or,  as 
operators  term  it,  the  ** sending  should  be  heavy." 

(b)     By  sending  ** heavy." 

(61)  (a)  See  Art.  73. 

(b)  On  changes  both  in  the  direction  and  in  the  strength 
of  the  current. 

(c)  One  key  at  each  end  of  the  line  governs  the  direction 
of  the  current,  and  the  other  key  its  strength.  At  each  end 
there  are  two  differentially  wound  relays,  one  of  which  (the 
neutral  relay)  is  operated  only  by  the  changes  in  the  strength 
of  the  current,  while  the  other  (the  polar  relay)  is  operated 
only  by  the  changes  in  the  direction  of  the  current.  The 
key  at  one  end  governing  the  strength  of  the  current,  there- 
fore, produces  at  the  other  end  no  effect  on  the  polar  relay, 
because  the  latter  responds  only  to  changes  in  the  direction 
of  the  current,  but  this  key  does  operate  the  neutral  relay 
because  t^e  latter  responds  to  changes  in  the  strength,  but 
not  to  changes  in  the  direction,  of  the  current.  Similarly, 
the  key  governing  the  direction  of  the  current  operates  only 
the  polar  relay  at  the  other  end  because  the  latter  is  affected 
by  changes  in  the  direction  of  the  current.  The  home  relays 
are  not  operated  by  the  home  keys  because  both  relays  are 
differentially  wound. 

(62)  See  Art.  251. 

(63)  See  Art.  259. 

(64)  Messages  are  sent  from  the  battery  station  to  the 
distant  station  by  the  operation  of  a  pole  changer,  a  polar- 
ized relay  being  used  at  the  distant  station  for  receiving 
these  messages.  Messages  are  sent  from  the  distant  to  the 
battery  station  by  the  operation  of  a  transmitter  that  in- 
creases and  decreases  the  resistance  of  the  line  circuit  so  as 
to  decrease  and  increase  the  current  in  the  ratio  of  1  to  4. 
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These  messages  arc  received  at  the  battery  sution  on  a 
specially  connected  double-wound  neutral  relay. 

(65)  See  Art.  253. 

(66)  The  space  between  the  armature  and  the  left-hand 
mngnet  should  ordinarily  be  at  least  twice  as  great  as  that  on 
the  right.  The  adjustment  of  the  retractile  spring  is  identical 
with  that  of  an  ordinary  neutral  relay.     See  Art.  191. 

(67)  They  axe  polarized  instruments  and  no  springs 
whatever  are  used.  They  are  held  open  by  a  current  that 
always  flows  through  one  winding  on  the  cores.  When  the 
key  is  closed,  a  current  twice  as  strong  circulates  in  the  op- 
posite direction  around  the  cores  in  a  second  and  distinct 
winding.  Hence,  the  magnetizing  effect  of  the  first  current 
is  not  only  neutralized,  but  the  cores  are  magnetized  just  as 
Strongly  in  the  opposite  direction.     See  Arts.  218  and  218. 

(68)  Centering  the  polar  armature,  obtaining  a  resist- 
ance balance  by  means  of  the  polar  rel.iy,  obtain Injj  a 
resistance  balance  by  means  of  the  neutral  relay,  obtaining 
a  static  balance,  and  adjusting  the  neutral  relay  for  incom- 
ing signals. 

(09)     See  Art.  274. 

(70)  In  the  closed  position  of  the  transmitter  in  Fig.  75, 
the  resistance  in  the  circuit  consists  of  2C7  ohms  in  the 
coil  C  and  a  combined  resistance  of  000  ohms  in  the  line  and 
artificial  line.     This  added  to  267  ohms  gives  1,167  ohms  ; 

hence,  the  current  in  the  circuit  will  be  — -— ,■  =  .18852  am- 
pere, or  1S8.52  niiliiamperes.  Half  of  this,  that  is,  94.20  mil- 
liamperes,  will  flow  through  the  line.  When  the  transmitter 
is  open,  the  coil  Cwill  be  on  open  circuit  and  the  current 
from  the  dynamo  will  divide  at  the  point  f,  part  going 
toward  the  relays  and  line  and  part  through  the  coil  A  to 
the  ground.     The  resistance  of  the  circuit  from  the  point  f 


) 
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to  the  ground  now  consists  of  three  branches,  one  through  A 
of  400  ohms,  one  through  the  line  of  1,800  ohms,  and  one 
through   the  artificial  line  of  1,800  ohms.     The   combined 

resistance  of  these  three  paths  will  be  ^-- -  -  =  277  ohms. 

^  900  +  400 

This  is  in  series  with  the  coil^  containing  800 ohms;  hence, 

the  total  resistance  of  the  circuit  is  277  +  800  =  1,077  ohms. 

220 
The  total  current  is  -^^^—^  =  .20427  ampere.     This  current 

will  divide  through  the  various  branches  that  start  at  the 
point /"inversely  as  their  resistances.  Hence,  w'e  have  the 
proportion :  the  sum  of  the  currents  in  the  line  and  artificial- 
line  circuits  is  to  the  total  current  (.20427),  that  is,  the  sum 
of  the  currents  in  all  the  branch  circuits,  as  the  combined 
resistance  of  all  the  branch  circuits  (277)  is  to  the  combined 
resistance  of  the  line  and  artificial-line  circuits  (900).    From 

277 
this  we  get  .20427  X  ^^t-t;  =  .00287  ampere,  or  62.87  milliam- 

peres.  One-half  of  this,  or  31.435  milliamperes,  will  flow 
through  the  line.  From  this  it  is  evident  that  closing  the 
transmitter  increases  the  current  in  the  line  from  31.435  to 
94.2G  milliamperes,  giving  therefore  a  ratio  of  1  to  3  almost 
exactly.     See  Art.  224* 

(71)  See  Art.  227. 

(72)  See  Art.  258. 

(73)  To  loose  connections,  broken  wires,  defective  bat- 
teries, punctured  condensers,  defective  ^resistance  boxes, 
defective  or  improperly  adjusted  instruments,  and  the  bad 
condition  of  the  various  contact  points. 

(74)  When  the  transmitter  (see  Fig.  01)  is  open,  the 

total  resistance  of  the  circuit  with  the  values  given  in  this 

000  X^  800 
question    is    000  +  1,800  + '---j-r--,  =  2,823   ohms.      The 

900  -j-  oOO 

220 
total  current  is  t^^tt;  =  .07793  ampere.     Since  the  line  and 

2,823  ^ 

artificial  line  whose  combined  resistance  is  900  ohms  is  in 
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parallel  with  the  800  ohms  in  the  leak  coil,  then  the  sum  of 

the  currents  in  the  line  aiid  artilicifil  line  will  be  to  the  total 

current  supplied  by  the  dynamo  (.077113)  as  the  combined 

,     ,  ,  ^  ,      ■        .      /SOO  X  90*1       ,„„\ 

resistance  of  these  three  branch  circuits  I -----—-—   =4331 

\bOO  -j-  SJOO  / 

is   to   the   combined   resistance   of    the  line   and   artificial 

line  (900).     That  is  j-  :  .077U.S  =  433  i  9011;  hence,  the  current 

.  ,.  ,.  ,  .^  .  -..  ■  1  /.0:r93  X  423\ 
in  the  bne  when  the  transmitter  is  open  is  - 1 1 

=  .01831  ampere.    When  the  transmitter  is  closed,  the  total 
of  the  circuit  is  (JOO  +  !)(lO  =  1,500  ohms.     Then. . 

220 

—  .l-it;<j7  ampere.      The  current  in 

1  iOljl" 
the  line  when  the  transmitter  is  closed  Is^ — ^^  =  .07333. 

Hence,  the  ratio  of  currents  in  the  line  in  the  open  and 
closed  position  of  the  transmitter,  18.3  and  ?3.3  miJli- 
amperes,  respectively,  is  very  nearly  1  to  4. 

<7S)     See  Art.  260.  * 

(76)  First  suspect  an  improperly  adjusted  pole  changer 
at  the  distant  office;  if  that  is  not  the  cause,  suspect  the 
distant  battery. 

(77)  (rt)  See  Art.  271. 
{!>)  See  Art.  272. 

(78)  See  Arts.  252  and  253. 

(78)     («)  See  Art.  123. 

(^)  The  tension  of  the  spring  must  not  be  too  great ;  the 
trunnion  must  not  be  too  tight;  and  the  local  battery,  and, 
consequently,  the  tension  of  the  spring,  must  not  be  too 
weak.     See  Art.  122. 

(80)     (<0   See  Art.  263. 
{b)  See  Art.  2«3. 
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(81)  (ii)  The    station    possessing   the    normal    ground 
would  find  his  apparatus  out  of  balance.     See  Art.  276. 

{d)     See  Art.  276. 

(c)     See  Arts.  277  and  278. 

(82)  See  Art.  264. 

(83)  It  would  be  impossible  to  obtain  a  resistance  bal- 
ance.    See  Art.  275. 
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(PART  5.) 


(1)  The  polar  relay  of  one  set  is  arranged  to  control  the 
pole  changer  of  a  second  set,  and  the  polar  relay  of  the  second 
set  is  arranged  to  control  the  pole  changer  of  the  first  set. 
See  Arts.  1  and  2  and  Figs.  1  and  2. 

(2)  When  dynamos  are  used,  the  proper  current  is  ob- 
tained by  inserting  the  proper  amount  of  resistance  (lamps 
or  coils  of  German  silver)  in  the  circuit;  but  when  primary 
cells  are  used,  the  proper  current  is  obtained  by  using  just 
enough  cells. 

(3)  The  repeating  sounder  on  the  common  side  of  one 
set  may  be  arranged  to  control  the  transhiitter  on  the  com- 
mon side  of  the  second  set,  and  the  repeating  sounder  of  the 
second  set,  to  control  the  transmitter  of  the  first  set.  On 
the  polar  sides,  the  polar  relay  of  the  first  set  controls  the 
pole  changer  of  the  second  set,  and,  similarly,  the  polar  relay 
of  the  second  set  controls  the  pole  changer  of  the  first  set. 
Or,  the  repeating  sounder  on  the  common  side  of  the  first 
set  may  be  arranged  to  control  the  pole  changer  of  the  sec- 
ond set,  the  polar  relay  of  the  second  set  controlling  the 
transmitter  of  the  first  set;  similarly,  the  repeating  sounder 
on  the  common  side  of  the  second  set  controls  the  pole 
changer  of  the  first  set,  and  the  polar  relay  of  the  first  set 
controls  the  transmitter  of  the  second  set. 
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(4)  The  magnets  in  all  local  circuits  are  wound  lo 
30  ohms,  the  resistance  of  all  local  circuits,  including  brandi- 
ofBce  loops,  are  brought  up  to  100  ohms  by  means  of  the 
resistance  coils  and  the  local  sounder,  and  the  branch-office 
loop  circuits  are  connected  in  parallel  with  the  main-uffice 
circuits  instead  of  in  series,  as  is  usually  the  case  in  other 
offices.  In  connection  with  each  polar  duplex  or  one-half 
of  a  quadriiplex  set,  there  are  upon  the  desks  two  single- 
pole,  double-throw,  knife  switches,  which,  in  connection 
with  the  loop  spring  jacks  and  wedges,  enable  the  chief 
operator  to  include  a  branch-office  loop  in  the  local  circuit  of 
a  set  or  to  connect  the  two  sets  so  that  they  may  repeal 
into  one  another.  Each  half  of  a  quadniplex  or  repeater 
set  is  treated  as  a  duplex  set.     See  Arts.  5)  tt,  and  7. 

(5)  One  advantage  of  this  system  over  the  Morse  system 
is  that  it  is  less  likely  to  be  affected  by  ordinary  trouble  on 
the  wire,  and  it  will  wort  readily  across  heavy  escapes,  and 
even  when  the  wires  are  crossed  or  grounded,  including  the 
wire  U|)on  which  the  phonoples  is  working.  Furthermore. 
even  bad  weather  fails  to  affect  the  signals  to  any  great 
extent.  A  disadvantage  of  the  system  is  the  fact  that  only 
one  phonoplex  circuit  can  be  worked  successfully  at  the  same 
time  upon  the  same  line  of  poles  carrying  a  number  of  wires. 
A  companion  phonoplex  on  a  line  of  poles  on  the  opposite 
side  of  a  railroad  track  may  even  be  impracticable,  for  the 
reason  that  the  phonoplex  impulses  are  so  penetrating  that 
their  inductive  effects  extend  far  into  the  space  around  the 


(H)  A  multiplex  single-wire,  or  defective-loop,  repeater 
is  an  arrangement  of  apparatus  whereby  a  single  branch  line 
(usually  a  city  branch-office  line)  may  be  so  connected  to  a 
duplex  or  one  side  of  a  quadruples  set  that  the  messages 
passing  over  the  multiplex  system  may  be  sent  over  the 
branch  line,  and  so  that  the  branch  office  may  send  through 
the  multiplex  apparatus  to  the  distant  muUiplex  station. 
See  Arts.  9  and  lO. 
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(7)  The  siphon  is  made  to  vibrate  to  and  from  the 
paper,  in  order  to  avoid  the  friction  between  the  end  of  the 
siphon  and  the  paper  tape,  which  would  impede  the  move- 
ment of  the  delicately  suspended  coil.  Thus  the  siphon 
traces  a  dotted,  instead  of  a  continuous,  line.  The  vibra- 
tion of  the  siphon  is  also  necessary  because  otherwise  the 
ink  is  liable  to  gather  upon  the  end  of  the  siphon  in  globu- 
lar form,  and  either  blur  the  record  or  cause  it  to  stop 
recording. 

(8)  The  Hurd  branch-office  signaling  device,  as  shown 
in  Fig.  17,  may  be  used.  In  this  method  an  annunciator, 
connected  to  the  branch-office  wire,  is  so  arranged  that  the 
shutter  will  fall  and  ring  a  bell  if  the  branch-office  operator 
momentarily  grounds  his  line  at  the  proper  place  by  a 
switch  provided  and  properly  connected  for  this  particular 
purpose. 

(9)  {a)  Two  line  wires  are  used.  The  two  line  wires 
are  used  as  a  complete  metallic  circuit  for  telephonic  com- 
munication and  each  wire  with  the  earth  as  a  return  path 
constitutes  one  telegraph  circuit.  Thus  the  two  line  wires, 
with  the  earth  as  a  common  return  path  for  both,  provide 
two  distinct  and  separate  telegraph  circuits. 

(d)  If  only  one  wire  is  used,  then  one  telegraph  and 
one  telephone  message  may  be  sent  simultaneously.  In 
this  case,  the  earth  is  used  as  a  common  return  path  for  both 
the  telephone  and  telegraph  currents. 

(10)  The  siphon  is  made  to  vibrate  by  arranging  the 
apparatus  so  that  pulsatory  currents  are  sent  through  an 
electromagnet.  The  frequency  of  these  pulsations  is  made 
to  coincide  with  the  natural  rate  of  vibration  of  the  siphon. 
The  lower  end  of  the  glass  siphon  has  glued  to  it  a  minute 
piece  of  iron  that  the  electromagnet,  over  which  the  paper 
tape  passes,  attracts  every  time  a  pulsatory  current  passes 
through  the  magnet.  The  pulsatory  currents  are  caused 
by  a  reed  and  magnet,  arranged  in  a  manner  similar  to  a 
vibrating  bell.     The  rate  of  vibration  of  the  reed  is  adjusted 
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lo  suit  the  natural  rate  of  vibration  of  the  siphon  by  regu- 
lating the  height  of  a  column  of  mercury  in  a  glass  lubt 
attached  to  the  reed.     See  Art.  87. 

(II)  It  is  a  combination  of  resistances  and  cindeiisers 
so  arranged  that  the  artificial  cable  has  not  only  the  same 
resistance  and  capacity  as  the  real  cable  it  is  intended  to 
resemble,  but  it  also  chargi^s  and  discharges  at  the  same 

rale  as  the  cable. 


{12}  (a)  Two  line 
through  a  high  impedant 
between  the  center  of  e; 
and  the  telephones  at  es 
the  two  line  wires.  Hei 
plete  metallic  circuit  for 


wires  are  connected  at  each  end 
:e  coil.  A  telegraph  set  is  connected 
ach  coil  and  the  ground  at  each  end, 
ich  end  are  connected  directly  across 
nee,  the  two  line  wires  form  a  com- 
■  the  telephones,  and  the  impedance 
coils  at  each  end  prevent  the  passage  of  the  telephone  cur- 
rents through  them  from  one  line  to  the  other.  The  two 
line  wires  in  parallel  form  one  path  (having  only  one-half 
the  resistance  of  one  line  circuit),  and  the  ground  the  other 
path  for  the  telcgrai>h  current.  At  each  end  one-half  of  the 
impedance  coil  Is  In  series  with  each  line  wire,  and,  hence, 
the  two  halves  of  the  impedance  coil  at  one  end  are  in  par- 
allel with  each  other  so  far  as  the  telegraph  current  is  con- 
cerned, but  in  series  with  each  other  so  far  as  the  telephone 
current  is  concerned.  Hence  the  impedance  coil  at  each 
end  offers  only  one-half  the  resistance  of  one-half  of  the 
whole  coil  (that  is,  one-fourth  the  resistance  of  the  whole 
coil)  to  the  telegraph  current,  and,  moreover,  the  telegraph 
current  does  n<)t  produce  any  magnetism  in  the  iron  cores 
of  these  coils,  because  an  equal  current  flows  in  each  coil  in 
opposite  directions  around  the  iron  core.     See  Art.  65. 


(^)     Tw 


line 


messages,  one  telephoi 

s  a  complete  circuit,  an 

line  wires  in  par 
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s  telegraph  message 
;   path  and  the 


'm\  as  the  return  path  of  the  circuit.      See  Art.  64. 


(13)     It 
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(14)  The  bridge  duplex  method.  In  the  Muirhead 
double-block  system,  the  resistances  in  two  branch  arms  are 
replaced  by  condensers. 

(15)  (a)  It  is  a  multiplex  single-wire,  or  defective-loop, 
repeater. 

{b)  It  depends  on  the  Toye-repeater  principle,  that  is,  on 
the  substitution  of  a  resistance  in  place  of  the  branch-office 
line  circuit  when  the  repeating  transmitter  opens. 

(16)  A  coil  having  considerable  self-induction  is  in- 
cluded in  the  line  circuit.  Across  the  terminals  of  this  coil 
is  a  local  circuit  including,  say,  merely  a  key  and  a  battery. 
Whenever  this  local  circuit  is  broken,  the  high  self-induc- 
tion of  the  magnetic  coil  sets  up  an  impulse  that  travels 
over  the  line.  This  impulse  causes  the  phone,  which  re- 
sembles a  telephone  receiver,  to  give  out  a  sound  resembling 
the  click  of  a  telegraph  sounder.  The  closing  of  the  local 
circuit  does  not  affect  the  telephone;  it  is  affected  only  by 
the  opening  of  the  local  circuit.  The  noise  produced  by 
the  down  stroke  of  the  sounder  is  imitated  by  breaking  a 
strong  current  and  the  up  stroke  of  the  sounder  is  imitated 
by  breaking  a  somewhat  smaller  current.  See  Arts.  72, 
73,  and  74. 

(17)  {(j)  Not  usually. 

(^)  Because  the  resistance  of  a  main  line  is  usually  at 
least  an  appreciable  part  of  the  total  resistance  of  the  cir- 
cuit; hence,  any  change  in  the  line  resistance  due  to  a 
change  in  the  weather  would  usually  require  a  readjust- 
ment of  the  resistance  in  the  Moffat  repeater,  or  of  the 
number  of  extra  cells  in  the  Downer  repeater. 

(18)  The  message  is  first  punched  in  a  paper  tape  by  a 
machine  called  a  perforator;  the  punched  paper  is  then  fed 
through  a  transmitter,  and  at  the  distant  end  is  recorded  in 
ink  on  a  paper  tape  in  the  dot-and-dash  characters  of  the 
regular  telegraph  code;  an  operator  then  translates  the  code 
record  and  writes  the  message  on  an  ordinary  message 
blank  with  or  without  a  typewriter. 
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(19)  (")  The  accuracy  and  speed  of  workiag  is  very 
much  beltei'  when  automatic  transmission  is  used  in  place 
of  hand  or  manual  transmissiun. 

{6)     The  Cuttriss  and  the  Crehore  and   Squier  sine-wave 

transmitters. 

(20)  The  Downer  repeater  depends  on  the  principle  of 
including  an  extra  battery  in  the  higher  resistance  circuit, 
so  as  lo  keep  the  current  strong  enough  to  hold  dosed  the 
transmitter  through  the  contacts  of  which  the  circuit  that 
happens  to  be  sending  passes. 

(21)  The  Half-Milliken  repeater  is  used  when  it  is 
necessary  to  connect  a  polar  duplex  or  one  side  of  a  quad- 
ruples set  with  a  main  line,  so  that  the  distant  end  of  this 
main  line  may  both  send  and  receive  (not  simultaneously, 
however)  through  one  wire  from  the  repeater  set. 

(22)  AH  the  circuits  are  normally  closed  in  the  Half- 
Milliken  repeater. 

(23)  By  using  condensers  in  the  circuit  at  each  end 
somewhere  between  the  ground  and  the  cable. 

(24)  By  this  repeater,  a  branch-office  loop  may  be  con- 
nected in  circuit  with  a  quadruplex  set  in  such  a  manner 
that  the  two  main  terminal  offices  may  work  single  and  the 
branch  ofllice  will  be  able  to  hear  and  to  break,  when  neces- 
sary, cither  main  terminal  office  that  may  be  sending.  The 
two  ends  can  send  double,  that  is,  simultaneously,  if  it  is 
not  desired  to  send  the  messages  to  the  branch  offices. 
Furthermore,  the  branch  office  can  send  to  the  repeating 
office  and  to  either  main  terminal  office,  in  which  case  the 
line  is  worked  single.     See  Arts.  26  to  29. 

(25)  One  key  only  need  be  placed  between  the  ground 
and  the  two  branch-office  circuits.  See  Arts.  30,  31,  and 
32  and  Fig.  12. 

(26)  A  double-loop  repeater  is  an  arrangement  of  ap- 
paratus that  enables  tvvo  branch  offices  to  receive  a  message 
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that  comes  to  one  main  office  over  a  multiplex  system  from 
another  main  office,  and  it  also  allows  either  branch  office 
to  send  to  the  other  branch  office  and  through  the  sending 
side  of  the  multiplex  set  at  the  nearer  main  office  to  the  dis- 
tant main  office. 

(27)  The  key  at  station  A  must  remain  closed.  Then, 
if  B  sends,  the  repeating  sounder  RS^  will  operate  the  pole 
changer  of  the  set  C ;  and  if  C  sends,  the  repeating 
sounder /l  5^  will  operate  the  pole  changer  of  the  set  B. 
Hence,  messages  may  be  both  sent  and  received  at  both 
stations  B  and  C\  Confused  signals,  due  to  the  sending  at 
both  B  and  C,  will  pass  through  the  pole  changer  of  the 
set  A ;  hence,  neither  message  can  be  read  at  A.  See 
Arts.  38  to  41. 

(28)  The  contacts  of  the  repeating  transmitter  may  be- 
come dirty  or  corroded,  the  repeating  transmitters  may  be 
improperly  adjusted,  and  the  current  through  the  pole 
changer  or  transmitter  magnet  of  the  multiplex  set  may  not 
be  the  same,  as  it  should  be,  in  the  two  positions  of  the  re- 
peating transmitter. 

(29)  This  arrangement  allows  any  one  of  the  three  sta- 
tions to  use  the  line  as  a  simplex  system,  to  send  to  the 
other  two,  and,  moreover,  allows  any  two  to  work  double, 
that  is,  duplex,  provided  the  key  at  the  third  station  is  kept 
closed. 
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(1)  See  Arts.  297  and  298. 

(2)  It  is  a  system  developed  by  Crehore  and  Squier,  in 
which  an  alternating  sine-wave  current  is  used.  The  circuit 
is  never  opened  or  closed  except  when  the  sine-wave  curve 
is  passing  through  its  zero  value.  A  telegraph  code  is 
arranged  by  holding  the  circuit  open  for  the  duration  of  one 
or  more  half  or  full  current  waves,  and  then  closing  the 
circuit  for  one  or  more  half  or  full  waves.  See  Arts.  172 
to  175. 

(3)  A  perforated  tape,  the  holes  in  which  represent  the 
message,  is  first  prepared  by  means  of  three  keys,  one  rep- 
resenting dots,  the  second  spaces,  and  the  third  dashes.  The 
depression  of  the  dot  key  causes  an  electromagnet  to  punch 
a  hole  in  the  tape  on  one  side  of  the  center  line  and  advances 
the  tape  a  definite  distance;  the  depression  of  the  dash  key 
produces  a  similar  hole  on  the  other  side  of  the  center  line 
and  advances  the  tape  the  same  distance  as  the  other  key; 
the  space  key  advances  the  tape  the  necessary  distance  be- 
tween the  letters.  The  tape  is  then  fed  through  a  trans- 
mitting device,  the  holes  on  one  side  causing  positive-current 
impulses  and  the  holes  on  the  other  side  negative-current 
impulses  to  be  sent  over  the  line.  At  the  receiver  the  dot, 
or  positive,  impulses  i)roduce  a  mark  along  the  center  of  a 
chemically  sensitized  tape,  while  the  dash,  or  negative,  im- 
pulses produce  two  parallel  marks  along  the  tape,  one  on 
each  side   of   the    center    line.     These    are   translated    and 

§7 


3  TELEGRAPHY.  §7 

written  out  on  !i  message  blank  with  or  without  a  typewriter. 
The  process  is  the  same  as  in  the  Wheatslone  automatic 
system,  but  it  is  capable  of  transmitting  messages  at  a  very 
much  higher  speed.     See  Arts.  160  to  166. 

(4)  («)  The  Thomson,  or  reflecting,  galvanometer  and 
the  D'Arsonva!  galvanometer, 

(i)  The  Thomson  galvanometer  is  by  far  the  most  sensi- 
tive and,  therefore,  suitable  where  tests  of  the  greatest 
accuracy  are  to  be  made."  It,  however,  has  the  disadvantage 
of  being  affected  by  slight  external  magnetic  disturbances. 
The  D'Arsonval  galvanometer  is  the  most  satisfactory  in- 
strument for  general  use.  It  is  sufficiently  sensitive  for  all 
practical  purposes,  and  is  not  affected  by  external  magnetic 
fields.  The  suspension  of  the  needle  is  not  so  delicate  as  in 
the  Thomson,  thus  making  it  easier  to  set  up  and  Jess  liable 
to  injury. 

(5)  One  serious  objection  charged  against  wireless  tele- 
graphy is  the  fact  that  with  the  method  generally  used  at 

present,  two  indtrpendentconmuinicai  ions  cannot  tic  rcccivL-d 
at  the  same  station  readily,  if  at  all;  and  every  receiver 
placed  within  the  radius  of  action  of  a  transmitter  is  acted 
upon  by  the  waves  sent  out  by  the  one  transmitter.  Hence, 
if  two  transmitters  are  simultaneously  operated,  complete 
interference  or  a  confusion  of  the  two  sets  of  signals  is  the 
result.  A  second  serious  objection  or  defect  is  the  com- 
paratively short  distance  over  which  it  may  be  worked.  Up 
to  March,  1901,  the  longest  distance  across  which  telegraph 
signals  had  been  successfully  sent  was  200  miles  over  water 
and  much  less  over  land.  Both  of  these  objections  may,  of 
course,  be  more  or  less  overcome  in  the  future. 

(«)  They  enable  the  sending  over  one  wire  of  from  3  to  20 
times  as  many  messages  as  could  be  sent  in  the  same  time 
over  a  simple  circuit  by  hand.  On  the  other  hand,  they  are 
more  complicated  than  the  Morse  key-and-sounder  method, 
and  the  various  steps  through  which  the  message  passes 
increase  the  jirobability  of  making  mistakes. 
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(7)  A  coherer  is  a  device  for  detecting  the  presence  of 
electromagnetic  waves.  It  is  sensitive  to  electromagnetic 
waves,  because  the  latter  cause  the  resistance  of  the  coherer 
to  decrease  enormously. 

(8)  A  perforated  tape  representing  the  message  must  be 
prepared ;  this  tape  must  then  be  fed  through  the  transmitter. 
In  the  first  method  described,  the  signals  are  received  in 
zigzag  lines  on  sensitive  photographic  paper.  The  photo- 
graphic paper  must  be  developed  and  then  the  zigzag  code 
message  translated  and  written  on  a  message  blank.  In  the 
writing  telegraph  system,  the  message  is  received  in  a  rather 
stilted  form  of  writing  on  a  sensitized  sheet  of  photographic 
paper  that  must  be  developed. 

(&)  The  objections  are  about  the  same  as  to  all  automatic 
telegraph  systems,  namely,  the  complication  of  the  apparatus 
and  the  several  steps  through  which  the  message  must  pass, 
and  there  is  also  the  serious  objection  to  the  additional 
complication  rendered  necessary  by  the  use  of  the  sensitized 
photographic  paper. 

(10)  See  Arts.  280  and  281. 

(11)  A  deflection  is  first  obtained  through  a  known 
resistance  with  a  given  battery,  and  from  this  the  constant 
of  the  galvanometer  is  computed.  After  this,  the  deflection 
produced  by  a  current  from  the  same  battery  through  the 
insulation  resistance  to  be  measured  is  noted,  and  by  com- 
paring this  deflection  with  that  through  the  known  resist- 
ance, due  allowance  being  made  for  the  galvanometer  shunts 
that  are  used,  the  insulation  resistance  may  be  computed. 
See  Arts.  287  to  290. 

(12)  SeeArt.  306. 

( 1 3)  {a)  See  Art.  274. 
{/?)  See  Art.  275. 

( 1 4)  342  X  1,000  X  ViT  =  34,200. 

(15)  The  Wheatstone  bridge. 
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(10)     See  An.  290. 

( 17)  Bctause  the  electrostatic  capacity  of  long  circuits 
is  frequently  hig;h  enough  to  allow  enough  ciirrcni  to  i»ass 
into  and  out  of  the  circuit  to  ring  the  polarized  hell  of  the 
testing  set,  thus  producing  the  same  effect  as  if  the  circuit 
were  continuous,  or  as  if  a  ground  or  cross  esisted. 

(18)  By  substituting  in  formula  1 7,  in  which 
a:  =  615.68,  («  =  1,000,  «=  1,000,  and /  =  2,015  ohm^;.  wr 
get  as  the  resistance  along  the  bad  line  to  the  fault 

1,000  X6I5.W  _,.,...,._. 
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Ans. 

(20)  The  insulation  resistance  per  mile  is  found  by 
multiplying  the  total  insulation  resistance  found  from  the 
measnreiiient  by  the  length  of  the  line  in  miles,  or  by  multi- 
plying by  the  length  of  the  line  in  feet  and  dividing  this 
result  by  5,2S0  (tlie  number  of  feet  in  1  mile). 
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to  the  page  of  the  section.  Tims,  "  Balancing  cable  6  9:3*'  means  that  balancing  cable 
will  be  found  on  page  9i  of  section  6. 
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